I 


Home 

cLarsikird 

->86 2121 

TELEPHONE 

383 4111 




' V ' • - .r 

(Eolonist. 


Fair, 
high 8 


Weather Details 
On Page 2 


Vancouver Island's Leading Newspaper Since 1858 


No. 76 — 118th Year 


VICTORIA, BRITISH COLUMBIA, THURSDAY, MARCH 11, 1976 


** 


15c Daily, 30c Sunday 


Author of AllmantTs anti-hanging report: 

Public 4 vindictive , bloodthirsty 9 


OTTAWA (CP) — Public 
opinion on capital punishment 
was described as "vindictive, 
retributive and bloodthirsty' 
in a report by a Simon Fraser 
University criminologist in 
which government was ad- 
\ ised to ignore hardening atti¬ 
tudes toward crime and 
punishment. 

The report, coming on the 
eve of a parliamentary debate 
on abolition of capital punish¬ 
ment, said Canadian atti¬ 
tudes were almost as tough 


Opposition 
leader, 
clergy 
arrested 
bv Korea 


SEOUL (UPH Authori¬ 
ties Wednesday announced 
ihe arrest of South Korean op¬ 
position leader Kim Dae-Jung 
and 10 other i>ersons — six of 
them Christian clergymen 
on charges of trying to over¬ 
throw the government of 
' President Park Chuog-Hee. 

toine other persons, Includ¬ 
ing former president Posun 
Yun, 78, were booked for 
investigation but were not 
arrested, according to the an¬ 
nouncement by Suh Jong-Kak. 
director of the Seoul district 
prosecutor’s office. 

(In I/)ndon, Amnesty Inter¬ 
national, the private civil 
rights organization, said it 
had cabled Park a protest 
against the arrests and urged 
their release.) 

Kim. 51, and the 10 others 
were accused of violating a 
government decree of last 
May 13, making political op¬ 
position, or reports of it in the 
press, a crime. 

The arrests stem from a 
proclamation demanding 
Park’s resignation read 
.March 1 during a meeting in 
Seoul's Myongdong Catholic 
Cathedral and allegedly 
signed by three opposition po¬ 
litical leaders and nine cler¬ 
gymen. 

Park placed South Korea 
under authoritarian rule after 
winning re-election to a third 
term in 1971. Kim Dae-Jung 
was Park’s unsuccessful oppo¬ 
nent in the election with the 
backing of the opposition New 
Democratic party. 

Announcement of the 
arrests ended a nine-day news 
blackout on the March 1 proc¬ 
lamation and subsequent gov¬ 
ernment retaliation. 


where hanging m concerned 
as they were in the 1940s and 
1950s. 

The report, by Dr. Ezzat 
Fattah, chairman of the crim¬ 
inology department at Simon 
Fraser, was commissioned by 
Solicitor-General Warren All- 
mand and was made public 
this week. 

A note of introduction says 
the views of Fattah attm’i 
necessarily those of Allniand. 

“Uninf >rmod or irrational 
public, opinion is not a jus¬ 


tification lor bringing back 
the noose." the report said. 
"A democratic government 
should n.rt simply reflect unin¬ 
structed opinion but should 
actively help to shape moral 
sentiments to rational com- 
mon ends . . . 

"Basing toe final decision 
regarding the death penalty 
on public opinion w >uld 
amount t > basing economic 
policy on public feelings about 
the strength of the dollar, or 
basing foreign fiolicy on pub¬ 


lic sentiments toward Russia 
or China .. 

The first Canadian public 
opinion poll on capital punish¬ 
ment was taken in 1943 and 
showed more than seven in 10 
Canadians in favor of hanging 
for murder and other serious 
crimes. This remained the 
case until the mid-1950s, when 
an abolitionist trend began to 
develop. By 190(1, slightly 
more than one half of Canadi¬ 
ans were still in favor of 
i 


hanging and abolitionist sen¬ 
timent had grown strongly. 

Attempts to have an aboli¬ 
tion bill passed in the Com¬ 
mons failed in 1966 but in 
1967. the present trial law. li¬ 
miting the death penalty to 
killers of police and prison 
guards, was passed. 

Fattah said the October 
crisis of 1970, and the murder 
of kidnapped Quebec labor 
minister Pierre Lapoiie. "re- 

( on tinned on Page 2 



Wide-eyed weeny world watcher 


Two-week-old Lori Ihe loris perches on hand in 
Amsterdam’s Artis Zoo where it was born. Loris is 
nocturnal creature of lemur family, part of monkey 


group, and is found in 
been born in captivity. 


Scared fugitive ends 
three-hour house siege 


VANCOUVER «CP) A 
man who identified himself as 
Glen Thomas Landers surren- 


Lebanon trying 
general amnesty 


BEIRUT (Reuter) - Arniy 
commander Gen. Hanna 
Saeed, speaking alter a wave 
of army mutinies in I>ebanon, 
declared a general amnesty 
for deserters Wednesday 
night. 

Before declaring the 
amnesty on national televi¬ 
sion. the general recommend¬ 
ed the government put "an 
immediate and radical end to 
the current events." 

Political sources interpreted 
this as a warning the army 
would take action if the gov¬ 
ernment failed to heed the 
recommendation. 

The amnesty was an¬ 
nounced after Col. George 
Gharib, commander of Leban¬ 
on’*- i,0()0.man .air force., 
called for a "general amnesty 
for military men except th<*e 
who have ^committed, 
murder." 

Gharib also called for r bal¬ 
ance between Moslems and 
Christians in ihe army. 

There were no precise fig¬ 
ures for the number of sol¬ 
diers in revolt. But available 
statistics suggest an approxi¬ 
mate figure of 1,000 mutineers 
out of an army of 15.000. 


Deserters took over three 
barracks Wednesday, two 
near the Israeli frontier and 
one in the northern port of 
Tripoli. 

Prime Minister Rashid 
Karami said the spreading 
mutinies threatened the army 
with disintegration wrhich 
could lead to Lebanon's parti¬ 
tion. 

Meanwhile, there was a new- 
wave of kidnappings in 
Beirut. Political factions ab- 
ducted passers-by of the op- 
jiosite faith as hostages 
against the safe return of 
those seized by the other side. 


«J£irdland 

IXJNDON (DPI) — The 
Royal Society of Birds tins 
Just hired a new assistant 
manager, by name of A. Bird, 
lie JoiiM a staff which In¬ 
cludes Barbara Buzzard. John 
Partridge, Celia Peacock, 
Helen Peacock and Dorothy 
Rook. 

mmm; y • ■ ; ; * wzmmmm 


dereil to police Wednesday 
following a three-hour siege in 
an east-end house. 

Police said the man was 
booked into the city iail under 
Hint name ' 111 1 i polli r here 
were'.a waiting word Irom po¬ 
lice at Gloucester. Ont.. to 
confirm the man’s identity 
and to receive instructions on 
what to do with him. 

Glen Thomas Landers, 29. 
was one of seven prisoners 
who escaped from the Ottawa- 
Carleton Regional Detention 
Centre in June. 1975. During 
that incident two guards were 
shot one wounded serious¬ 
ly. 

* Three prisoners were recap¬ 
tured at once, including Barry 
Forsyth who waa charged 
with attempted murder, and 
warrants for escaping custody 
Were out for the others. 

The man who identified 
himself as Landers emerged 
from the house unarmed and 
before he was whisked away 
by police he talked to report¬ 
ers at the scene. 

Me said he asked that re- 
porters be present because he 
is to be sent to Ottawa and 
was afraid he would be bea¬ 
ten by police. 

. He said he knew other peo¬ 
ple who, "when they were 
arrested, were beaten by the 
police and jail guards so 
badly that they weren’t recog¬ 
nizable.” 

Landers said. "I asked that 


reporters be here to take my 
picture . . . see w hat I look 
like today because I want to 
look the same when I appear 
in court in Ottawa.” 

Lander? >aid he had been m 
Vancouver for about six 
months and had been in con¬ 
tact with his family. 

The incident was the second 
of its kind in Vancouver in 
five days. Guy Jean Barnier. 
36, has been charged with 
murder punishable by life im¬ 
prisonment and attempted 
murder following a siege in 
the city’s Kitsilano district 
last Friday in w-hich a woman 
was shot to death and a man 
wounded. 


soul beast Asia. Few have 
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Labor beaten 
on social cuts 


LONDON (AP) - Britain's 
Labor government suffered a 
28-vote defeat in the House of 
Commons Wednesday night, 
bringing Conservative de¬ 
mands for it to resign or seek 
a vote of confidence. 

A government motion 1o cut 
spending on public services 
lost by 256 votes to 284. 

Left-wing Labor parliamen¬ 
tarians contributed to the de¬ 
feat. They had bitterly oj>- 
posed many of the cuts which 
hit hardest at education and 
stopped all spending on new 
hospitals. 

Prime Minister Harold Wil¬ 
son's government has an over¬ 
all majority of one in the Com¬ 
mons. It previously has de¬ 
pended on support from Scot¬ 
tish and Welsh nationalists. 
Liberals and independents to 
pass its legislation. These 
members opposed the cuts 
along with the Conservatives. 

Margaret Thatcher. Conser¬ 
vative party leader, demand¬ 
ed the government either re¬ 
sign or seek a vote of con¬ 
fidence. 

Cabinet Minister Edward 
Short replied that Wilson 
“will consider the situation 
created by this vote tonight 
and will announce his inten¬ 
tion in due course.” 


Shot with own guns in Angola 

Women execute 
Cuban 4 rapists ’ 

LUSAKA, Zambia (Reuter) A female firing 
squad has killed 17 Cuban soldiers lor ra|>e and murder 
in war-tom Angola, says an Angolan guerrilla move¬ 
ment communique. 

It says raped women identified five*of the 17 cap¬ 
tured Cubans as their violators. 

"They were tried for rape and murder,” the com¬ 
munique says. "All 17 were executed. The firing squad 
was com|josed entirely of women. The Cubans were 
shot with their own guns." 

The communique was brought to Lusaka by a rep¬ 
resentative of Dr. Jonas Savimbi, leader of the pro- 
Wcstem UNITA. the National Union for the Total In¬ 
dependence of Angola. 

It quotes an Angolan women's leader. Miss Eunice 
Sapassa, as saying lour women were raped early Iasi 
week by 25 to 30 Cuban soldiers near a village between 
the towns of Huambo and Silva Porto. 

Five days later, the communique says, a UNITA 
military unit surrounded a 20-man Cuban patrol work¬ 
ing on an armored personnel carrier that had broken 
down. 

Seventeen Cubans survived the encounter, and 
these were the men who died at the hands of the 
women's firing squad. 


‘Perfect,’ says PM 
to united provinces 


OTTAWA (CP) - While the 
constitutional Controversy he 
started last weekend con¬ 
tinued in the provinces 
Wednesday. Prime Minister 
Trudeau said he was pleased 
premiers may get together on 
the issue. 

"Perfect, perfect,” Trudeau 
said, referring to moves by 
Quebec Premier Robert 
Bourassa to mount a united 
front of provincial govern¬ 
ments against any unilateral 
federal action to bring the 
constitution to Canada. 

By Tuesday, Bourassa had 
solicited support from all pre¬ 
miers but British Columbia's 
William Bennett, and Wednes¬ 
day he completed the list by 
reaching Bennett at an un¬ 
disclosed holiday spot. 

B . C . Attorney-General 
Garde Gardom. who heads a 
cabinet committee studying 
. the question of amending the 
constitution, said his govern¬ 
ment hoped the issue would 
only be resolved py a "con- 
s e n s u s throughout the 
.wti-y " 

And in Saskatchewan. Pre¬ 
mier Allan Blakeney told re¬ 
porters at his weekly news 
conference that constitutional 
amendment must be based on 
the consent of provincial gov¬ 
ernments. not on any federal 
law passed by Parliament 
where the bulk of members 
come from Ontario and Que¬ 
bec. 

Canada’s constitution, the 
109-year-old British North 
America Act, now' can only be 
changed by the British Parlia¬ 
ment. For the last 50 years 
there have been a number of 


attempts to reach consensus 
on a domestic amending for¬ 
mula, but all have failed. 

Trudeau has said repeated¬ 
ly he wanted to bring the con¬ 
stitution home, but in the past 
he has maintained that he 
would not act unless there 
was agreement by all prov¬ 
inces on an amending formu¬ 
la. 

Last weekend, however, he 
said the federal government: 
would act unilaterally if the 
provinces could not agree on 
ihe issue. The statement set 


off controversy, and the 
prime minister appeared to 
soften his stand Tuesday 
when he told the Commons he 
would not ask Parliament to 
act before he consulted the 
provinces. 

Although negotiations on the 
formula were near an end. he 
said, there appeared to be lit¬ 
tle chance of reaching hoped- 
for unanimous consent. 

At his news conference, Bla¬ 
keney said he considered the 

Continued on Page 2 
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Protestant leader 
Ulster gun victim 


BELFAST (AP) - Two per¬ 
sons, one a prominent Protes¬ 
tant ' paramilitary leader, 

UariiiruW 
llnvU '* ?mil “U 

by gunmen in Northern Ire¬ 
land, authorities said. 

Sammy Smyth, a leading 
spokesman for the Protestant 
Ulster Defence Association on 
policy and ideology, was shot 
at his sister’s home in North 
Belfast after answering a 
knock at the door, police said. 

Last week, Smyth' said the 
UDA should talk with the 
mainly-Catholic Irish Republi¬ 
can Army following the fail¬ 
ure of Northern Ireland’s 78- 
member convention to work 
out a system of self-gover- 
ment. 


The murder followed a 
threat against Smyth's life 
last w'eck. An organization 
rmmMHtV -at*- 
cused him of being a fascist, 
and in a long statement senl 
to newspapers said: "He will 
not go unpunished." 

In the northeast town of 
Drumbeg, gunmen killed one 
man and wounded several 
others in a bar, authorities 
said. No further details were, 
available. 

Meanwhile, the Irish gov¬ 
ernment in Dublin has sent a 
report to the European Count 
of Human Rights alleging tor¬ 
ture of suspected terrorists by 
British security forces in 
Ulster. 


Only one scream broke silence 


CAVALESE. Italy (Reuter) 
A 14-year-old Italian girl, 
the only survivor of the 
world’s worst cable car disas¬ 
ter. said Wednesday she woke 
to the sound of her own 
screams after the death 
plunge in the Dolomite Moun¬ 
tains. 

The <»ther 4 2 passengers in 
the crushed cable car were ci¬ 
ther dead or dying. 

Alessandra Piovesana. 
being treated for multiple 
fractures in this Dolomite ski 
resort, told doctors th# 


packed cable car suddenly 
lurched backward as it ap¬ 
proached the ground station 
ncre. 

"Everybody was screaming 
and then it all went dark,” 
hospital officials quoted her 
as saying. 

Alessandra. in critical con¬ 
dition following an operation, 
said she woke up after the 

crash. 

”1 couldn't understand why 
1 could hear only my own 
screams. There was no other, 


sound—it was all quiet around 
me." she said. 

Investigators hope Ales¬ 
sandra, whose two school 
friends were killed, might be 
able to shed some light on the 
reason for the crash. 

Eleven youngsters w e r tn 
among the dead 
Arturo Tanesini, director of 
the cable car company, told 
reporters he could not explain 
why the car’s support cable 
snapped when the cabin was 
almost at the end of its joiir- 
ney at dusk. 


"The support cable should 
not break. It’s incredible,” he 

said[. • 

A pilice spokesman said 
investigators had ruled out 
sabotage as the cause of the 
crash, 

Officials of the cable car 
run,-which was built 10 years 
ago by Hoelzl Co. of Merano, 
Italy, said it had been regu¬ 
larly maintained and had 
shown no- signs of malfunc¬ 
tion. 

The wreckage of the^-able 


car was roped off by police 
pending the arrival of an 
investigating magistrate to 
take charge of inquiries into 
'the disaster. 

Only six of the 43 people on 
hoard survived the impact of 
the crash, made worse by the 
crushing weight, of the support 
pylon’s wheel assembly which 
was dragged down atop the 
cabin. 

Five of the six initial sur¬ 
vivors died soon after the 
crash. 
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Public ‘bloodthirsty ’ 


From Fujre l 


versed” the abolitionist trend, 
already damaged by U.S. as¬ 
sassinations. hijackings, kid¬ 
nappings and campus unrest. 
The number of Canadians who 
wanted hanging restored 
jumped to six out of 10 in 
public opinion surveys in 1971 
and had risen to nearly seven 
nut of 10 last jfc*ar, with eight 
out of 10 favoring execution 
for killers^of police or prison 
guards. 

Fattah says that support for 
the death penalty w as 
stronger among men. older 
people. Roman Catholics, the 
less educated, occupational 
groups such as police and 
prison guards, and people 
“with right-wing beliefs.” 
Quebecers consistently were 
more inched to.hanging than 
other Canadias. 

"Suppjrt also seems to be 
high among people who are 


Glitter strip 
loses music 

LAS VEGAS, Nev. CUP1) - 
union musicians struck Wed¬ 
nesday in a demand f or 
higher pay. darkening big 
showrooms on this gambling 
oasis' glitter strip. 

Some 700 members of Local 
369 of the Musicians Union an¬ 
nounced they would not work 
the night-time shows but 
would not picket until today. 
The action came as 22.000 cu¬ 
linary workers prepared to 
strike. This would close just 
about every hig casino on the 
strip. 


Insecure, who were severely 
brought up. and who are ma¬ 
ladjusted socially.” 

He said factual information 
or fear of crime didn’t seem 
to affect such attitudes. Stu¬ 
dies indicated that better- 
educated Canadians tended to 
be more tolerant in their atti¬ 
tudes toward punishment. 

"People who are opposed to 
hanging are people who feel 
secure, who were brought up 
„ by mild disciplinary methods, 
and who are pleased with life. 

"Support for capital punish¬ 
ment seems to be associated 
with prejudice, ethnocen- 
trism, and low regard for val¬ 
ues such as equality, forgive¬ 
ness and love." 

Those who supported Jhe 


death penalty gave reasons 
such as deterrence or low 
tost. Those who opposed it 
"seem to do so as a matter of 
principle, and regardless of 
its value as a deterrent.” 

Fattah questioned public 
opinion polls as a basis for 
gauging feeling In the issue. 
He quoted a Quebec poll in 
which 52.5 per cent of respon¬ 
dents said they favored capi¬ 
tal punishment but only 44 per 
cenl chose the death penalty 
when askpd to name the most 
appropriate sentence for 
murder. 

Studies indicated that the 
vast majority of people had 
little knowledge of the law 
and were ignorant of the pen¬ 
alties for crimes 'and the rea¬ 


sons for these penalties 

"Public acceptance cannot 
and does not convey any legit¬ 
imacy upon a cruel, demean¬ 
ing and bestial practice.” Fat¬ 
tah said. 

"In a civilized society, 
lynching is abhorred, though 
it is. more than any act, a 
spontanedus. expression of 
public opinion, and a true 
manifestation of wt\at the 
public wants ”. 

Fattah said public opinion i,s 
subject to wide swings and is 
too changeable to be reliable. 

“The fact is, simply, that 
the public doesn’t care about 
the death penalty, except 
when some dramatic crime or 
trial influences passions and 
inflames emotions.” 


Bill for millions likely 
for equality back pay 


LUXEMBOURG OTP I) - 
The European Court of Jus¬ 
tice advocate-general said 
Wednesday European women 
have deserved equal pay for 
equal work since 1962, a view 
that could cost employers mil¬ 
lions in retroactive pay. 

As advocat e-general. Alber¬ 
to Trarucchi is not a lawyer 
for either side but a court of¬ 
ficer who summarizes the 
issues and recommends a de¬ 
cision. The court, which must 
rule on the issue within six 
weeks, usually follows his ad¬ 
vice. 

His opinion arose from the 
case of Gabrielle Defrenne, a 


Perfect, says PM 


From Pago 1 


question of patriating the con¬ 
stitution "something less than 
an urgent public issue." 

“I cannot understand why 
the prime minister would 
make such a statement unless 
he wishes to divert attention 
from the poor performance of 
his government and his min¬ 
isters." 

Opposition Leader Joe 
Clark has also suggested that 
the prime minister may be 
emphasizing the constitution 
issue now to divert attention 


from allegations that some of 
his cabinet has meddled with 
cases before the Quebec 
courts. 

Blakeney said all premiers 
favored patriation of the con¬ 
stitution and that the issue 
was how to amend it, not 
whether it should be amended 
in Canada. 

If the federal government 
could change it unilaterally, 
he said, "regions of Canada 
other than Ontario and Que¬ 
bec will always remain at the 
mercy of central Canada." 

If the prime minister's ap¬ 
parent threat was carried out, 
the premier said, "we no 
longer have a federal state." 


former stewardess for the 
Belgian airlines Sabena. 

Mrs. Defrenne. backed by 
the Belgian Air Hostess As¬ 
sociation, iue<^ Sabena for 
damages, claiming she was 
retired from her job earlier 
than a man would have been 
and at a pension less than a 
man's. 

. The amount of money 
sought by Mrs. Defrenne was 
minor, but the precedent was 
not. She based her claim on 
Article 119 of the Treaty of 
Rome the common mar¬ 
ket’s "constitution” - which. 

• alls for "the ’ application of 
the principle that men and 
women . should receive equal 
pay for equal work.” 

Trarucchi said "pay" must 
be truly "pay" and not some 
other income, and "equal” 
work must be "identical, not 
merely comparable" — two 
conditions that could lead to a : 
ruling against Mrs. Defrenne. i 

But he went on to say the 
treaty’s endorsement of equal 


Officer shot 
in Seattle 

SEATTLE (AP'l — A King 
County police officer was shot 
Wednesday in an ambush as 
he escorted a jail prisoner 
from Harborview Medical 
Centre, authorities said. The 
victim was identified as Virgil 
Johnson, 32. He was taken to 
hospital and reported in criti¬ 
cal condition. 


pay had the force of law since 
1962, when the first stage of 
common market integration 
ended. He rejected Sabena’s 
contention Article 119 had to 
be matched by national laws 
before it became effective. 

Court officials said it was 
very possible the court would 
rule against Mrs. Defrenne on ) 
narrow issues while confirm¬ 
ing the broader precedent of 
equal pay. 

If Trabucchi’s opinion is en¬ 
dorsed, it would open the door 
to billions of dollars in suits 
for retroactive pay. 

Retroactive pay would date 
back to 1962 for the six origi¬ 
nal common market nations, 
France, West Germany, Italy, 
Belgium, jHolland and Luxem- 
b o u r g . For the newer 
members — Britain, Ireland 
and Denmark — retroactivity 
w-ould date from 1973. 
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Dear Dr. Thosteson: I am 
male. 59. and I have been told 
bty my doctor that T have a 
slightly enlarged heart. He 
tells me I have nothing to 
. worry aibout. But I would like 
you to explain this to me. and 
what it means.—J.M.L. * 

The term “slightly enlarged 
heart” is self-explanatory. It 
doesn’t have to be a sign of 
disaster or foreboding. We 
are. to begin with, born with 
hearts of varying sizes. Hie 
average adult heart, is about 
the size of a clenched fist. 

- > A -sHgtit * Wtlargwnetft • enti 
have been caused by an epi¬ 
sode of excessive strain, as 
for example during a period 
of elevated blood pressure. 


Your 

Good 

Health 


Athletes, too. seem to have 
slightly larger hearts than 
average. When the heart, is 
called upon for extra work it 
beats harder and this t e nds tn. 
cause enlargement. 

The important thing now is 
the present condition of your 
heart. Is it able to do the 


work required of it now? Ap¬ 
parently you have no symp¬ 
tom of serious heart disease. 
However, any elevation of 
blood pressure or valvular 
disturbance has to be 
watched. 

The key point In this is pot 
that your heart may be slight¬ 
ly larger than an average 
man’s, but whether the en¬ 
largement process has been 
noted from one examination 
to another over a recent 
period of time. 

• ‘The iTwmtee-wf Mw beactda- 
ctetorinined by an X-ray of the 
chest. TTiis shows the rela¬ 
tionship of the heart dimen¬ 
sions to those of the chest. 


COLLINS 
GINGER ALE 

TONIC, CLUB SODA, 
PURE SPRING 26 oz. 


for' 

PLUS DEPOSIT 



1 RUMP ROAST 1 

BONELESS "A” | 

169 

FRYING CHICKEN 

FRFSH 

ft 

5 


ROUND STEAK 4 

FULL CUT 

69 


CUT-UP. LB. 

u 

u 

1 

BONE-IN “h” LB. . . 1 


1 GRANOLA Q ..J 

NORTHERN SOLO . U LB. BAG 1 

1.98 

PROCESS CHEESE 

VELVEETA. 2-LB. PKG. 

2.49 

WHOLE CARROTSQ/1 

4 STAR SMALL. 10 OZ. V/ 

1.00 


The Weather 


Creamed Honey 

| ALPHA CAN. No. 1 .. 


2 


LBS. 


MARCH II, 1976 

A few cloudy periods, winds 
moderate westerlies. Wednes¬ 
day's precipitation 4.1 mm. 
Sunshine four hours, 42 min¬ 
utes. Recorded high and low 
at Victoria, 11 and 5. Today’s 
forecast high and low, 8 and 
2. Today’s sunrise 6:36, sunset 
6:13; moonrise 1:17 p.m., 
moonset 3:36 a.m. Friday out¬ 
look : Cloudy. 

East coast of Vancouver Is¬ 
land — A few cloudy periods; 
winds moderate northwes¬ 
tern es. Wednesday’s precipi¬ 
tation 2.3 mm. Recorded high 
and low at Nanaimo. 10 and 2. 
Forecast high and low, 7 and 
0. Friday outlook: Cloudy. 

West coast of Vancouver Is¬ 
land - A few cloudy periods, 
winds light. Forecast high and 
low» at Torino. 6 and 0. Friday 
outlqok: Cloudy. 

North coast Cloudy and 
cooler with rainy periods. 
Highs near 6. lows around 
freezing. Friday outlook: 
Cloudy with a few showers. 


Extended Outlook. Saturday 
through Monday - Periods of 
rain. Highs about 10, lows 
near 6. 


READINGS 

Max. Min. Precip. 

St. John's — 8 -11 — 

Halifax — 3 — * — 

Fredrlcton 1 16 — 

Charlottetown — 4 —13 — 

Montreal — I —10 — 

Ottawa — 1 — 9 — 

Toronto 2—4 — 

North Bay — 3 —II — 

Thunder Bay — 5 —IS 00.3 

Kenora — 8 —25 — 

Churchill —?2 —32 — 

The Pas —10 —22 — 

Winnipeg —13 —30 — 

Brandon —12 —29 — 

Regina , —8 —18 

Saskatoon 
PrinP* Albert 
North Battleford — 7 

- - - _ j 


Blue River 
Kamloops 
* Dawson City 
Whitehorse 
Fort Nelson 
Fort St John 
Peace River 
Inuvik 
Seattle 
Spokane 
Portland 
San Francisco 
Los Angeles 
Phoenix 
Chicago 
New York 
Miami 


—19 
—10 
—15 


ASSORT. VEGETABLES 

1 YORK 10 OZ. 


4 / 1.00 


oi.o 

00.3 

01.5 


| RAISIN BREAD 

SUNBEAM. 18 OZ. 


59 * 


i-S =- 


Swilt Current 
Medicine Hat 
Lethbridge 
Calgary 
Cranbrook 
Castlegar 
Reveistoke 
Princeton 
Vancouver 
Prince Ruoert 
Terrace 
Stewart 
Port Hardy 
Tofino 
Comox 

. Prince George 
Williams Lake 
Punt/i Mountain 
Germartsen Lndg 
Mackenzie 


— 2 
5—3 
— 2—5 


— I 

— 3 

— 9 


025 

02.5 

00.5 

21J 
32.5 
06 3 
03.0 
14 S 
10 9 


TIDES AT VICTORIA HARBOR 
(Tides listed are 
Pacific Standard Tima) 

ijj™ H» Tim* Ht.lTima Ht.TIme H». 
1H.M . Ft.iH .M. Ft.'H.M. Ft.lH.M. Ft. 

W* 10045 7 602JO 7.7107.40 8.516.50 3.1 
ft.R S 7 6 10.00 MID.?? ?! 

It i.3,12 50 IJjiS.46 3J 

J_TIDES AT SOOKE 

Time HI. Time Ht. Time Ht Time Ht. 
H.M- Ft.iH.M. FtrH.M , Ft. H.M. Ft . j 

10 02.15 7.2 06.55 8.7,16.15 3.6 

11 0CM0 7.2 02.10 7.1 08.15 1.8 17.15 3 4 

12 00.05 7.4,03.50 6.8 09.35 8.9 17.45 3.2 

13 00.25 7.7 05.10 6.3|10.45 9.0 18.35 3.2, 

14 00.55 8 0 06.05 5.6! 11.50 9.1 19.00 3.3 

__ T I DES AT PULFORD HARBOUR 

iTime Ht.TIme Ht.iTIme Ht.TIme Ht. I 
H M f-t iH.M. Ft.'H.M Ft MM Ft 
to 102 05 9 7 06 10 9 VO9 40 9.3 18 05 3 2 I 

H 02.45 10.1107TO A 9'|0 50 9 4 19 00 3 0 1 

17 03.15 10.3 08 25 * 4 12 30 9 4 19 50 29 

'3 03 40 10 5,09 0 1 7 ; 11 55 9 5 20 » .10 

14 104.10 10 7 09 31 6 8 15.05 9.7 21 33 8.4 


COFFEE TEAM 

NABOB. 22 OZ. ... 


1.39 


LIGHT BULBS 

EXTRA LIFE. WESTIN6H0USE TWIN PACK 


59 ' 


TOMATO PASTE 

I 4 8TAR. 5V) OZ. 


4 / 95 ' 


BROCCOLI 

FRESH 

IMPORTED. LB. 


FISH SIZZLES 

RUPERT FROZEN. 24 OZ . 

CHRISTIE BISCUITS 

OLYMPIC DESIGN FLAG. 
3-LB. TIN. 


1.59 


QUICK OATS 1 IQ 

ROBIN HOOD. 5 LB.Is I J 

KAL-KAN 

CAT FOOD 

oa 


6-OZ. 

TINS 


TEABAGS 

NABO^)ELUXET25^_ 

AIR FRESHENERS 

WIZARD SPRAY. 6 OZ. 


BUNDT CAKES 1 A(\\ 

ROBIN HOOD.22.4 OZ.I S~W| 


TOILET SOAP 3/I 

DIAL BATH. W# 

19 ' 

ORANGE CRYSTALS 

ALLENS FLAVORED. 13 OZ.1 

DARK FRUIT CAKE QQC 

MARTHA LAINE. 1 LB.W W 

CHOICE TOMATOES 

AYLMER. 2S OZ.’ 

55° 


GRAPEFRUr 


FLORIDA 
PINK OR 
WHITE .. 


100 


FOR 


A 












































































































Howling 

failure 


EDMONTON (CP) — Ten to 
15 air raid sirens began to 
wall In Edmonton Wednesday 
morning, sending residents to 
their telephones to find out 
whut was going on. 

An armed forces spokesman 
said the false alarm was 
caused by a test being con- 
ducted on telephone lines, to 
which the sirens were connect¬ 
ed, which set off the warning 
in various parts of the city. 


29-hour siege in courthouse 


Hostages rush gunman 


FRANKFURT (AP) — Two 
hostages overpowered a gun¬ 
man Wednesday and freed 
themselves after being held 29 
hours in a courthouse. The 
gunman, who demanded re¬ 
lease of an accused bank rob¬ 
ber, ransom and a flight to 
Cuba, was seized. 

In the scuffle, gunman Rudi 


Manz, 24. was wounded in the 
right hip by his own pistol, 
police said. He was taken to 
hospital under guard. 

Police said neither of the 
hostages, court clerk Dieter 
Hoss, 32, nor salesman Gott¬ 
fried Schaffrath, 59, was in¬ 
jured. 

Manz was seized by police 



in the court clerk’s office 
•where he held the hostages. 

He burst into a courtroom 
Tuesday afternoon, masked 
and waving two pistols, and 
demanded ransom money and 
a flight to Cuba for himself 
and the accused robber. 

Manz was identified from a 
passport police found in his 
pocket. 

■Authorities handed over 
fffo.OOO in marks Wednesday 
and promised to give Manz a 
car and unhindered passage 
to Frankfurt Airport if he 
freed the hostages unharmed. 
But officials refused to re¬ 
lease the alleged bank robber. 
Gerhard Linden, 26. 

Lufthansa airlines got a 
plane ready and a crew volun¬ 
teered to fly but negotia¬ 


tions stalled on details of 
transfer to the airport, police 
said. 

A spokesman said the end 
came when Manz ordered 
Hoss and Schaffrath to move 
a cabinet in Hoss’s office 
where they were barricaded. 
The hostages then jumped 
Manz and tried to take his 
weapon. * 

Schaffrath was taken by 
ambulance to a hospital for 
treatment of his chronic kid¬ 
ney condition. 

Police said Schaffrath and 
Hoss overpowered Manz by 
grabbing his hands, forcing 
one of the pistols against his 
right side and triggering the 
shot. 

Manz had seizeed one of the 
pistols from a courthouse 
guard Tuesday. 


Crim in ologist 
sticks to opinion 


Mountie 

marriage 


For first time in history of RCMP, two members 
have been married. Wedding was for Constable 
Margie MaeKay of Big Baddeck, Cape Breton, and 
Constable Blair Taker of Sydney, at Greenwood 
United Church, Sydney. The couple will be stationed 
at North Battleford, Sask., where their superior 
officer will be another Baddeck native, Cpl. Donald 
Buchanan. 


Private South African agents 

Wilson flays smear 


SAN FRANCISCO (UPI) — 
Dr. Joel Fort, the most telling 
prosecution witness so far in 
the Patricia Hearst trial, was 
excused Wedesday after four 
days on the stand during 
which he stuck to his opinion 
that she lied about being co¬ 
erced into a bank robbery. 

The veteran criminologist 
stood up under an angry 
pounding by defence lawyer 
F. Lee Bailey, who had 
sought for the last two days to 
discredit Fort and in a last ef¬ 
fort produced letters written 
18 years ago by colleaigues in 
psychiatry saying Fort was 
incompetent and hostile. 

Fort was followed to the 
stand by Dr. Harry Kozol, 
director of a centre for crimi¬ 
nally dangerous sex offenders 
at Bridgewater, Mass., who 
was expected to bolster the 
government case that Miss 
Hearst joined her SLA kidnap¬ 
pers voluntarily. 

Kozol was on the stand only 
about an hour and he had just 
begun to get into an account, 
of his examination of Miss 
Hearst when trial was 
recessed for the day. 

U . S . Attorney, James 
* Browning Jr. said Kozol 
would be his only other psy¬ 
chiatric witness and that, 
after calling three more 
minor witnesses briefly, he 
was prepared to wind up the 
government case. 

The flamboyant Bailey, in 
trying to shake up Fort,- the 
baldheaded man who had 
snapped back at his sar¬ 
casms, asked that CIA agents 
be called to give an opinion on 
whether Miss Hearst was the 


author of the recordings and 
the "Tania diary.” 

Fort had said she was. 

Bailey said the CIA had 
made special studies in the 
'speech analysis" as a means 
of determining the authenti¬ 
city of "espionage messages' 
and said the government 
should make such expertise 
available. 

Browning scoffed at the 
idea. 

"An expert tells me there is 
as much likelihood of telling 
whether Patricia Hearst 
wrote them as telling whether 
Richard Nixon wrote them," 
he said. 


LONDON (CP) — Prime 
Minister Harold Wilson has 
charged that private South Af¬ 
rican agents are connected 
with a campaign to smear Li¬ 
beral leader Jeremy Thorpe 
who face? allegations that he 
had a homosexual affair 17 
years ago. 

Wilson astonished the House 
of Commons Tuesday when he 
made the claim emphasizing, 
however, he has no evidence 
that these private agents, 
linked with powerful business 
interests, are connected with 
the South African govern¬ 
ment. 

Thorpe, facing a party lead¬ 
ership struggle, has been an 
outspoken critic of South Afri¬ 
ca’s racial policies. The small 
Liberal parly now Is m tur¬ 
moil with the chief whip hint¬ 
ing at a "cover-up" homosex¬ 
ual issue and a rival emerg¬ 
ing, seeking Thorpe’s job. 

Indicating that democracy 
in Britain is being threatened 
by activities of South African 


agents, Wilson said: "I have 
no doubt at all that there is a 
strong South African partici¬ 
pation in recent activities re¬ 
lating to the leader of the Lib¬ 
eral party, based on massive 
reserves of business money 
and private agents of various 
kinds and various qualities." 

Amid a flurry of questions, 
Wilson emphasized he had no 
evidence of South African 
government participation but 
referred again “to some very 
strong and heavily financed 
private masterminding of cer¬ 
tain political operations." 

"Anyone in this House con¬ 
cerned with democracy will 
feel revolted by the fact that 
we are going to have to face 
Una thing in ouf emmtrjr;”- 
Wilson added. 

Norman Scott, an unem¬ 
ployed male model, has stated 
he once had a homosexual re¬ 
lationship with Thorpe. The 
Liberal leader denied the 
charge. The political outburst 


that followed was heightened 
MondaV when Liberal party 
whip Cyril Smith entered a 
hospital suffering from a gas¬ 
tric complaint and said he is 
considering resigning because 
an unidentified party member 
was covering up vital facts. 



daniadown quilts 

^ finest puregoose down 
^ finest ticking 
^ 20 years of experience. 

VICTORIA GENERAL STORE 

767 Fort 383-6133 


Mainland will have 
rapid transit ferries 


Canadian Prau 

Municipal Affairs Minister 
Hugh Curtis announced 
Wednesday two rapid-tranist 
ferries would begin scheduled 
service across Burra rd Inlet 
in the Jate fall. 

The ferries, estimated to 
cost $6.34 million, are nearing 
completion at Yarrows ship¬ 
yard in Esquimalt. 

Curtis said they would be 
launched in the summer and 
undergo trials before the start 
of their scheduled services. 

The vessels, for passengers 
only, will have a seating ca¬ 
pacity of 400 each and will be 
able to carry up to 2,400 com¬ 
muters an hour across the 
inlet. 

It is expected the ferries 
will cut 20 minutes from the 
travel time from North Van¬ 
couver to downtown Van¬ 
couver. 

Curtis said the ferries would 


run continuously during the 
day on an eight to 10-minute 
crossing from the Granville 
Street waterfront station to 
the foot of Lonsdale in North 
Vancouver. The service will 
tie in with the bus system at 
each end. 

The provincial government 
has committed $32.14 million 
toward the project, initiated 
by the former New Democrat¬ 
ic Party administration. The 
amount excludes land acquisi¬ 
tion costs. 

Floating terminals and 
land-based facilities are es¬ 
timated to cost $24.5 million, 
while design, supervision and 
other services are tagged at 
$1.3 million. 

Construction of the North 
Shore terminal is in progress 
and work on the Vancouver 
side should begin soon, ac¬ 
cording to Curtis. 



Great connections from Victoria to Vancouver. Just in 
time to catch our IKK) pm L-1011. With fast, one-stop 
service, free stereo, and wide-body comfort all the 
way to Montreal. 


0 

AIR CANADA 


WESTttN CANADA 
TRAVEL SERVICE 

77* JthniM 
3(2-4160 


/.v±iv. 382-3121 

TRAVELWORID 

On Vi«w 
. at Dougin 


HILL 
TRAVEL 

of OAK BAY 

598-3131 
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PRE-INVENTORY 

SALE 

STARTS 9:00 A.M. THURSDAY 


CLEAROUT OF 

IMPORTED TEAK FURNITURE 


6 

ONLY 

Teak buffet with cutlery drawers, 71” long . 

219.95 

159.95 

6 

ONLY 

Teak hutch to match above buffet. 

199.95 

149.95 

2 

ONLY 

Teak buffet. 71" long, adjustable 
shelves with cutlery drawers 

269.95 

169.95 

1 

ONLY 

Teak buffet. 79" long. 

455.95 

295.95 

2 

ONLY 

Teak dining table, pedestal 
base 43V« dia.. extends to 87 

555.95 

349.95 

4 

ONLY 

Teak oval dining table. 

drop leaves 33x33" extends to 98" 

285.00 

169.95 

13 

ONLY 

Teak dininq table. 31 Vi”x49". Extends to 98 

149.95 

119.95 

5 

ONLY 

Beech stained dark brown. Round dining 
table 43V diameter. Extends to 62". 

169.95 

85.00 

6 

ONLY 

Beech stained red dinette table 43" In diameter 

105.95 

85.00 

1 

ONLY 

Teak dininq table 31 "x49”. Extends to 62" 

165.95 

99.95 

2 

ONLY 

Teak round dining table 47". 

Extends with 2 leaves to 87". 

499.95 

379.95 

7 

ONLY 

Teak sidechair, upholstered in wool 
upholstery seat and back, colour purple 

69.95 

45.00 

6 

ONLY 

Beech sidechair. stained red. 

34.95 

25.95 

2 

ONLY 

Beech sidechair, stained blue. 

34.95 

21.95 

14 

ONLY 

Beech sidechair. stained green 

Beech sidechair. stained teak 

Upholstered seat cover, blue. 

34.95 

21.95 

36 

ONLY 

39.95 

29.95 

7 

ONLY 

Beech chair, lacquered blue. 

24.95 

14.95 

8 

ONLY 

Beech chair, lacquered brown. 

24.95 

14.95 

25 

ONLY 

Teak sidechair with upholstered seat 

99.95 

59.95 

18 

ONLY 

Teak sidechair. upholstered seat 
and back. Orange upholstery 

49.95 

33.95 

9 

ONLY 

Teak sidechair, upholstered seat in turquoise .. 

39.95 

29.95 

5 

ONLY 

Teak sidechair, upholstered seat In blue. 

39.95 

29.95 

5 

ONLY 

Teak sidechair with rung back and uDholslered seal 

45.95 

29.95 

11 

ONLY 

Teak sidechair with high back 

brown leatherette seat . 

105.95 

75.95 


Odd teak sidechairs halt 


PRICES INCLUDE COMPLETE 
SET UP AND DELIVERY 



11 ONLY 

5 ONLY 
22 ONLY 


EASY CREDIT TERMS 


6 ONLY 

1 ONLY 

4 ONLY 

2 ONLY 

7 ONLY 

6 ONLY 

8 ONLY 

3 ONLY 
2 ONLY 

7 ONLY 

5 ONLY 

6 ONLY 
2 ONLY 
2 ONLY 

2 ONLY 
1 ONLY 
1 ONLY 

4 ONLY 
1 ONLY 
1 ONLY 
1 ONLY 
1 ONLY 

3 ONLY 
1 ONLY 
1 ONLY 
3 ONLY 
1 ONLY 
1 ONLY 
1 ONLY 
1 ONLY 
1 ONLY 


Chrome occasional chair, leather straps arm 
reversible cushions seat and back in green/orange. 1 OO nr 
black/brown stripe . I A7.7J 

Semi-high backchrome chair. , A A . 

Canvas side and back 67.76 

Teak occasional chair, solid teak has reversible 
airfoam cushions, upholstered in bronze. _ _ 

gold, orange, beige. 185.95 99.95 

Occasional chair, natured beech _ _ 

frame, slinq seats, back, blue. 27.95 14.95 

Occasional chair, natural beech frames, sling seals oc _ . __ 

and back in natural brown, red yellow, black blue . 2 7 . 7 0 16.50 

Teak rocking chair, upholstered seat and back. 245.95 145.95 

Low back swivel chairs. lOCOC ZOOC 

chrome base misc. covers.I 0 J. 7 J 6/.7J 

Sofa beds, very contemporary, upholstered AAC AA . AA A _ 

in green, melon, chocolate, rust.7Z J.UU ‘♦77.75 

High-back sofa and chair from Denmark OOA Ar ., AA 

upholstered in brown and beige 007.75 47 7.75 

3-seater settee and chair, solid teak frames. cm nc an 

reversible cushions. Misc. colours.5 17.75 225.00 

2 -piece chesterfield suites .... Ar _ A _ AA 

cover brown and off white . IU55.75 595.00 

Round coffee table, smoked A — A -- AA . .. 

glass top. solid teak base . 379.95 225.00 

Chrome and glass nest of 3 tables .... 174.95 74.95 

Teak coffee tables 47Vi"x23V4". 75.95 39.95 

Teak coffee tables with tile tops. . 140.95 79.95 

Round sidetable, lacquered white. 24" in diameter 60.95 35.95 

Round sidetable. lacquered white, 18" in diameter 45.95 25.95 

Set of three stools In natural 45.95 35.95 

Teak coffee table 60"x22". 135.95 89.95 

Open bookcaae. walnut. 35"x12"x30” high .. .... 100.95 59.95 

Teak room divider ... . 315.95 179.95 

Walnut open bookcase 47"x12”x30" .... 115.95 69.95 

Walnut open bookcase 47"x18”x30" .. . 124.95 69.95 

Walnut open bookcase 59 "x12"x30" _ 132.95 89.95 

Walnut open bookcase 71 "x12"x30' . 167.95 99.95 

Stereo benches, lacquered white 165.95 115.95 

Beech tea trolley, stained blue 89.95 59.95 

Beech tea trolley, stained grey fiO 95 59 95 

Wall unit smoked glass doors . * '*'**'* 

lacquered white, display mlight 445.95 299675 

Wall unit to match above with space for TV. 330.95 250.95 

Teak cabinet 30 "x16V. ,, x23v." high . 94.95 49.95 

Te« mpwssoTBwf arum 400.93 250.95 

Teak double 6 -drawer dresse» matching above .. 335.00 195.00 

Teak high chest, 5-drawer, matching above. 295.00 175.00 

Teek tingle dreeaer with 3 drawer. 215.00 150.00 

Teak mans chest, matching above. 410.00 250.00 

Teak night table with drawer .. 89.95 49.95 

4-drawer chest, lacquered white and blue ... 95.95 59.95 

6 -drawer chest, lacquered white and brown _ 121.95 69.95 

8 -drawer chest, lacquered white and yellow _ 152.95 85.95 

8 -drawer chest, lacquered whits and orange ... 152.95 85.95 

Teak triple dresser, recessed handles. 8 -drawer 470.95 275.95 

Teak cheat, recessed handles. 3-drawer. 225.95 125.00 

Teak tall boy 305.95 175.00 

Night tables to match above 1 Af) 0<\ 70 OC 

Captains bed. Makes into . ..I’ll 

double bed. cover, as Is . 339.95 139.95 

Teek double dresser, 8 drawers, black base. 319.00 179.95 

Teak tail boy cheat, 5 drawer to match above. 299.00 169.95 

Teak single bed with drawer, as is.. .. 189.95 125.00 

Teak headboard to match above 109.95 59.95 


ALL SUBJECT TO PRIOR SALE. 


downtown 


737 YATES ST. 382-5111 


CHARGEX 

l-Piis - <■ 


STANDARD 

FURNITURE 


6 
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Blowing up a storm 


T HERE IS a VARIETY of speculation over Prime 
Minister Pierre Trudeau's purpose in 
deliberately offending Quebec's Premier Robert 
Bourassa and the provincial wing of the Liberal Party 
and his warning that, with or without the consent of 
Quebec, he is determined to patriate the British North 
America Act to Canada. 

Some would have it that Mr Trudeau is creating a 
smokescreen to hide the embarrassing developments 
hinting at his ministers’ attempting to tamper with the 
processes of the courts 

Others, like the Conservative Party’s leader. Joe 
Clark, think Mr. Trudeau may be "on a fishing expedi¬ 
tion for election issues.” 

Mr. Trudeau himself confirms he would be filling 
to fight an election on the basis of patriation of the 
BNA Act if he cannot get the unanimous consent of the 
provinces necessary to negotiate jurisdiction with the 
Parliament of the United Kingdom 

As most Canadians are aware, the BNA Act is the 
basis of the national constitution. It was passed as the 
vehicle for unification of Canada in March of 1867. 
creating of the provinces of Ontario. Quebec, New 
Brunswick and Nova Scotia the Dominion of Canada 
And it guarantees certain rights and privileges to 
these provinces and the later partners in Confedera¬ 
tion. 

It is for fear of diminution of the responsibility and 
authority granted under the act that Quebec has con¬ 
sistently opposed its patriation. 

Although the Parliament of the United Kingdom 
remains the agency for “repeal, amendment or 
alteration” of the Act, it has always been recognized 
that the initiative for such changes should come from 
Canada. This requirement was included in the Statute 
of Westminster upon which rests Canada's status of 
autonomy. 

Until some procedure can be agreed upon by the 
•d 


Canadian provinces, therefore, the British Parliament 
continues to make such changes in the act as re¬ 
quested. 

It has been the practice that in matters affecting 
legislative powers of the provinces, unanimous agree- ■ 
ment has been accomplished before amendments to 
the act are sought. 

It is this procedure, so jealously guarded by 
Quebec, that Mr. Trudeau now proposes to override, if 
necessary, with the consent of both the Commons and 
the Senate where he has unquestioned control. Actual¬ 
ly, the acceptance of consultation on amendments of 
the act, while in accordance with the spirit of the con¬ 
stitution and with practical commonsense. is not sup¬ 
ported by any legal requirement Indeed, the power of 
Canada's Parliament to amend the act — in effect, the 
constitution — extends to all areas except those 
relating to provincial rights, minority rights in edu¬ 
cation, and the two official languages 

When Mr. Trudeau talks of making patriation of 
the BNA Act an election issue, he may be antagonizing 
Mr. Bourassa; but when it comes to the point of deci¬ 
sion it is hardly likely opposition to the move will be 
as decisive in Quebec as those who would like to see a 
change in the federal administration so enthusiastical¬ 
ly hope. 

All that patriation means is the abrogation of the 
act by Parliament of the United Kingdom and its 
re-enactment by the Parliament of Canada. 

It will be when Mr. Trudeau starts tinkering with 
such a measure, toying with his idea of "a democratic 
parliamentary republic," and his nomination of a new 
chief of state, that the real issue will be created 

Perhaps, after all, the assumption that Mr 
Trudeau is stirring up a storm to hide the suspected 
delinquencies of his ministers is the right one. There is 
likely to be far more political risk in such an area than 
in the discussion of hypothetical constitutional reform 


Solving the world's major problems 


The only hope is (^iaJogue 


Marshall McLuhan in "The 
Global Village" presented the 
view that the world does not 
consist anymore of individual 
communities that can live in 
isolation. A few days ago, when 
Victoria was host to the annual 
conference of the Canadian As¬ 
sociation of African Studies, a 
remote part of the world, 
Africa, came here and brought 
with it the problems that 
bedevil it. 

About 300 academics and 
other interested persons at¬ 
tended. In addition to Cana¬ 
dians. many came from Africa, 
the United States, Great Bri¬ 
tain and other countries. 

Papers presented, about 100, 
ranged from the ominous A 
Nuclear-Weapon Free Zone in 
Africa?” to the practical 
“Introduction of Adapted 
Technology to Rural Areas of 
Arid Zones of Africa for Water 


By EDGAR S. EFRAT 


Supply and Subsistence 
Cultivation." The esoteric was 
very much in evidence: 
•Comparison of Political 
Theories of Nyerere with 
Those of Rousseau " 

All went reasonably har¬ 
moniously until the presence of 
South Africa was raised in the 
general meeting by members 
of the Toronto Committee for 
the Liberation of Southern 
Africa, many of whom also 
teach at the University of 
Toronto. The attack was aimed 
at the director of the Africa In¬ 
stitute of South Africa, who 
prepared a paper on "Co¬ 
operation for Economic, 
Technical and Scientific 
Development and Political 
Change in South Africa." 

The organizers of the con¬ 
ference prepared a balanced, 





"First the good news .. . I’ll deal with detente later. • 


Tack it on 

From The Globe and Mail 


As the president of American 
Motors (Canada) Ltd., W. S. 
Pickett is better equipped than 
most of us to discern the 
automotive shape of things to 
come, so when he forecasts 
that cars are going to be smal¬ 
ler. more expensive, probably 
powered by four-cylinder 
engines, with designs that 
favor front-ifheel drive and in¬ 
dependent suspension, we 
listen with respect. 

Still, there is a jolt of sur¬ 
prise In his suggestion that ac¬ 
cessories "such as spare tires" 
may be sacrificed to provide 
space for people. Changing a 
spare tire is not much fun, but 
as an option to walking great 
distances through a Canadian 


winter night, it has attractions. 

We find ourselves wondering 
whether Mr. Pickett is telling 
us that sacrifices of this order 
are necessary to attain the sort 
of fuel economy the federal 
government seems to have in 
mind; or whether he means 
that tire technology has ad¬ 
vanced to the point where we 
will be able to dismiss the pue 
sibility of needing the spare. 
Will it go to the way of the 
crank handle? 

Anyway, Is it really neces¬ 
sary to forego the insurance of 
carrying one? Early cars used 
to carry them on the outside, 
and Mte don’t mind going back 
to thdt arraugment. 


academic program which al¬ 
lowed for the presentation of 
divergent opinions: a represen¬ 
tative of the African National 
Congress, banned in South 
Africa, informed a panel about 
"Multi-national Corporations 
and the Perpetuation of 
Apartheid in South Africa." 
and the deputy chief observer 
of the Southwest African Peo¬ 
ple's Organization at the UN, 
who hopes to establish an in¬ 
dependent Namibia in South- 
African administered 
Southwest Africa, also was 
present. 

However, the opponents of 
South Africa, from the Univer¬ 
sity of Toronto and their sup¬ 
porters. many of whom are our 
guests in Canada, argued that 
the presence of South Africa 
lends respectability to 
apartheid — and academic 
freedom was scuttled by a 
small affirmative vote, which 
was exceeded by abstentions, 

• "The only thing necessary for 
the triumph of evil is for good 
men to do nothing." — Edmund 
Burke. 1795 i 

★ ★ ★ 

For many this was a sad oc¬ 
casion Here were Canadian 
and other academics, in a 
learned society confenAice as¬ 
semble!, wtro rvfltntig 
professor the right to speak in 
Canada, because they disagree 
with the policies of his govern¬ 
ment. 

The tendentious narrow¬ 
mindedness of the anti-South 
African resolution is disturb¬ 
ing. Can a vocal minority lead 
Canadians into totalitarianism 

— permitting only approved 
speakers to be heard? If South 
African apartheid is obnoxious 

— are not Canadians who 
isolate those unacceptable to 
them guilty of introducing their 
own equally obnoxious 
"apartheid" into Canada? 

If non-approved governments 
are declared to be non- 
acceptable to us, where do we 
draw the line? Idi Amin's 
representative was permitted 
to speak at the African Studies 
Conference, although many, 
for sure, object vigorously to 
his policies. 

By what moral right do Cana¬ 
dians oppose apartheid 0 Our 
record of race-relations is by 
no means unblemished. Ask 
any Canadian-Indian Our sup¬ 
port of democracy elsewhere is 
laughable — the prime 
minister just returned from 
a mission of friendship to 
Cuba. v 

A South African described 
his dilemma succinctly when 
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The queen and the games 


he said that the difference 
between Soutji Africa and 
North America is that when 
white settlers arrived here, 
they exterminated the natives 
("The only good Indian is a 
dead Indian" — Philip Henry 
Sheridan, at Fort Cobb. 
January 1869), while in South 
Africa they multiplied . . . 

★ ★ ★ 

Apartheid, as racial dis¬ 
crimination anywhere, is ob¬ 
noxious. But it exists and 
academics should have the 
right to study it. The govern¬ 
ment of South Africa is aware 
of the negativism attached to 
it. and* through “separate 
development" is trying to rid 
itself of it. The Transkei—first 
of the homelands — will 
become free and independent 
this year. Academics will 
evaluate the success or failure 
of this experiment. 

The only hope for solving the 
world’s major problems 
peacefully is dialogue. As long 
as we talk to those we disagree 
with, as long as we study issues 
objectively, solutions will be 
reached. If we resort to 
violence — and barring oppo¬ 
nents from speaking is one 
facet of violence — escalation 
is unpreventable, leading in¬ 
evitably to death and destruc¬ 
tion Is this what intolerant 
academics want 0 


With Quebec provincial 
politicians protesting that to 
have Queen Elizabeth open the 
Olympic Games would show 
the world that Canada is "still 
only a British colony,’’ 
something appropriate needs 
to be said. 

Opposition Conservative 
MPs Allan McKinnon of Vic¬ 
toria. John Reynolds of 
Bumaby-Richmond-Delta. Wil¬ 
liam Jarvis of Perth-Wilmot. 
John Wise of Elgin. Tobert 
Coates of Cumberland 
Colchester North, and. of 
course, that old royalist. John 
Diefenbakrr have all said 
something. 

Said it in different ways, but 
quite appropriately. 

And It comes down to this: 
Canada is not a French colony 
either. 

Quebec Premier Robert 
Bourassa, obviously unhappy 
that the queen has been invited 
to open the games, has Mowed 
there is really nothing he can 
do about it now because the in¬ 
vitation had been issued by 
Prime Minister Trudeau. 

★ ★ ★ 

And Mr Trudeau has said, 
with not any remarkable 
emphasis or enthusiasm, that 
the invitation must stand, for 
courtesy’s sake, it appears, if 
for nothing else. 

But down in Quebec it's 
something else. 

Premier Bourassa s own 
Minister of Urban Affairs. Vic¬ 
tor Goldbloom, who has taken 
over last-minute management 
of the Olympic preparations 
from Montreal Mayor Jean 
Drapeau. has expressed regret 
that "somebody from abroad" 
should have been asked to 
preside at the opening. - 

He hinted of concern that the 
queen could be in peril as she 
was in 1964 at Quebec City 
when only then provincial At¬ 
torney General Claude 
Wagner's tough club-swining 
riot police stood beweeen her 
and the mob of separatist stu¬ 
dents from Laval University 
trying to storm the doors of the 
Chateau Frontenac where she 
was attending a state dinner. 

Of course, that chain¬ 
smoking separatist leader, the 
aging Rene Levesque has been 
a bit more hostile to the 


The Now Society 



By RICHARD JACKSON 


queen's visit. And he, too, has 
mentioned the possibility of 
violence. 

The extreme Quebec 
Nationalist Jean Baptiste 
Society has put it more bluntly. 

And the Quebec press, politi¬ 
cians and others have been » 
lamenting that the queen's 
presence in Montreal would 

Today 
in History 

By THE CANADIAN PRESS 

Sir Wilfrid Laurier created 
the National Battlefields Com¬ 
mission 68 years ago today — 
in 1908. It was largely to pre¬ 
vent the Plains of Abraham 
from falling into the hands of 
speculators 

1879 — The city of Guelph, 
Ont., was incorporated. 

1895 — Spanish ship Reina 
Regenta foundered in the 
Atlantic, drowning 400 abroad. 

1938 — German troops 
entered Austria. Chancellor 
Kurt von Schuschnigg 
resigned. 

1969 — Golda Meir, 70, 
became prime minister of 
Israel. 

1974 — Boris Volkoff. 74, con¬ 
sidered the father of Canadian 
baUet, died. 

john Diefenbaker 


demonstrate to the world that 
Canada is still a colonial pos¬ 
session of Britain. This ig¬ 
nores, of course, the hard fact 
British immigrants no longer 
automatically are accepted as 
Canadian citizens. 

★ * ★ 

It ignores the costly point 
that all Canadians — not just 
the Quebecois — are paying 
hundreds of millions of dollars 
for the games in provision of 
police and armed security, 
world-CBC services, stamps, 
coins and the lottery. 

And it ignores, too. that 
while Canada - queen's visit 
or not — Is no British colony, 
neither is It a dependency of 
France nor a satellite of 
Quebec. 

Now regardless of the prime 
minister’s unjoyful emphasis 
that the queen will open the 
Olympics because the invita¬ 
tion has been extended and can¬ 
not be withdrawn, something 
seems a bit odd. 

Like the suspicions that in¬ 
itially plans were to have the 
governor general "stand in" 
for the queen, representing her 
and presiding in her name. 

For listen to Lord Michael 
Killanin, president of the Inter¬ 
national Olympic committee, 
as he says over radio and in the 


Montreal press that the con¬ 
troversy over the queen is "a 
hopelessly provincial 
problem." 

From the "very beginning." 
he went on, "we knew it would 
be a very sensitive situation. 
And. after a lot of thought and 
checking of rules, we decided it 
would be fine for Governor 
General (Jules) Leger to open 
the games. 

“In a very quiet way I had 
been led to believe that was the 
final decision and then one day 
I was handed an announcement 
that she had been invited. 

"I don't know who was con¬ 
sulted. but I know we were 
not." 

★ * * *j 

Lord Killanin neglected to 
say who had "in a very quiet 
way” advised the Olympic 
Committee that the final deci¬ 
sion was for the governor 
general and not the queen. But 
it couldn't have been just any 
low level federal flunky. ^ 

Nor has he said who reversed 
this "final decision," or why. 

Which leaves in doubt — 
depending on what authority 
ruled first for the governor and 
then for the queen — whether 
Canada is a sovereign power, a 
colony of Britain, a satellite of 
France, a branch plant of 
Quebec, or a strange combina¬ 
tion of all. 


Back in the party fold 


By DOUG SMALL, The Canadian Press, from Ottawa 


It's so seldom you meet men from the real war * 


John Diefenbaker has often been regarded 
as a lone wolf in his 35 years in the Commons, 
and notably during the eight-year leadership 
term by Robert Stanfield, his successor 

But all the signs suggest he has rejoined 
the Progressive Conservative party pack 

That's been one objective of the new 
leader. Joe Clark, for whom Mr. Diefen¬ 
baker did note vote at the recent leadership 
convention won so narrowlv by the young 
Albertan. 

It also appears to be an objective of the 
former 80-year-old prime minister. What he 
said and did at the leadership convention, and 
subsequently, point to a desire to have 
posterity show a capability to unite behind a 
leader fur the party's good. 

Mr. Clark was vacationing in Mexico when 
allegations broke about federal cabinet 
ministers tampering with Quebec judges. It 
is understood that some MPs suggested he 
return to lead the attack but there was no 
time for that ✓ 

Instead. Mr Diefenbaker took his place 
for the first onslaught on the Trudeau govern¬ 
ment on that issue 

^ Under Mr. Stanfield, it did not work out 
that, way 

★ ★ ★ 

Mr. Diefenbaker did not attend the weekly 
party caucus meetings He said his advice 
was not heeded on issues. 

When Mr. Stanfield peraeaaily called Mr. 
Diefenbaker to ask him to campaign for the 
party in the 1974 federal election. Mr. Diefen¬ 
baker agreed. 

But one of his tirst speeches, made in 
Prince Edward Island, was seen by many as 
an attack on the policy ef wage and price 
restraint being proposed by Mr. Stanfield. 

The other day Mr. Diefenbaker told a 
reporter regarding Mr. Clark: “I will do 
anything he wants me to do.” For the first 
time in eight years, he said, the Conservative 
Party is "standing up asking Its own 
questions" and not those of Dalton Camp, the 
arch-enemy who helped elect Mr. Stanfield as 
the Diefenbaker successor in 1967. 

The new accord with Mr. Diefenbaker Is 
seen as another in a series to cement Conser¬ 
vative ranks to batter Liberal Party ones * 

When he won the leadership, one of the 
first problems Mr. Clark decided to deal with 
centred on malcontents in the so-called 
Conservative right wing. 


major figures 
Claude Wagner. 
Horner. MP for 


There were three 
Leadership runner-up 
Alberta candidate Jack 
Crowfoot, and Mr. Diefenbaker. 

One of the new leader's first moves was to 
establish Mr Wagner in the party's top 
echelon On the first Commons sitting day 
after his election, Mr. Clark stayed % way 
from the House and asked the MP for St. 
Hyacinthe to lead the questioning. 

★ ★ ★ 

4 Shortly after, Mr. Clark and Mr. Homer 
had a long chat and Mr. Clark told reporters 
that they had patched up any differences. Mr. 
Horner expected to be given a place on the 
party’s front bench In* tire C UtlU BB l B Slid 
responsibility for Conservative transport 
policy. 

Then there was Mr. Diefenbaker. Once 
again. Mr. Clark held a conciliatory chat with 
a potential opponent, then said publicly he in¬ 
tended to seek the former prime minister's 
advice whenever he could 

Mr. Diefenbaker replied in kind, using a 
speech here a week ago to say he believes Mr. 
Clark "will make a remarkable leader of this 
party." 

"I look forward to a rejuvenation in the 
House of Commons with him as leader ’’ 

Some Conservative MPs speculate that 
Mr Clark will ask the former prime minister 
and others<to play a major role in the Com¬ 
mons so the new leader can spend more time 
building party fortunes across the country. 

In effect, they say. Mr Clark sees himself 
as much a party manager as leader. While 
Mr Diefenbaker and others in the Conser¬ 
vative old guard lead the attack in Ottawa on 
what the party is against, up-and-coming 
MPs can work the political hinterland 
emphasizing what the party is for. 

Ironically, there have been some com¬ 
plaints from more moderate members of his 
caucus that they're being, ignored 

When The party was confronted with its 
first Commons vote under Mr Clark's 
leadership-legislation that would end tax con¬ 
cessions for advertisers in Canadian editions 
of foreign magazines such as Time, the only 
Conservatives to break ranks and abstain 
from voting were Flora MacDonald. 
Kingston and The Islands, and David Mac¬ 
Donald, Egmont. 

They are regarded as among the party's 
most prominent left-of-centre MPs. 
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IT IS HARDLY a state secret that there is wide-spread 
resentment against the Pierre Trudeau party and Pierre 
Trudeau the man. His policies have alienated, ruffled and 
turned off thousands of Canadians. 

There have been times, however, when Pierre Elliott, 
noblest of the Trudeaus, has stood tall and gained the 
begrudging respect of many of those who are less than 
enamored with his past performance. 

Give me leave to praise Pierre today and leave, also, to 
point a finger or two of ridicule at Health Minister Marc 
Lalonde — both conclusions coming from a single incident. 

THERE was Pierre, standing before members of the 
Quebec Liberal Party and giving that party ail kinds of hell 
for what he called "political stupidity.” The television 
cameras showed no trace of humor, no semblance of a put- 
on. The prime minister was deadly serious as he attacked 
the Bourassa government’s Bill 22. 

There was no doubting his meaning — he was telling 
them in plain language I English) that Quebec Liberals were 
doing a disservice to federal Liberals and Canada as a whole, 
by insisting that French be the only working language Of 
Quebec. • i 

He asked them how they thought it was possible for him 
and his government, to sell bilingualism to the'rest of 
Canada when, in effect, Quebec was going the other way with 
unilingualism. 

THE NEXT DAY, Marc Lalonde, in a weak-kneed at¬ 
tempt to placate the Quebec Liberals, stated he wanted to 
clarify Trudeau's remarks and that they weren’t reallv what 
he meant. He said Pierre was merely "kibbitzing" and 
that Mr. Trudeau had. in fact, agreed with the goal and spirit 
of Quebec legislation making French the official language of 
that province. 

The first reaction to Lalonde's statement was one of sur¬ 
prise — the second, one of amazement in tljat he would deign 
to cajole and con in such blatant fashion. There was no ques¬ 
tion as to Trudeau's remarks. They were clear, concise and 
forcefully bitter. There could be no other interpretation and 
Lalonde's attempt at pacification was a blunder. 

IT WAS the first time Trudeau had actually stood up 
against Bill 22 and in so doing, he gained respect as a 
statesman for Canada. Quebec Finance Minister Raymond 
Garneau reacted with predictable bile. He said Trudeau's 
speech was "unjustifiably violent and arrogant.” Violent, 
yes, unjustifiably, no — and as for the arrogance, the ar¬ 
rogance has long been - part and parcel of the whole uni¬ 
lateral Quebec approach to the language question. 

But while Pierre Trudeau was scoring points In nine 
provinces, he has been losing points south of the 49th and the 
comment there on the prime minister's recent trip to Cuba, 
has been less than praiseworthy. 

For instance, this editorial in The San Diego Union. 

THE editorial listed some of the problem areas between 
Canada and the United States as compiled by a committee of 
the Canadian Senate. But as the paper pointed out, there is 
one problem Canadians didn't mention. 

"It is the leadership of Prime Minister Pierre Trudeau, 
which at times seems deliberately calculated to aggravate 
the United States rather than to nourish what ought to be a 
close working relationship between our two governments.” 

It went on to point out the realization that Canada does 
have national identity problems resulting from a heavy 
reliance on U.S. trade and investment. 

“NEVERTHELESS, when the U.S, recently was trying 
to wage a diplomatic offensive against he intervention of 
Cuban troops in the Angolan civil war, it would not have been 
difficult for Mr. Trudeau to postpone a scheduled visit to 
Havana as a gesture of support on an issue that should con¬ 
cern every nation in this hemisphere Instead, he not only 
went to Cuba but muddied the atmosphere by reporting that 
Fidel Castro was sending troops to Africa with a great deal 
of thought and feeling.’ 

"This is not what we would expect from a friend and al¬ 
ly. And it leads to the question of whether Mr. Trudeau is do¬ 
ing more to hinder than to help in the search for solutions to 
the problems drawing Canada and the United States apart. 

“U.S. OFFICIALS have been accused of taking Canada 
for granted as a willing partner in policies perceived from 
Washington to serve our common good. This is no doubt true 
and there must be more effort on our part to understand the 
Canadian point of view. However, the point of view often 
represented by Mr. Trudeau is so nationalistic that it can 
only make the job of fence-mending much harder.” 

That’s our Pierre. Love him or hate him, he has the un¬ 
deniable proclivity for making news and when all is said and 
done and when he is finally long gone from the Canadian 
political scene, they’ll be able to chip one notation on his 
stone. 

He was never dull. 


Erma 

Bombeck 


days ate yielding two careers 
that today I’d like to talk about 
a question that is becoming a 
little sticky. "Should I ask my 
husband for his opinion or ad¬ 
vice on things relating to my 
job?” 

First, you have to answer a 
question: Are you two bright, 
consenting adults who want 
your marriage to grow into one 
of mutual interest and trust? 

If the answer is yes, then you 
will want to read on and see 
how our family handled the 
situation. 

Back in 1965. when I began 
writing this column for syn¬ 
dication, I gave the first one to 
my husband one night and said. 
"Read this column and tell me 
what you think.” 

He read it and said, "I think 
it's funny.” 

"Oh c’mon,” I said. “Yo« 
can be honest with me. If you 
see anything, no matter how 
small, I want to know about 

it." ., 

TVs such a little-thing ..." 

"Please!" I begged. “I can 
handle it. After all, what possi¬ 
ble reason would you have to 
criticize my work if not to im¬ 
prove It. Right? What is it you 
hate about the article?" 

"} didn’t say 'hate.' I said 
there was one small thing." 

“How small?" I asked 
straining to smile. 

“You'll get sore,” he said. 

By this time I was coiled 


'if-filiflfi jjjg bogging f|)f 
criticism as he dragged me 
across the floor trying to make 
an exit. "Tell me where I’ve 
failed.” 

"Look,” he said, "it’s just 
the first paragraph." 

“What's wrong with fhe first 
paragraph?” I asked evenly. 

“It seems like an' attention-' 
. getter.” 

“You see something wrong 
with, 'Mrs. Herkle had never 
parked her car in the oven 
before.’ ” 

"There's nothing wrong with 
it,” he said lamely. "It just 
doesn't seem to have anything 
to do with the rest of the 

story.” 

"Isn’t it funny,” I said, "that 
I’ve been living with a literary 
critic for 16 years and never 
realized it. Is this the way you 
handle Truman Capote and 
Leon Uris and your other 
clients?” 

"I see no need to continue 
this conversation.” 

••"You ve always been Jealous 
because you have no humor ” 

”1 married you, didn’t I?” 

"Well, I said grabbing my 
column back, “if you can't of¬ 
fer a simple bit of criticism 
without getting sarcastic ...” 

Should a woman ask her hus¬ 
band for his opinion or advice 
on things relating to her job? 

Of course she should ask. 

Just don’t hang around when 
he answers. 

CofyiKW HeU KsUfptiM t» 


This letter is a call for sup¬ 
port from the communities of 
British Columbia to continue to 
use the provincial emblem of 
the Dogwood flower 

Can you imagine a British 
Columbian, visiting in New 
Zealand, U K., or U.S.A.. tak¬ 
ing a sda-sun-mountain moder¬ 
nistic disc as a souvenir of 
Beautiful B.C.? During the 
past five years I have taken to 
these countries several dozen 
Dogwood emblems in the form 
of pins, brooches, notepaper, 
etc. In each case the recipient 
has been delighted to receive 
same and interested beyond 
1 measure in our floral emblem. 

At the present stage in our 
economic squeeze, it would 
seem not only impractical, but 
downright irresponsible for a 
government to commit itself to 
such unnecessary expense. The 
$85,000 spent or “nearly all 
paid” to date, covers cost of 
design and report only. 
Imagine the $xxx,xxx neces¬ 
sary to make the complete 
change to stationery, vehicles, 
signs, and thousands of other 
items not listed. 

The report states: “The 
problem: To eliminate 'the ap¬ 
proach to our government im¬ 
age (which) is in general 
fragmented.' ” What is 
"fragmented” about the 
Dogwood emblem? Why is this 
emblem not put to general use 
and so made unfragmented? 

Why are these changes kept 
under wraps until too late for 
public response? Just what 
would the government do if the 
public were to go on strike — 
strikeTcntgtarently, being the 
current method of showing dis¬ 
approval. 

Let's write to our Provincial 
Secretary, Mrs. Grace Mc¬ 
Carthy, and “strike” in 
another fashion at these 
ridiculous expenditures which 
are useless, needless and un¬ 
fortunate. 

MRS. E. G, CUMMINGS, 
1821 Hollywood Cr., 
Victoria. 


Regarding the proposed sub¬ 
stitution, as the emblem of 
B C. in place of the dogwood, of 
the senseless squiggle shown at 
the head of today's issue of the 
Colonist (March 3) — as ati ex¬ 
ercise in the pointless waste of 
the taxpayers’ money, this 
legacy of the NDP could 
scarcely be bettered. 

R. M. PATTERSON, 
2685 Queenswood Dr., 
Victoria. 


to be'considered for publication In entirety or in part, 
letters to the editor should be on subjects of general in¬ 
terest. Preference will be given to those that are brief 
and to the point. Pen-names will be used, if requested, 
but all letters must be signed by the writer whose ad¬ 
dress also must be included. 


Crime 


Following is a letter I have 
sent to Grace McCarthy, the 
Provincial Secretary: 

$85,000 00 — unbelievable! 
On an ultra modern circle of 
nothing. To replace the 
Dogwood — the one and only 
thing truly synonymous with 
B.C. — with that horrible logo 
is indeed a crime. 

The Dogwood is a protected 
flower. B.C. is one of the few 
places it even grows. It is 
natural, it is beautiful and it 
represents British Columbia 
all over the world. And anyone 
can recognize it as a flower 
without having to be told. 

How can any government 
even ctmaidef changing from 
the Dogwood to that childlike 
scrawl, supposedly rep¬ 
resenting "the sun. the sea 
and the mountains.” Almost 
every place on the entire West 
Coast of North America has 
"the sun’ the sea and the moun¬ 
tains." Only British Columbia 
has the Dogwood! It is against 
the law to, pick them — it 
should be against the law for 
any government to change the 
symbol of that province 
without at least putting it to the 
people of that province. 

We've stood by and allowed 
the French to have their way in 
a province with only one per 
cent French speaking but we 
cannot stand by and allow any 
government to replace the 
Dogwood as the British Colum¬ 
bia emblem. 

MARY ELLEN WOODS, 
Victoria. 

The headline this morning is 
just another example of our 
, money being spent In the wrong 
place. I refer to the $85,000 for 
a new emblem for B.C. Surely 
we could get along with the 
beautiful dogwood and give 
the $85,000 to a group in need, 
such as the Transition Houses 
to help women, where the 
money could actually help peo¬ 
ple, not decorate government 
stationery. 

A. MacRAE, 
1631 Myrtle St., 

■ Victoria. 


We can only agree with 
Alderman Wright for his com¬ 
ments on police work, politi¬ 
cians, and lawyers. Let's not 
forget the magistrates and 
judges who are refusing to 
mete out the punishment due 
the law-breaker. It should be 
compulsory for every 
alderman, lawyer, politician, 
magistrate, and judge to spend 
a day or two doing what Wright 
did, before they are allowed to 
take office. 

We have taken the teeth out 
of law; we've perverted 
justice, and the criminal is 
laughing himself on to easy 
street at the expense of citizens 
and policemen. We not only 
need to reinstate capital 
punishment to our courts — we 
need to bring back the essen¬ 
tials of all facets of law and 
order — punishment to suit the 
crime; justice for the innocent, 
as well as for the guilty. Today 
our courts seem more in¬ 
terested in "justice” to the 
criminal and "hang” the inno¬ 
cent. 

But no, we don't hang 
anyone, do we? We commute 
the sentence of the'murderer 
and make it so miserable for 
the innocent that he doesn't 
even want to get involved, to 
testify, or "whatever”, as 
Archie would say. 

Today we seem to have tome 
up with a different philosophy 
than some years ago, when the 
offender was innocent until 
proven guilty. Today we as¬ 
sume the guilty party is inno¬ 
cent regardless of the 
evidence. 

Even if proven guilty he is 
somehow not really guilty — 
his parents may be, or society 
may be — but not the one who 
did the crime. We've been edg¬ 
ing in a new philosophy which 
says the innocent party, the 
hurt one, the dead one, 
whoever he may be, is guilty 
until proven innocent. 

It is past time the silent ma¬ 
jority of this country got out of 
moth-balls, threw off its 
lethargy, and cried out against 
our permissive society with 
her milk-sop laws and milk- 
toast bureaucrats at the Bar or 
Legislature. 

R D, SCRUGGS, 

. 3189 Monnington PL, 
Victoria. 

Mockery 

The picture In the papers of 
prisoners holding hostages 
makes a mockery of the law. It 
puts the lives of the police of¬ 
ficers in extreme danger. Side 
arms, police dogs, and tear 
gas, should be returned to the 
officers. Antiquated laws 
should be modernized. Hard¬ 
core prisoners should be 
separated. 

Officers spend many hours 
pursuing crime, only to have 
prisoners out on bail and back 
on the streets in a matter of 
hours Shafting prisoners off to 
other provinces, or issuing 
drugs on demand, solves 
nothing. Prisoners on the whole 
respect justice and law and 
order as regards themselves. 
Lawyers should ride the patrol 
cars and see what officers are 
up against. Then perhaps we 
would have some teeth in the 
B.C. laws, and a liaison 
between officers and the peo¬ 
ple. instead of fear to speak out 
against wrong-doing by 
criminals. 

ANNE V. SHERBROOK, 
1919 Davie St. 

Victoria. 

Beneficiaries 

Class distinction; 

During the past three years 
class distinction was slowly be¬ 
ing abolished. You didn't have 
to be a millionaire to own a car 
and you could reasonably af¬ 
ford to drive it. 

With proper management 
you were able to buy a house 
and live in a decent 
neighborhood. The low income 
people were being helped by a 
government that cared for its 
people These people were able 
to walk the streets with their 
heads up once again. They, 
didn’t feel ashamed any more) 

However, the rich didn’t like 
this new trend. They wanted 
the old class distinction back. 
Thus the fear campaign of the 
last provincial election. 

That the previous govern¬ 
ment overspent its budget is no 
secret. However, one must 
realize that this overpsending 
was for the benefit of the peo¬ 
ple. No outsider got rich, but 
only the people of certain seg-. 
ments benefited, l.e. the $103 
million over-run on Human 
Resources. This was mostly for 
the elderly and unfortunate 
people of B.C. 


The $175 million loss on 
ICBC. The motorists of B.C. 
got the benefit 

The continuing tops of the 
ferry system. People on V I. 
benefit from that. 

On these and other 
overspending the ordinary, the 
poor and elderly people of B.C. 
benefit, not some rich 
developer or some Yank 
businessmen. This got the rich 
uptight and the fear campaign 
started. You know the results. 

The motorists are the first to 
be wiped out, now only the 
well-to-do can afford to take, 
that Sunday afternoon drive. 

The ferries probably will be 
next on the slaughtering block. 
Remember that shopping trip 
to Vancouver once or twice a 
year or the occasional hockey 
game at the coliseum? Now 
you probably will have to start 
a separate savings account just' 
for the ferry ride. But most im¬ 
portant, the poor consumer of 
V I. who wilj bear the cost of 
the extra trucking charge. 
Tourists will think twice about 
coming over. * 

Transit must also pay for its 
own. No more free passes for 
the pensioners, less service, 
higher rates? 

Hydro rates are up already to 
pay for the $850 million deficit 
on the Columbia River Treaty. 
We all know who is benefittlng 
from that. Although Premier 
Bennett made no mention of 
this deficit in his state of the 
province report maybe we 
won t have to pay for it. 

Who. or what will be next? 

J. HUIZINGA, 
Sidney, B.C. 

Too much 

The spectacle of David Bar¬ 
rett running again in Van¬ 
couver East is almost too much 
to comprehend. 

Could it be that he wants to 
hang around in order to explain 
his ineptitude in the* three-year 


operation of his government? 
Does he wish to atone for the 
monumental failure of the ma¬ 
jority of his ministers? Can he 
possibly hope to win the 
respect of the people of B.C. 
who learn daily of new scan¬ 
dals and wasteful procuedures, 
introduced and tolerated by the 
"dunderhead " group of 
Socialists? 

I suggest that Vancouver 
East residents will soon have a 
golden opportunity to kill two 
birds (Dodos) with one stone 
(vote) and thereby rid the 
political scene, for good, of two 
of the most un-needed politi¬ 
cians in our history. 

Good night Bob! Good-night 
David! 

OWEN S. L. MOORE, 
104, 710 Vancouver St., 
Victoria 


Action 


It is encouraging to note that 
the Salvation Army, through 
Major Ivan McNeilly of Vic¬ 
toria, has come out again (your 
issue, Feb. 24th) to publicly 
denounce an evil which has 
been steadily extending its in¬ 
fluence over our society in re¬ 
cent permissive years. We 
refer to the publication and 
promotion of pornography and 
obscenity. There must be many 
who share the views of the 
Salvation Army. Major 
McNeilly s letter is a challenge 
to every concerned citizen of 
our country, be he parent, 
teacher, youth worker, or 
worthy taxpayer, interested in 
good citizenship. A strong, suc¬ 
cessful protest against "por¬ 
nography, profanity and 
obscenity in public places" by 
every Christian church, every 
youth organization, every 
public-minded lodge, or group, 
every clear-thinking in¬ 
dividual. would go far in help¬ 
ing develop -and preserve the 
purity of mind, fitness of body, 
and all-round wholesomeness 
of our children and young peo¬ 
ple. 

It was this ideal, ever before 
us. which kept our organization 
protesting consistently against 
the laxness of censorship of 
films, in earlier years. A por¬ 
tion of the public clamoured, 
unthinkingly, for freedom to 
choose for itself the type of 
film or entertainment it wished 
to see or hear, and so it came 
about that the office of censor 


was changed in the 1960s to that 
of B.C. Director, whose work 
was to classify the films which 
came before him, not to dis¬ 
criminate against, or ban. And 
what has been the result? Take 
a look at the movie theatres’ 
advertisements in the daily 
paper, the greater proportion, 
by far (around 70%) bear the 
B.C. Director's warnings of 
"sex and brutal violence,” 
"nude sex scenes throughout." 
"coarse language throughout," 
etc And how many read these 
warnings, or care? The lure is 
all there in the titles, pictures, 
and write-ups, and we find 
crowds at the box office, most¬ 
ly young people, waiting for ad¬ 
mission to such films. This is 
the case, at least, in Van¬ 
couver. and | presume, 
elsewhere. Is our permissive 
society not responsible for the 
growing appetite for lewd, 
violent and obscene entertain¬ 
ment, among an element of our 
young people? On a par with 
these movies, are certain 
paper-backs and magazines, a 
glance at which would indicate 
by their wrappers and con¬ 
tents, that these, also, should 
carry a similar warning. It 
would be better still, with con¬ 
cern for the unformed mind, 
and the unhealthy one, that 
such literature (?) be banned 
from publication, or’ refused 
entry into the province. 

The body responds to health 
as it is fed wholesome food. In 
contra manner, the mind, if fed 
on filth, will deteriorate, and 
stifle the soul. 

Let us get soma action! 
Someone has said for evil to 
succeed it requires only that 
good men be silent. 

ELIZABETH McINTOSH, 
The Women's Christian 
Temperance Union of B.C., 
ParksviUe, B.C. 


taching decals hut didn’t (can 
anyone tell me how to get the 
darned things to stick when the 
heavens are giving forth so 
copiously?) it was the early 
morning of March 1 when I was 
driving downtown for an im¬ 
portant engagement I was stop¬ 
ped by the keen-eyed oppor¬ 
tunists and given a $15 ticket 
for not displaying 76 decals 

No chance to show up within 
24 or even 12 hours to prove my 
innocence and honest inten¬ 
tions, just a $15 ticket and a 
warning not to use tba car or 
risk another ticket or tickets 
At $15 a go, no thanks. 

The cops were polite, 
courteous and almost 
apologetic for doing their duty 
and it only took two of them to 
do it! 

SITTING DUCK 


Care 


As a recent patient at the 
Jubilee Hospital Memorial 
Wing 2nd floor, I would like to 
express my sincere thanks for 
the care and attention shown 
me by the nursing staff during 
my stay. 

The food served was also ex¬ 
cellent and I was very much 
impressed by the good natured 
co-operation that appeared to 
exist among all members of 
the staff. 

To be an orderly in this sec¬ 
tion must be like living among 
the angels. 

MR. J. MOSS. 

- 305-2174 Cadboro Bay Rd. 

Victoria. 


Exile 


Stuck 


Aren't our city traffic cops 
wonderful — opportunists? 

In common with many thou-, 
sands of other law-abiding B.C. 1 
motorists, I scraped together 
the extra exorbitant ICBC 
fees -and beat* the rush by 
handing over cash and col¬ 
lecting those oh so necessary 
’76 decals well before March 1. 

With almost continuous tor¬ 
rential rain these past few days 
when I should have been at- 


Whv cannot we take a lesson 
from the Russians and send our 
convicts and miscreants to the 
Arctic wastes of Canada to 
work on pipelines or create a 
development of their own? I 
read that in Siberia there are 
prosperous communities built 
up by ex-convicts. 

It seems that it eostj the tax¬ 
payer $12,009 a year to support 
one convict. If this is true it 
would seem to be a viable 
alternative to spend capital on 
creating a community for con¬ 
victs in the north. v 

MRS. A. M. MECHAN, 
102-2768 Satellite St., 
Victoria. ^ 


Luxurious, beautifully sculptured tone-on-tone nylon 
Broadloom. Regularly $19.95 - NOW for ONE WEEK ONLY: 


SAVE 
S 5.07 Yd. 


SALE $ 14® 8 , 


yd. 

Created by Jordans—Crafted by Burlington to give you a perfect blending of lasting beauty, 
carefree durability and downright good values. See llie glorious harmony of tones in the 
fabulous colour range. — ■- 


When you buy from Jordans — 
you deal with someone you can trust. 


Your assurance of satisfaction is Jordans 
47-year reputation for quality 
and value, service and integrity. 


Jordans 


Pandora Ave. 
Parking in rear 
»M?4t 

Opea Fit til I 


Ki 

3110 She)bourne 
Hillside Shopping Centre 

Open Wed., 
Hum., Fit ’til t 


In Nanaimo 
151 Comox Road 
753-8M3 

3-1 
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Rhodesia accuses Molsambiqiie 


Infiltration escalating 


SALISBURY (AP) — Rho¬ 
desia reported escalating in¬ 
filtration this week by Soviet- 
trained guerrillas along the 
entire length of its 800-mile 
border with Mozambique, and 
said it was strengthening its 
counter-insurgency forces. 

Hit white-minoritp^govem- 
meirt had strengthened' Its 
antiguerrilla units by 60 per 
cent since January and set¬ 
tled nearly 200,000 black trib¬ 
esmen along the frontier to 
resist infiltration, said Ted 
Sutton-Pryce, deputy minister 
in Prime Minister Ian Smith’s 
office. 

He told a news conference 
guerrilla operations had 
spread in the last two months 
from Rhodesia’s northeast 
comer to the entire length of 
the Mozambique frontier and 
the government got daily re¬ 
ports of guerrilla activity. 

Mozambique, a former Por¬ 
tuguese colony ; with a Marxist 
government, declared last 
week that a “state of war” 
existed with Rhodesia and or¬ 
dered a border blockade. 

Meanwhile, in South Africa. 
Informed sources reported the 
immediate threat of war at 
Angola’s border with South 


African-ruled Namibia, or 
South West Africa, had faded. 
Troops of the Angolan 
Marxist regime and support¬ 
ing Cuban forces had 
stopped their southward 
march toward the border, the 
sources said. 

Sutton-Pryce predicted that 
Soviet-armed guerrilla at¬ 
tacks against his country 
would continue even if a set¬ 
tlement was reached in cons¬ 
titutional talks resuming today 
between the white-minority 
government and moderate 
black nationalist leader Joshua 
Nkomo. 

The guerrillas are led by 
Nkomo’s political rivals and, 
Sutton-Pryce declared they 
were armed and trained by 
the Soviet Union. 

He said the aim of the guer¬ 
rillas was to create a Marxist 
state in Rhodesia, where 
274,000 whites rule the black 
majority of 5.7 million. 

He discounted reports that 
Soviet heavy military equip¬ 
ment of the kind used in An¬ 
gola, such as tanks, ground- 
to-air missiles and 122- 
millimetre rockets, had been 
landed at the Mozambique 
port.of Beira, 340 miles east 
of Salisbury. 


He said suppott^^fo^ the 
guerrillas from China had 
tapered off while Soviet back¬ 
ing had increased. 

Rhodesia has a regular 
army of 4,500 plus 10,000 re¬ 
servists rotated for border 
duty. 

Sutton-Pryce said outside 


support for Rhodesia woy^d be 
likely in the event of direct 
Soviet or Soviet-Cuban inter- 
\ entioh in Rhodesia. 

The Sonets appear to Jje 
avoiding direct involvement, 
but future use of Cuban 
troops, as in Angola, is a pos¬ 
sibility. Sutton-Pryce said. 


RFD CARPET SERVICE SINCE 1919 

Williams Quality 

M eat J 3SJ. 


384-0525 

384-0526 


Wt SEU CANADA GRADE A BEEF, LOCAL LAMB AND 
VEAL, FRESH POULTRY, DOMESTIC & IMPORTEO CHEESE 


OPEN 7:30-5:30 MON.-SAT. 

FRESH PORK BACKRIBS. it 2* 

FRESH PORK SPARERIBS. ft 1" 

FRESH PORK SAUSAGE. ft. I* 1 

FRESH PORK STEAKS.ft. 1 M 

•rtf’ FREEZER BEEF GUARANTEED 
BABY BEEF SIDES zoiMt m.*. 89' 

SIDES HINDS HIPS 

210-250 lb. eve. 110-150 lb. ave. 50-80 lb. ava. 

95** 1.15» 1.05* 

PRICES INCLUDE CUTTINO, WRAPPING AND FREEZING 3-10 


THE PENNY 
PINCHER 
PEOPLE 
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SALE STARTS 

MARCH 11th to 13th 


Fields 


FABRIC -iYARN 

SALE 


YARN SALE 


FIELDS 

SAYHIAYAflN 
SAVE 20% 

!W ; " **• ■ 

99 


r 


Rag. 99* ball 

Knitting worsted, completely 
washable and dryable, moth 
and shrlnk-f>roof. In 25 of th# 
latest shades. 2-oz. ball. 


PATTtM A IALW1NS 

BEEHIVE 
“ASTRA” YARN 

Sala 


balls 

Rag. 61* ball 

Quick knitting, carefree light 
end easy Mothproof, machine 
washable Full range of col¬ 
ors. 1-oz. ball. 


BEEHIVE 

100% ACRYLIC 
BABY SAYELLE 

Sale 


balls 

Rag. 72* ball 

Assorted colors, machine 
washable. 


ASSORTED 

KNITTING 

YARN 

Sala 


balls 

Rag. 29c ball 

Good color selection and types 
of yarn. Excellent savings 
when knitting toques, sock slip¬ 
pers, baby wear. etc. Yarn 
made by Paton A Baldwins. 


FABRIC SALE 


PRINTED 


PSHEER 
FABRICS 
8.1. 

I 8 ! 

Rag. 2.49 yd. 

100% nylon In attractlv# pastel 
prints. Machine wash and dry. 
Perfect for weddings or spe¬ 
cial occasions. 45" wide. 


< POLYESTER 

KNITS 


Sala 


2 


00 


YD. 

Reg. 3.99 yd. 

Assorted lacquards and plains 
in 100% polyester Machine 
wash and dry Good assort¬ 
ment of colors and patterns to 
choose from. 60" wide. 


DBCONTIIIUB) COLORS 
IN THREAD 

DRIMA 97C 

Reg. 35c.. .mm m 

cotton99c 

Rag. 30*1 . Jm a w 

Assorted colors 


PRINTED 

KETTLE 

CLOTH 


Sale 


3 


99 


YD. 

Rag. 4.99 yd. 

Heavyweight. Polyester/cot- 
ton blend with small prints. 
Machine wash and dry, little or 
no Ironing. 45" wide. 


SALE! * 

FAMOUS NORTH STAR JOGGERS 

by Bata 

Choose from blue, suede with yellow-stripes or white leather with 


blue stripes. 

MENS 

Sizes 7-12. 

Reg. 14. 


i *12 


LADIES' 

Sizes 5-10 

R*g. 13. H 


S H 


BOYS 

Sizes 1-4 

Reg. 13.fl 


$ 11 


68% POLYESTER 
39% COTTON 

BROADCLOTH 


Sala 

•449 

1 


YD. 

Rag. 1.79 yd. 

45% polyester 35% cotton it a 
fabric of unsurpassad value, 
easy care, fine for shirts, 
blouses, dresses. Good color 
selection. Machine wash and 
dry 45" wide. 


LULLABY 

PRINTS 

Sala 

•449 

YD. 

Rag. 1.79 yd. 

By Tex-Made. A blend of 50% 
polyester 50% cotton. Embos¬ 
sed small prints on white and 
colored backgrounds. Ma¬ 
chine wash end no Iron. 45" 
wide. 


PRINTED 

COTTONS 


Sala 


79* 


Ideal fabric for aprons, tops, 

1 etc., wide variety of patterns to 
choose from Machine 
washable. 3S" wide. 


GAUZE 

PRINTS 


Sala 


2 


49 

YD. 

Rag. 3.29 yd. 


Poly/cotton blend. Small prints 
on natural background. Ma¬ 
chine wash and dry 45" wide. 


SALK! * 

MEN’S CASUAL SHOES 

A88 ? 

Our Everyday ft* 

Low Prlca, 12.09 

3-sys styling 4lth foam voles. Choice of vupdfe br leather up-' 
nert. 


DOWNTOWN ONLY — 1420 DOUGLAS STREET 


THE PENNY 
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Spectacular value! 

LADIES’ FAMOUS MAKER 

V2 PRICE 

SPORTSWEAR SALE 

Exciting co-ordinates in stretch • Pants, skirts and shorts 
terry and 100% nylon. • Short sleeve shirts and 

• Look at this great selection! wrapover midriff tops 

• Short and long sleeve T-ahirta - Good choice of sizes and 

and tops colors. s[ 


Reg. 

4.98 to 

13.98 
Sale 


249Q99 


SPECIAL PURCHASE LADIES' 
SPRING PANTSUITS . 

Six styles to choose from. Terrific 
value! Easy-care fashion in 
printed and 
plain polyester 
two-piece 
styles. 10-18. 


16 M 


“FIELDS" BRAND 
PANTY HOSE 


LADIES' EMBROIDERED 

“Leather Look” Jackets 

• Looks and feels like leather, but really 
it’s a man-made fabric called PVC. That 
means sharp-looking versatile jackets 
that can be hand-washed. Choose a shirt 
style with embroidery on front and back 
yokes or a wraparound style with tie-belt. 
Choose from white, blue, chamois or 
rust. S M L 8-16 



“FIELDS” BRAND 

ONE SIZE 

KNEE HI’S 

Sandal fopt, fit 9-11. Dreaa sheer In 
basic shades. 



mcitc 

LEATHER LOOK’ 

^JACKETS 

Only the price tells you 
this is soft, pliable 
PVC. A panelled back 
and snap front and 
cuffs make this a ver¬ 
satile style for today. 
Fully lined with 2 paten 
pockets. 2 slash 
pockets and an inside 
pocket. 


1.19.98 

Sale 


MEN’S GENUINE 
LEATHER JACKETS 

Top quality, fine grain leather 
4 -sharp sty I 


lee, some 


In 

with 


cuffs end 
sbme with 
curved yokes. 
Get that smart 
Spring K>4k. 


59 " 


BOYS’DENIM FLARE 
JEANS 

Half boxer, 100% 
cotton, with contrast 
stitching and western 
pockets. 7-12. 

Reg. 3.88 .Sale 


uline 

2 


99 


MEN’S PERMA PRESS 
PYJAMAS 


1 spring 
cotton. h 


in cotton/polyester. 
Boxer waist, plpa 
trim, asstd. colors. 
A-E 36-46 

Rag. 813 .Sala 


8 M 


BOYS’ ACRYLIC 
FLEECE JACKET 

Kangaroo style with 
drawstring hood, full 
zipper and patch 
pockets. In royal blue 
or red. SML 
Reg. 10.98 ....Sale 


1 


99 


MEN’S SCREEN PRINT 
T-SHIRTS 

Crew neck style with 
short sleeves in cot- 
ton/poplyeater. Solid 
color back with 
nautical print front. S 
M L XL 

Reg. 5.88 .Safa 


4 


44 


MEN’S ACRYLIC FLEECE 
JACKETS 


Kangaroo style 
with drawstring 
hood, full zipper 
and pouch 
pockets. In royal 
blue or red. SML 
XL 

Reg. 14.88. Sale 


ii.. 


MEN’S DRESSY 
PULLOVER SHIRTS 

Self-weave patterns 
In 100% polyester. 

Zipper or buttoo 
closing, In patterns 
or solid colors with 
contrasting trim. 


9 


99 


MEN’S HOODED 
SWEATSHIRTS 

100% acrylic or cotton/polyester blend, 
fleece-lined with long 
sleeves, full zipper 
and kangaroo pouch 
or patch pockets 
Choose from blue, 
red, green, or navy. S 
M L XL 

Reg. 9.88 - 10.95 


7 88 


MEN S STAR DENIM JEANS 
FAMOUS CANADIAN. MAKER 


Wide flare leg with 
embroidered star 
dn pocket. 28 - 36. 

Our Reg. Low 
Price 12.00. Sale 


9 


99 


BOYS’ PRINT 
T-SHIRTS 

Short sleeve, crew 
neck style In 100% 
cotton asstd. prints. 
SML 

Reg. 1.98 .Sale 


1 


44 


SPBCIAL VALUE CHILDREN’S WEAR 

INFANTS'STRETCH DENIM 
CRAWLERS JftiA 

or blb styje wf jJ 


in sizes up to 24 
months. 

Reg. 4.00 ...Sale 


BOYS’ PYJAMAS 

Flannelette print pyjamas In button front 
or polo style. 

2-3X Reg. 2.48. SeIe 1.99 

4-6X Reg. 2.M ----Sftlft 2.29 


BOYS & GIRLS’ HOODED 

SWEATSHIRTS 

Long sleeve etyles 

with plain or novelty 
Iront for Intents 2-8X, 
and boy. end girls 
a-14. 

Rag. 3.50 - 39.00 


2 


99 




GIRLS' EMBROIDERED 

"LEATHER LOOK’’ JACKETS 

The luxurious look of leather In a sharp 
spring style with embroidered front and 
back yokes. Soft . — — ^ 

and supple PVC in 1 
white, blue, cha¬ 
mois or pink. 7-14. 


mbroidered front and 

m 


INFANTS' FAMOUS MAKER 
T-SHIRTS 

Long and short sleeve stylet 
In assorted plain 
colors and fancy pat¬ 
terns. Slzee 12, 18 ancf 
24 months and 2-3X. 


2s 


$ 3 


KIDDIES’ NYLON SQUALL 
JACKETS 

Navy battle jacket 
style with white 
trim. 

Reg. 2.3S ...Sale 


IN SO 

2 


49 


GIRLS’ 

POLYESTER PANTSETS 

Smertty etylleh polyester two-pieceleets 
In e range of spring colors. 4 - 6X, 7-14 

Reg. 10.99.14.99 

Sale 6 **» 8 ” 


GIRLS’ LONG NYLON 
SLEEP GOWNS A aa 

pastel ff| || n 


In asstd. 
shades with 
embroidered 
ycke. 7-14 

Reg. 5.93 .. 


3 


BOYS’ DENIM A 
CORD JEANS 

A raal assortment. flfl| 
some with fl M / 

embroidered fl ■ E 

emblems, all 100% fl 
cotton with flare leg. fl 
A Real Bargain .... fl 

TEX-MADE PERCALE 

SHEETS 

Luxurious combed percale in s blend of cotton 
and polyester. Trupreet finish, machine waeh 
and non-iron, in solid pastel shades. Slight 
subs, will not affect wear 

Twin flat 72”x104" .5.ff sack 

Doubla flat 81"xl04 M .4.ff each 

Quean flat 90"xl08".I.tf each 

King flat I08 ”x1l0" .Il.tt each 

TEA TOWEL9m 4* 

t’shV^avsIo,: 7 Qv 

ton towels In color fl flflfl T 

fast multi checks. fl m. fl 

Reg. 1.29 ..Bel# ■ fl. 


DOUBLE WOVEN 

BLANKETS 

Extra heavy weight blankets In a good 
selection of colors. Slight subs. Machine 
wash and dry. 

SO-xlOO". 8.99 each 

90"x108” 9.99 


Downtown, 1420 Douglas St. Esquimalt Plaza 


Belmont Plaza 
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SAMPLE 


SOON 


Parkdale 

MOTORS^* LTD. 


2151 BLANSHARD 
386-2277 

Dealer Urvncc N*. D-1MBS 


T wenty-four manufacturing plants across Canada Amherst. NS.. Belleville. Ont. Bmmptnn. Ont. Calgary, Alta (31. Kingston. Ont. Lachlne, Que (41. LaSalle, Que ., London. Ont, Lucerne, Que 
Moncton. NB. Montreal. Que. Montreal North, Que, Regina, Sask. St Laurent, Que, Saint John, N.B. (2), St Johns, Nfld., Toronto, Ont, Winnipeg, Man. 

Prior to March 1 Northern Telecom Limited uiaeknown as Northern Electric Company, Limited. 


W estern Europe 

Inflation 

makes 

S 

a new 
surge 


New tax treaty 
helps investors 

MANILA (Reuter) — Cana¬ 
da and the Philippines will 
sign a tax treaty and a 
foreign investments insurance 
treaty within two months, a 
.spokesman for the Canadian 
Embassy has said. The tax 
treaty aimed at preventing 
investors of either country to 
be taxed twice. 


PARIS — After four months 
of steady progress in the «r 
struggle to bring down world ' 
inflation, consumer prices 
turned upward again in Jan¬ 
uary in Westerti Europe and , 
"accelerated significantly." J 
This is the gloomy nfcws in 
I he latest statistical study on 
monthly consumer price 
trendS issued by the Organiza¬ 
tion for Economic Coopera¬ 
tion and Development, head¬ 
quarters In Paris. It covers 
the 23 most industrialized na¬ 
tions of the world. . 


Even though the consumer 
price trend continued a 
healthy downward direction In 
the United States, the average 
for OECD as a whole was up 
from .5 per cent in December 
to .3 per cent in January. 

The gap in performance be¬ 
tween the United States and 
Europe widened considerably. 
The American price increases ' 
slowed down from .4 per cent 
in December to .2 per cent in ' 
January. In Europe they went. f 
the other way, from .7 per 
cent to 1.1 per dent in* Jan¬ 
uary. 

This put Europe back in the 
double-didgit inflationary rat¬ 
ings at the start of the new 
year, just when most govern¬ 
ments were beginning to 
breathe small sighs of relief 
that the worst seemed to be 


over. 

The OECD draws no conclu¬ 
sions from the monthly fig¬ 
ures as to whether this is a 
reversal of trend, or only a 
brief seasonal setback. Sea¬ 
sonal factors played a role, 
but without offering any ln- 
tei-pretation of the figures, the 
OECD simply states: 

"In almost all other coun¬ 
tries, apart from the United 
States, a reacceleration of 
prices was substantial, re¬ 
flecting a reversal of favor¬ 
able seasonal factors, some 
accidental developments such 
as the potato shortage in 
W estern Europe, and the be¬ 
ginning of a new round of ad¬ 
ministered price increases. 
The gradual strengthening of 
a number of commodity 
prices since late 1975 has also 
started to exert an influence." 

By "administered price in¬ 
creases" the OECD is refer¬ 
ring to such things as rail and 
public transport, gasoline and | 
fuel oil, electricity, telephone, ' 
postal and -other charges, 
which in Europe are generally 
fixed hy government, decree 
or nationalized enterprises. 

Even West Germany, which 
has had the most enviable an¬ 
ti-inflation record in Europe, 
has been hit by the upwani 
swing. In December, prices in 
Germany rose by only .3 per 
cent, but in January the jump 
was .8 per cent. The jump in 
the Netherlands was the 
highest in Europe — 1.5 per 
cent in January compared to 
.6 per cent in December. 

Great Britain managed to 
hold even on its excessively 
high inflation, with price in¬ 
creases averaging 1.3 per cent | 
in both December and Jan¬ 
uar y. Th e French inflationary 
rate, However, jumped up 
from .6 per cent to 1.1 per 
cent at the start of the new t 
year. 
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CAN ONE OF CANADAS 
MOST SUCCESSFUL 
INTERNATIONAL COMPANIES 
GET GLOBAL RECOGNITION 
WITH ANAME CHANGE? 


By changing our name we are now able to market our products throughout the world 
under one corporate name. This means instant recognition no matter where we sefl our 
products. 

Before we changed our name we sold our products as Northern Electric in most of the 
world But in the largest single telecommunications market of them all, the United States, we 
were unable to do so. 

In the United States the Northern Electric name was already being used by a 
manufacturer of electrical appliances. In addition, a competitive manufacturer there uses the 
narhe North Electric. Obvious elements of confusion for customers, suppliers and investors 
alike. 

To avoid such confusion we have changed our name to Northern Telecom; a name 
which projects more accurately the nature of our products and the world-wide industry we 
serve. It is the name by which we will be known wherever we design manufacture or market 
our products. 

Through our plants and offices around the world, we desigi, manufacture and seB 
private and central office switching systems, electronic platforms for ntdfites, coaxial cables 
for cable TV, data transmission and business and personal commumcSons apparatus. 

The majority of our products are conceived and designed by the more than 1,700 
people at BeB-Northem Research, our industrial research centre near Ottawa. Many of our 
products have established world standards for design, efficiency, reliability and cost 

WHAT DOES THIS MEAN TO YOU? 

We stimulated the economy last year through the $330,000,000 we paid our Canadian 
employees in salaries, wages and benefits. 

Educational and cultural activities were improved through Northern Telecom gants to 
organizations across Canada. 

It means we shared the Canadian tax burden with the more than $135,000,000we set 
aside for federal, provincial and municipal taxes last y 

Also last year we bought more than $300,000,0 
other Canadian companies, creating additional emp 
Over the past 12 months we exported $65 r 
for use in our factories outside 


worth of goods and services from 
in Canadian-made products and 


We’re convinced that the 
future can belong to Canada 
—to all of us. But we have to 
earn it. 

We’re doing our part 
with this simple commitment 
to improve world telecom¬ 
munication systems so that all 
nations can better communi¬ 
cate with each other. 


northern 

telecom 


NORTHERN TELECOM LIMITED^ MONTREAL, QUEBEC 
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Trudeau knows remarks but maintains: 


Drury not influencing courts 


BANDSAW BLADES 
#000—METAL—PLASTICS 
ISLAND SAW CO. 
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OTTAWA (CP) - Prime 
Minister Trudeau said 
Wednesday he knew what 
Works Minister 'C. M. Drury 
said to a Quebec Superior 
Court judge in January and 
did not believe it was an at¬ 
tempt to influence the courts. 


rv 


One hour 

IJIRRTIRIZIRG 


THE MOST IN DRY CLEANING 

Jreth a4 a [lower 
in juit one hour 
8 LOCATIONS TO SERVE YOU 


But he said Quebec Chief 
Justice Jules Deschenes 
might think otherwise, and 
that was why the chief justice 
had been asked . to look into 
the matter. Any attempt to in¬ 
fluence a judge is an offence 
under the Criminal Code. 

Government sources said 
Tuesday that Drury cabled 
Mr. Justice James Hugessen, 
who heard the contempt of 
court charge against Con¬ 
sumer Affairs Minister Andre 
Puellet, to ask if an apology 
from Ouellet would satisfy the 
court. 

And CTV ^news reported 
Drury told Hugessen the 
whole matter "was extremely 
sensitive" because Ouellet 
and other French-speaking 
members of cabinet "tended 
to interpret the case as 
harassment of a French- 
Canadian minister by the En¬ 
glish legal establishment in 
Montreal." 

Ouellet was cited for con¬ 


tempt of court by Mr. Justice 
Kenneth Mackay after Ouellet 
had harsly criticized the 
judge for his acquittal of three 
sugar refiners following a 
lengthy price-fixing trial. 
Mackay ceded jurisdiction in 
the case to Hugessen. 

The subject of cabinet 
members' discussions with 
judges dominated the Com¬ 
mons question period for the 
sixth straight day as opposi¬ 
tion members sought to get 
Trudeau and Drury to tell 
what was said to the judge. 

But the government stood 
firm and Trudeau said he 
would not. reveal the explana¬ 
tion Drury had given him 
about ,his conversation be¬ 
cause the matter was con¬ 
fidential. 

Drury, to calls of "resign" 
from the opposition benches, 
said he would not comment on 
his conversation because it 


was in the hands of Des¬ 
chenes. 

"I would prefer not to an¬ 
swer specific questions and 
not to have the inquiry con¬ 
ducted piecemeal in the 
House," said Drury, to jeers 
from the opposition. 

Trudeau, while declining to 
condemn calls by his cabinet 
ministers to judges, told Pat 
N owl an (PC—Annapolis Val¬ 
ley) he agreed that not all Ca¬ 
nadians should phone judges. 

"There is one law in Cana¬ 
da for cabinet ministers and 
there is a law in Canada for 
the general public.” said 
Stuart Legatt (NDP—New 
Westminster). 

He pressed Trudeau to 
admit that even if Deschenes 
found that there had not been 
an attempt to influence the 
courts, the prime minister 
still had an obligation to ex/ 
plain the actions of his min¬ 
isters in the House. 
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Chretien libel suit 
filed against Globe 


OTTAWA (CP) — Jean 
Chretien, president of the 
treasury board, has served 
notice he will file a libel suit 
against the Toronto Globe and 
Mail, it was learned Wednes¬ 
day night. 

It also was learned that the 
minister would seek damages 
as well as an apology for a 
story the Toronto newspaper 
ran about him last week. 

On Wednesday, March 3, 
the paper published letters 


from Mi*. Justice Kenneth 
Mackay of the Quebec Superi¬ 
or Court written to Justice 
Minnister Ron Basford which 
alleged that Chretien tried to 
interfere with the course of 
justice. 

Chretien said later he had 
nothing to be ashamed of in 
asking Mr. Justice Harry Ar- 
novitch when he would render 
a judgment that concerned his 
constituents in Grand’Mere, 
Que. 


Hunt’s Ibmalo Sauce has been brightening your menu 
and saving you money for years. 

Now we even dice your onions, slice your mushrooms, 
grate your cheese and chop your tomatoes. 


SEE THE LARGE PANASONIC TELEVISION AD IN THIS PAPEB 

• IMMEDIATE DELIVERY mi HOOK-UP MCLllED IN THE PRICE 

• EASY TERMS • WE SERVICE WHAT WE SELL 

• ALL SETS FULLY GUARANTEED - PARTS and LABOUR 

• OPEN 10 lo 6. THURS. « FRI. TIL t.P.M. • 

INDEPENDENT BUYERS 

DISCOUNT SERVICE LTD. 

DSfl-C ESUUWALT BO. 383-1788 , ,, CALL US TODAY 


Try it, and taste why. 
Windsor Canadian. 


PC-2643 

26" QUATRECOLOR CONSOLE. 100% SOLID 
STATE HIGH VOLTAGE (30kV) MODULAR 
CHASSIS. ULTRA PANA-MATRIX PICTURE 
TUBE Q-LOCK PANALOCK AFT. 
PANABRITE DIAL. SHARPNESS CONTROL. 

WAS 1950 . NOW S855 


PC—2645/PC—2645R 

M" QUATRECOLOR CONSOLE. 100% SOLID 
STATE HIGH VOLTAGE (MkV) MODULAR 
CHASSIS. ULTRA PANA-MATRIX PICTURE 
TUBE THE PC-2445R HAS PANAMATIC 
ELECTRO-TUNER TEAMED UP WITH 
WIRELESS REMOTE CONTROL. Q-LOCK. 

WAS SI ISO.NOW S103S 


It ivill cost more dough 
to bring home the bread 

The price of bread is on the crease in the wholesale price T^ie increases are expected 
rise.. of bread, McGavin Toast- to show up at moat Greater 

Following Tuesday's an- masters and Weston’s said Victoria stores by the end of 
nouncement by the federal they-will raise the price of a 'the week. 

Anti-Inflation Board of the ap- 16-ounce loaf by 1.5 cents and Weston’s Sunbeam brand 
proval for a one-cent-a-loaf in- a 24-ounce loaf by 2.25 cents. has already been increased. 


One of the 
three largest selling 
Canadian Whiskies 
in the world. 


Just slightly ahead of our lm« 

SAVE 10% 


NUT THE BEST AND 
REDUCE SERVICE CALLS 


L 


0* ny of Iha 23 models a* 
display la oar stars. Hen 
an just i law examples 


(LIMITED TIME OFFER TIL MARCH 318T OR WHILE QUANTITIES LAST) 


Unpaid fee blamed 
for judicial upset 


OTTAWA (CP) — Fees for 
the crown prosecutor in the 
contempt-of-court case 
against Consumer Affairs 
Minister Andre Ouellet were 
set at about $20,000. 

And if the federal justice 
department had not refused to 
pay the bill, the controversy 
over alleged ministerial inter- 
feitepce in the judicial system 
might never have started. 

That’s the view of the pros¬ 
ecutor. Richard Holden, who 
was interviewed Wednesday 
by telephone from Montreal. 

Holden said the question of 
fees had been dealt with in 
letters from Judge Kenneth 


Mackay to Justice Minister 
Ron Basford, but they also 
contained references to minis¬ 
terial interference. 

Holden said that Richard 
Cleroux, a .reporter for the 
Toronto Globe and Mail, had. 
asked to see the corre¬ 
spondence and "I didn’t real¬ 
ize that my private secretary 
would give my private letters 
to Richard." 

Just back from a skiing hol¬ 
iday in Idaho, Holden said he 
wanted to make sure that no 
one believed that Mackay, a 
former legal partner, had 
made the letters public. 


Hunt’s Tbmato Sauce 
with Mushrooms. 

A quick and easy way to put tender 
young pieces oi mushroom in a rich 
tomato sauce. It’s a special touch for 
cabbage, rolls, pot 
roast, even 
macaroni 
casseroles. 


Hunt's Tbmato Sauce 
with Tbmato Bits. 

We’ve added big, chunky bits of 
fresh tomato to our famous Hunt’s 
Tomato Sauce. The closest thing 
we’ve ever seen to the old-fashioned, 
home-canned 
tomato sauce 
your grand¬ 
mother used 
to make. 


Huntfs Tbmato Sauce 
with Cheese. 

Mellow, aged Romano Cheese with a 
touch of Italian seasoning make this 
Hunt’s sauce a natural for quick, home¬ 
made pizzas and other Italian recipes. 


Hunt’s Tbmato Sauce 
with Onions. 

Real onion flavour and home-chopped 
onion texture in a gently simmered, delicately 
seasoned tomato sauce All without shedding a 
tear. Great for chicken and lots of other dishes. 
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Eligibility changes to avoid abuses 

Handicap pensions tougher 
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Labourite, Tory trade 
shouts on Mozambique 


X. 


•y THI CANADIAN PRKSS 

Some persons receiving 
handicap pensions that bring 
their monthly income to about 
5265 will be cut back to nor¬ 
mal welfare rates of about 
$160 because of eligibility 
changes, Human Resources 
Minister Bill Vander Zalm 
said Tuesday. 

Vander Zalm said that 
under the old definition it was 
easy to be declared han¬ 
dicapped and receive the pen¬ 
sion. This gave an advantage 
to "those in tttQ know or those 
who could get that informa¬ 
tion." 

"If you had stomachache* 


or required to go to the 
bathroom on a very regular 
basis, you could be declared 
handicapped," said Vander 
Zalm. "This is the type of 
thing that was never .intended 
by the legislation." 

The minister said he didn’t 
know how many people would 
be affected by the changes in 
definition, tout added there 
were few abuses of the pix>- 
gram under the old definition. 

The old definition allowed 
the government to declare 
handicapped any adult who. 
on the basis of medical ad¬ 
vice, "is unable and will like¬ 


ly continue to toe unable to en¬ 
gage in any type of employ¬ 
ment necessary for financial 
independence/’ 

Under the new definitions, 
pensions will be available 
only to those who are perma¬ 
nently mentally ill, mentally 
retarded, or handicapped be¬ 
cause of "a physical injury, 
amputation, or physical mal¬ 
function of the body.” 

A doctor must confirm that 


the handicap is apparently 
permanent and that no thera¬ 
py would significantly de¬ 
crease it. The person also 
must be so aeverely han¬ 
dicapped that he cannot be 
trained to be independently 
employable, or that he re¬ 
quires extensive help in day- 
to-day living, or that he needs 
extensive extra expenses on a 
continuing basis. 

The regulations specifically 


exclude from eligibility 
"those who, regardless of any 
physical or mental disability, 
have not tried nor completed 
all possible remedial treat¬ 
ment, including job retrain¬ 
ing. to overcome the disabili¬ 
ty." 

Alsd excluded are "those 
whose reason for being unem¬ 
ployable is due primarily” to 
causes other than the handi¬ 
cap. 


LONDON (UPI) — Foreign 
Secretary James Callaghan 
and his Tory opposite number 
got into a shouting match in 
Parliament Wednesday, with 
the Conservative branding 
Britain's decision to give fi¬ 
nancial aid to Mozambique 
"an outrage." 

Callaghan told the Conser- 
vaties it was time "to turn 
your guns on (Rhodesian Pre¬ 
mier Ian) Smith.” 

Reginald Maudling. Conser¬ 
vative opposition foreign af¬ 


fairs spokesman, told Callagh¬ 
an: "As long as Mozambique 
is conniving at or fomenting 
terrorism and bloodshed 
across the frontier of Rhode¬ 
sia, we regard any aid to that 
country as an outrage." Calla¬ 
ghan slammed back: "I total¬ 
ly reject what you have said.” 

"The United Nations has 
called for assistance Jo this 
country," Callaghan ssn^T 
"And every commonwealth 
country is joining in. If the 
Conservative opposition wants . 


- to stand outside that, let them 
say so.” 

Maudling then asked Cal¬ 
laghan if he rejected his 
statement that Mozambique is 
"conniving at and fomenting 
terrorism in Rhodesia." 

Callaghan retorted: "It is 
time for you to face up to this 
situation and to turn your 
guns at Mr. Smith and to tell 
him to come to terms (with 
the African nationalist major¬ 
ity). That is the way to save 
Rhodesia." 


Crown case closes 
in robbery hearing 


The crown closed Its case 
Wednesday in the eight day 
of the Victoria County Court 
trial of two men accused of 
armed robbery. 

Judge Leslie Cashman ex¬ 
cused the jury until later 
today while he dealt with 
some legal matters in its ab¬ 
sence. 

Robert Joseph Gelineau and 
Gordon Norman Comley, also 


known as Damon Gregory 
Horne, are accused of holding 
up the Gorge shopping centre 
liquor store April 12, 1975, and 
taking $19,000. 

The last two witnesses for 
the Crown were Saanich de¬ 
tectives who testified about 
Gelineau’s arrest in Van¬ 
couver April 17, 1975, and 
bringing both men to Victoria 
by airplane. 


38 milon reasons 
to buy PanasonicTV. 


38 million. That's how many TV sets the makers of Panasonic 
have produced. 

And if you own one, you already know why. Panasonic TV 
delivers outstanding picture quality. Panasonic television is 
refreshingly simple yet elegant in design. Panasonic TV has 
earned a reputation for dependability. 

Through the years of development, production, 


advancement and refinement, the name Panasonic has become 
synonymous with quality. 

And that remarkable figure of 38 million speaks more elo¬ 
quently for Panasonic television than anything else. It means that 
people like you, millions around the world, recognize excellence. 

Why Panasonic TV? Ask the person who already owns 
one. The reason you’ll get is just one of 38 million. 


One more reason to buy now. 



by Q-Lock II one button tuning. In addition, Panalock 
AFT electronically locks in the best possible picture. 

See the new Panasonic PC-2663 color console 
at your Panasonic dealer soon. It’s one more reason 
to buy Panasonic. 


Panasonic 

just slightly ahead of our time ® 


BUTLER BROTHERS 

1720 Dougin SI. 

INDEPENDENT BUYERS 1 
DISCOUNT SERVICE LTD. 

CONTINENTAL 
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Coast to Coast Newspaper 

383-6911 

(acr*s»fr*mTh* Bay) 
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Hitler murder bid ‘self-defence’ 


Speer plot didn t work 


HEIDELBERG. West Ger¬ 
many (UPI) — Albert Speer, 
chief of Nazi war production, 
tried to kill Adolf Hitler in 
February, 1945, not for moral 
reasons, but in self-defence — 
“against the head of the fami¬ 


ly who wants to kill every¬ 
body.” 

In an exclusive interview In 
the house his father built on a 
bluff overlooking the Neckar 
.River, Speer, who spent 20 
years in prison for nazi war 


crimes, recalled the frantic 
last days of the Third Reich 
when the allies had tightened 
their death grip around Ber¬ 
lin. 

Until then, Speer said he 
had never questioned Hitler's 


Guilt plea puts escaper 
closer to clearing counts 


Glen John Glowa, 34, 
possessor of the longest crimi¬ 
nal record among the 10 men 
reported Dec. 16 as escaping 
in the Wilkinson Road jail- 
break. moved a little closer to 
clearing away all his charges 
with a guilty plea Wednesday 
in Nanaimo provincial court. 

Glowa had been scheduled 
to go through a preliminary 
hearing on a Nanaimo area 
charge containing one count 
of robbery, two of break-in 
and theft and two of posses¬ 
sion of known stolen property. 

Instead, he pleaded guilty to 
the robbery count and the 
prosecution stayed the others. 
Glowa was remanded to Fri¬ 
day for sentence. 

He already had a sizeable 
record when, in late 1970 and 
early 1971 in Vancouver, he 
was sentenced to a total of 17 
years in prison for four hold¬ 
ups and other offences. 

Glowa was transferred last 


year to William Head and 
now is charged with escaping 
*hd being unlawfully at large 
Nov. 26 from that institution 
and with a North Saanich 
house break-in and theft Nov. 
27 shortly before his arrest 
fallowing a car chase. 

Trials on those charges 
were to be held in Victoria 
provincial court and Glowa 
was lodged in Wilkinson Road 
until then. But he took part in 
the escape and was charged 
with the Nanaimo offences 
during the 40 hours of free¬ 
dom before his arrest Dec. 18 
near Parks ville. The cases 
are now due March 29. 

On "March 3> Qjowa was 
sentenced in Victoria to an 
extra year for the Wilkinson 
escape. He pleaded guilty like 
four others but they were all 
sentenced to four-month 
terms and Glowa was report¬ 
ed considering an appeal. 

The robbery he admitted 


Wednesday was of Cedar area 
resident Stanley James, who 
lost his car and some money 
to two men on the morning of 
Dec. 18 — the car which po¬ 
lice stopped near Parksville a 
short time later. 

John Wonnacott, 28, also in 
Wilkinson on a Nov. 26 Wil¬ 
liam Head escape charge, 
was arrested with Glowa. He 
pleaded guilty in Nanaimo 
Dec. 19 to the robbery and 
other offences and was later 
imprisoned for five years. He 
is the only one of the 10 re¬ 
ported escapers who was 
never charged with leaving 
Wilkinson. 

Glowa’s original release 
date from the 1970-71 offences 
was July 17. 1982. To that 
must be added his year for es¬ 
caping unless he wins an ap¬ 
peal, his sentence Friday and 
any sentence resulting from 
the March 29 charges in Vic¬ 
toria — if they go ahead. 


decisions or principles, but 
with the war clearly lost, he 
felt he had to act. 

He tried unsuccessfully to 
infiltrate poison gas into 
Hitler’s underground com¬ 
mand bunker. 

Speer makes no pretensions 
to morality. 

“My position and my ap¬ 
proach to this problem was 
much different than those of 
the (anti-Hitler plotters) of 
July 20. 1941. whom I admire 
very much,” Speel* said. 

"They organized their plot 
against Hitler for fundamen¬ 
tally ethical reasons.” he 
'said. "But my position in Feb¬ 
ruary. 1945, was quite another 
thing. 

“Hitler had said often 
enough that the German peo¬ 
ple had no right to survive if 
the war was lost," Speer said. 
“So it was a kind of self- 
defence, in the interests of my 
family, of my children, of 
other families. 

“One could compare my sit¬ 
uation with some family liv¬ 
ing on a faraway island, and 
the head of the family, he 
says openly, now I shall take 
explosives into the cellar, and 
one day I blow you all up,” 
Speer said. 

“Certainly one member of 
this family will think he is en¬ 
titled to do something against 
the head of the family who 
wants to kill everybody,” the 
ex-Nazi said. 
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... with Citation cabinets. The 
mellow wood tones of our skill¬ 
fully crafted cabinets will add a 
feeling of warmth to your home 
and create an atmosphere of quiet 
elegance. You can choose from a 
combination of eight styles and 
colours and convenience features 
such as lazy susans, roll-out shelves 
and tray cabinets, and create a kitchen 
that is all your own -a pleasing place 
to be in. 

Whether you are remodelling or 
building a new home, you can rety 
on tjie integrity of our fully trained 
and qualified kitchen design 
experts to help you plan your new 
kitchen or bathroom to ensure the 
most efficient_pse of the space 
available. 



Citation cabinets have been 
adding a touch of elegance to 
Canadian homes for more than 
ten years, and our attention to 
detail has helped make us the 
numbef one cabinet manufacturer 
in western Canada. We're proud 
of our cabinets-and our reputation. 

Citation Cabinets Ltd. 

506 Williams Street, Victoria 
(604) 386-3538 

Showroom hours: 8:30 am to 4:30 pm 
Monday through Friday: 

Saturday by appointment only: 


Citation 

.CABINETS . 


Richmond/Edmonton/Calflary/Winnipeg/'Kamloopsy'Kelowna/Vemon/Nanaimo/Regina 
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Suddenly,; France is backing off 
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By DON COOK 

STRASBOURG — French 
President Valery Giscard 
d'Estaing is suddenly hesitat¬ 
ing at the last minute on his 
commitment to France's par¬ 
ticipation in direct elections 
for the European parliament 
in 1978, according to parlia¬ 
mentary members gathered 
here for a regular monthly 
session. 

A drafl convention to fix the 
size of the new parliament 
and the allocation of seats 
among the European Common 
Market countries is scheduled 
for final approval at the next 
summit meeting of the nine 
heads of government, to be 
held In Luxerhbourg April 1. 
Only three out of 19 articles in 
the convention remain to be 
settled. 

However, in these three ar¬ 
ticles there is ample opportu¬ 
nity for the whole project to 
be derailed, and the French 
are past masters at the us? of 
technical or procedural points 
to bring something to a halt 
while still professing their de¬ 
votion to the project in princi¬ 
ple. 

4 Although the French pres¬ 
ident has so far been virtually 
unequivocal in his support 
and commitment to direct 
elections for the European 
parliament, he has also been 
under heavy tire from the ex¬ 
treme Gaullists who form 
i r f his simport in the Na¬ 
tional Assembly, and from the 
(’ mmunists on the other side 
of the chamber. Just as the 
•' mim-nists and the Gaullists 
are allied in their resistance 
to any warming-up of French 
relations with the North At¬ 
lantic Treaty Organization, 
they are united in their op¬ 
position to a directly elected 
European parliament, which 
they see as an infringement 


Direct elections for European parliament 


on French sovereignty and in¬ 
dependence. 

According to three parlia¬ 
mentarians here of different 
nationalities, one a French¬ 
man and all involved in long 
and persistent efforts to trans¬ 
form this appointed assembly 
Into a directly elected Europe¬ 
an institution, the behind-the- 
scenes attitude in Paris has 
changed in the last 10 days. 

One described it as "a 

marked stiffening on« Europe¬ 
an policy" while another 

characterized it as 'last- 
minute foot-dragging." 

The most extreme estimate 
of the situation is that Gis¬ 
card d'Estaing is about" to 
give in to Gaullist pressure 
and seek a postponement of 
the parliamentary election 

plan — possibly using as a 
pretext the disagreement still 
to be resolved in Luxembourg 
oyer the allocation of seats in 
the new assembly. The Gaul¬ 
lists also contend that it 

would take a constitutional 
amendment to enable France 
to participate in European 
parliamentary elections, and 
they argue that under the 
Treaty of Rome there must be 
a uniform election system in 
all countries — a manifest im¬ 
possibility at this stage in 
Europe’s development. 

So far, the French govern¬ 
ment has brushed these inter¬ 
nal conflicts to one side. Gis¬ 
card d’Estaing has taken the 
position that simple enabling 
legislation by the National As¬ 
sembly is sufficient for 
French participation and that 
uniformity of election proce¬ 
dure throughout all of Europe 
is not a requirement under 


the Rome Treaty, but merely 
the ultimate objective. 

On the allocation of seats, 
however, the draft convention 
up for approval in Luxem¬ 
bourg would give France 75 
seats out of a new total of 355. 
The French have countered 
with a plaih for a parliament 
of only 284 members. In which 
they would hold 55 seats. 
There is very little in it ex¬ 
cept argument which will be 
long forgotten once it is re¬ 
solved — but if the French 
president wants to" shelve the 
whole thing for internal jioliti- 
cal reasons, this could he the 
excuse. 


At die Rome summit meet¬ 
ing in December, it was 
agreed to aim for European 
parliamentary^ elections in 
May of 1978, although Britain 
and Denmark sajd they prob¬ 
ably could not meet the date 
for their own internal political 
reasons. The Danish parlia¬ 
ment has now passed a reso¬ 
lution approving the project, 
and the House of Commons i$ 
about to do the same in Lon¬ 
don in a debate on a govern¬ 
ment “green paper before 
the end of this month. This 
still does not mean that Bri¬ 
tain or Denmark will be 


ready to join by 1978, but it 
certainly means that both 
countries will come along in 
the end. 


If France now elects to 
stand aside, it would be possi¬ 
ble for the others to go ahead 
— but it would be like playing 
Hamlet without the king and 
queen as well as the prince. 




Sanbsm 


Savin Funeral Chapels Serving Vancouver Island' 


Dedicated To Service . . . 

your seven community chapels, independently family owned 
end controlled Sands, since 191? 


VICTORIA, 388-5155 
SIDNEY, 454-793? 

COL WOOD, 478-38? I J 
DUNCAN, 744-521? 1 
NANAIMO. 743-3032 
LADYSMITH, 245-2331 


_ill IT 

INVITATION 


r.n •• 
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INTERNA TIONAL FLIGHT CARE 


A DIVISION OF SANDS 

Removal and Service 
Arrangement 
Covering 

Vancouver Island 

A DIVISION 
, OF SANDS 

Specializing in forwarding to or from anywhere 

WORLD-WIDE FUNERAL INFORMATION SERVICE 

Call Collect, or Cable H Mortuary Victoria” 

A DIVISION OF SANDS 


m 


I NATIONAL 
SELECTED 
MORTICIANS 


viiiiii 
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NATIONAL ENERGY BOARD 

NOTICE OF HEARING 


TAKE NOTICE THAT The National Energy Board’s 
Public Hearing into the potential producibility of 
Canadian oil, the domestic demand for oil and for 
indigenous feed-stocks, the effects of conservation on 
Canadian consumption and the surplus of Canadian 
oil and the need to change the system of licensing 
crude oil and products exports, convened by Order 
No. OHR-1-76 will be held at the following places 
and times: 

CALGARY 

The Bonavista Room of the Calgary Inn, 

320-4th Ave. S.W., Calgary, Alberta on the 
5th day of October 1976 at 9.30 a.m. local time. 

OTTAWA 

The National Energy Board Hearing Room, 

473 Albert Street, Ottawa, Ontario on the 
12th day of October 1976 at 9.30 a.m. local time. 

Interested parties may obtain a copy of the Hearing 
Order and an Outline for Submissions by writing to 
the Secretary of the Board at the Trebla Building, 
473 Albert Street, Ottawa, Ontario, K1A 0E5 or by 
telephoning 613-992-5506. 

DATED'at the City of Ottawa, in the Province of 
Ontario, this 19th day of February, 1976. 

NATIONAL ENERGY BOARD 
"Briap H. Whittle” 

Brian H. Whittle, 

Acting Secretary 


Our best value ever! 
Canada Wide Special 
Spanish and Italian 
leather casuals. 
We’ve volume bought 
to price them this low! 
Now big savings for you. 


Only 


17.99 


pair 


~v* 



B. Kid leather Spanish sling with colorful print 
nylon tricot lining, leather stacked wedge, and 
hand-sewn moccasin vamp. Crepe sole double 
stitched at toe for long wear Bone. tan. Full 
and half sizes. 5'z-9. 



A. Unlined calf leather Italian espadrille 
has leather covered wedge and crepe 
sole. Tan or navy. Full and half sizes. 
5‘2-9. . 

Women’s Shoes. Dept. 238, 

Floor of Fashion 


C. Buffalo leather Italian sandal with 
open toe, rope covered wedge heel 
and crepe sole. Nylon tricot lined, and 
padded leather insole. Tan, white, 
navy or bone. Full and half sizes. 5Vj- 
9. 


EATON'S 
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Bl'YLINE 388-4373 Stor* lnformaUon 382-7141 Store Hours Dally »30smto8 30 pm Thursday and Friday 9 30 V-m to 9 00 p m 


LADIES 
SHAPE UP 
FOR SPRING 

Classes Start Weak of Mar. 15th 

EXERCISE ft SAUNA 
PRE-NATAL CLASSES 
RHYTHMICS (BALLS, HOOPS, CLUBS) 
WATCH YOUR WEIGHT 

RACQUET BALI_and much mora 

PHONE: 386-7511 TODAY 
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CPR 4 did nothing’ over warning on trestles 


By DON COLLINS 
Colonist Reporter 


A Canadian Transport Com¬ 
mission hearing was told in 
Victoria Wednesday that CP 
Rail knew five years in ad¬ 
vance two railway trestles 
north of Parksville would 
have to be replaced by 1975 at 
the latest. 


They weren't replaced and 
CP halted its Esquimau and 
Nanaimo Railway service be- 
iween Parksville and Cour¬ 
tenay last July 1 on the 
grounds that the trestles were 
unsafe. 


The hearing, which enters 
its fourth day in Victoria 
today after a four-day session 


at Courtenay, is dealing with 
a double application from CP. 
The company wants permis¬ 
sion to officially suspend ser¬ 
vice between Parksville and 
Courtenay and to diseontinue 
passenger sendee on the en¬ 
tire line from Courtenay to 
Victoria. 


-was spent in technical testi¬ 
mony about methods of con¬ 
struction and costs. Nanaimo 
Mayor Frank Ney managed to 
give the proceedings a dash of 
color. 


While most of Wednesday 


Warning to vandals: 


It’s a 10-year rap 


Central Saanich police, 
hampered by lack of ev idence 
against suspected juveniles, 
took a different tack Wednes¬ 
day and issued a public warn¬ 
ing to those responsible for an 
estimated three dozen cases 
of mailbox theft and vandal¬ 
ism since mid-December. 

Police Chief Robert Miles 
disclosed police would go to 
Brentwood Elementary school 
and several clubs in the near 
future to tell groups of youths 
about the problem. 


Miles said 35 to -10 com¬ 
plaints had been received 
since just, before Christmas, 
mostly in the Greig Avenue 
and Brentwood Drive areas, 
of items taken from mail¬ 
boxes and either thrown on 
the ground nearby or taken a 
short distance and opened, 
with contents thrown away. 

He said stakeouts would not 
work because "relatively ex¬ 
posed areas" were involved 
and no pattern to the in¬ 
cidents could he (bund. 


Schools test case 


llie chief indicated four or 
five juveniles aged 10 to 14 
were suspected, and said they 
undoubtedly did not realize 
their actions constituted thelc 
from the mails, and a max¬ 
imum penalty of 10 years in 
prison. 

Miles said residents of the 
areas had lost income tax 
forms and other important 
papers. In one case, birthday 
gifts for young children "were 
ripped out of a parcel and 
thrown into a tree." 

"I just wonder if they really 
understand what they're 
doing," he said. "Do they re¬ 
cognize or care how others 
are affected?” 


During a late afternon aj»- 
pearance Ney said the passen¬ 
ger service should not only be 
maintained, but doubled and 
pepped up to the point of ini¬ 
tiating "champagne flights.” 

H* also said the province 
should either subsidize or ex¬ 
propriate it. 

Before he got his turn, how¬ 
ever, CP's Vancouver division 
engineer, Robert Kerr, dis¬ 
closed . that the railway had 
known by 1970 the trestles 
wouldn't be good for use 
beyond 1975. 

During Tjtfestioning by B.C. 
government counsel Melvin 
Smith. Kerr said the trestles 
at French Creek and Sable 
River had been reconstructed 
in 1954 and 1956. He also said 
untreated timber could be ex¬ 
pected to last 15 or 16 years. 
Treated timber has a longer 
lifespan and had been used 
since to give the trestles what 
was considered necessary 
support until 1975. 

When he admitted to Smith 
that this was known in 1970, 
the lawyer wanted to know if 
it wasn't a "rather casual 
lead-in to doing ^orffellrtng 
about these strmjbres?" 

Kerr said/tfiere had been 
"constant' planning since 
1971 fdr the replacement of 


both trestles and that tenders 
had been called. 

He had said earlier that a 
tender had been accepted in 
the case of one trestle, but 
that the contract was never 
signed. He said all bids on the 
second trestle were consid¬ 
ered too high. 

Since the company had five 
years' warning. Smith won¬ 
dered what had been done 
about budgeting and arrang¬ 
ing for the necessary material 
and labor. * 

Kerr said there had been 
planning but that no linal 
commitments could be made 
urtless there was "money m 
the pot.” 

"There has to be more than 
just money In the pot when 
you know- the bridges are 
going to fall out in 1975 — it's 
pretty crucial," Smith said. 

In his presentation to the 
commission. Mayor Ney said 
there Should be two daily 
trips by the Dayliner to allow 
passengers to stop over in 
various cities and return 
home the same day. 

"More emphasis should be 
oriented to promotion • for 
example, champagne flights. 


music and more local adver¬ 
tising . . ." Ney said. 

He talked about booming 
I>opulations in need of such 
service and said land grants 
originally given the railway 
far outweighed any passenger 
service los§ it may have in¬ 
curred. 

Pointing out that the B.C. 
bus transportation system has 
been heavily subsidized by the 
province. Ney said: 

"If the E and N dayliner 
service is to be upgraded 
there is a strong case for call¬ 
ing ujion the provincial gov¬ 
ernment to participate more 


in the subsidization of the ser¬ 
vice, or even expropriation of 
the passenger services." 

Ney's. promotion of Ins own 
city prompted a tongue-in- 
cheek reference from CP Rail 
counsel Norman Mullins to 
Nanaimo's famous bathtub 
races. 

"Tell me. Mr. Ney, has it 
increased the rate of bathtubs 
on the E and N?” 

It gave Ney a chance to 
take a parting shot at the rail 
service. 

"We find it easier to hit the 
.'12 miles across the straits." 
he said. 


EATON'S 


For the 

Hard of Hearing 


Unitron hearing aids 
can help nerve deafness 
and understanding. We 
supply batteries at no 
charge for the life of the 
Unitron rechargeable 
Hearing Aid at Eaton s 


Fourth Floor 


382-7141 


“Let 's get together more often" 


You really have good taste" 


FRANKLIN FIREPLACES 
METAL FIREPLACES 
VAN. ISLE STOVE SWOP 

443 Ooldjfrtam Avt./ 

ManMys 


474-0322. CIomRH 


Court to settle 


picketing issue 


A court date has been set In 
the legal battle between the 
Greater Victoria School Board 
and the Canadian Union of 
Public Employees on whether 
picketing of schools is unlaw¬ 
ful. 


Police name 


fallen walker 


The 90-year-old Victoria man 
whose body was found Tues¬ 
day afternoon on the beach 
beljw Beacon Hill Park look¬ 
out was identified Wednesday 
by Victoria |joLice as Stephen 
Annable. 1030 Empress. Police 
said indications wertq he col¬ 
lapsed and died shortly after 
leaving his home for a walk. 


The B.C. Supreme Court 
will hear the case involving 
the school district and CUPE 
local 382 on May 4. 

The school board was grant¬ 
ed an interim injunction 
March 25. 1975. by now-retired 
Mr. Justice R. A. Wootton 
prohibiting the union from in¬ 
terfering in fuel-oil deliveries 
and engaging in mass picket¬ 
ing at schools during certain 
hours. 

In handing down his ruling. 
Mr. Justice Wootton said the 
Public Schools Act took prece¬ 
dent over the Labor Code. 

In what is expected to be a 
precedent-setting case, John 
Wood tyill represent the 
Greater Victoria school 
board. 

Wood said Wednesday that 
he will be trying to convince 
the court that picketing 
Against any school is illegal. 


'EXTREMELY URGENT SALE' 

THE MOST UNFORGETTABLE AND VALUABLE COLLECTION OF 


ORIENTAL RUGS 


RETAINED SHIPMENT ORDERED FOR IMMEDIATE DISPOSAL 


These International High Standard Oriental Ruga and Carpets were specially 
brought in for the VANCOUVER HOME SHOW of 1976. (A rare opportunity to 
buy a breathtaking Unique Collection). 

BEING SOLO AT BARGAIN PRICES THAT MAY NOT BE REPEATED 

Many exceptional items of selected qualities of high investment calibre and other ex¬ 
clusive items featuring: 

Museum quality. Tabriz. Bird3 of Paradise, a Unique Isfahan. Theran Picture Rug. Birth 
of Christ. Imperial Kirman, Palace Quality Kashan, Fine Quality Nain, Large Ardabil. 
Breathtaking Hunting Rugs. Mashad. Blouch. Prayer Rugs. Kafkaz. Magnificent Royal 
Bokharas and Imperial Kashan in Large Sizes. Fine quality Jewels of the Loom. Tree of 
Life. Saroukjal. Pendic. Turam. Takhtataous. True Justice Story of King Solomon 
described in pictures. Hutchio Ruga. Bhadshawhe Rug and many more. This collection 
also includes many runners and authentic Kashmir Handmade (needle work) 
Tapestries * 0 

DON’T MISS A UNIQUE COLLECTION SUCH AS THIS. 

IT COULD BE CONSIDERED A WISE INVESTMENT. 

Ev#ry ptec« \t a work of art and guaranteed hand knotted by tha Maater Woavor. Sizoa fromV6' x2' 
to 10'x14‘ approx. Runnara rxS 1 to 3*x22' approx. 

DCn I mil lilil Cavalier Mire* Mill 4 151* 

ntU L UN INN Room *«*i u •.■.-w ».■ 

3 5 taUqiUMi Mm*, 10 * ■ 7 p a 



SILK 

TASSEL 


!A\ k 


Silk ’n Cola 


McGUINNESS SILK TASSEL 
the good, 5 year old whisky zhat is so smooth 
x. Just a*k for 


with whatever mix. Just alk for Silk and... 


Hurry, and get a great buy on a dependable 
Viking appliance! They’re all guaranteed 
for satisfaction or your money refunded. 



Viking convertible 
dishwasher 


Save on Viking 
“self-cleaning” range 


Viking automatic 
2-speed washer 


Viking 14.8 cu. ft. 
refrigerator 


Viking 12.1 cu.ft. 
freezer 


399 


99 


519 


99 


359 


99 


469 


99 


279 


99 


Economical 3 push-button dishwasher 
features 7 cycles; 2 wash levels; soft food dis¬ 
poser; faucet bypass valve; silverware basket 
and 2 detergent dispensers. In gold color. 10.00 
extra. 

Dish washers, Dept. 2SI, Main Floor, 

Home Furnishings Building. 


Guaranteed range has automatic preheat 
oven; no-tum speed broil; infinite heat; 5-ring 
elements; delay, cook and hold; recessed 
cooktop; and storage drawer. In gold color, 
10.00 extra. 

Ranges, Dept. 256, Main Floor, 

' Home Furnishings Building. 


_ _ _ _ 

temperature combinations; 3 cycles (regular, 
permanent press, delicate); 3 water level 
selections; automatic load balance; safety lid 
switch and more. 


Washers. Dept. !57, Mai. Floor. 
Home Furnishings Building. 


Frost-free refrigerator has 140 lbs. freezer 
capacity: four 10-position adjustable shelves; 
two freezer shelves; twin crispers; storage in 
both doors and polyester enamel interior. Gold 
color, 10.00 extra. 

Refrigerators. Dept. VA, Main Floor, 

Home F'urnlshings Building. 


Reliable freezer has 424 lbs. storage capacity; 
basket and divider; interior light; sturdy 
polyurethane foam insulation and lock and 
key. 


Freezen. Dept. 1st. Main Floor, 
Home Furnishings Building. 


Viking upright vacuum cleaner 


Matching Viking dryer 


Viking canister vacuum cleaner 


79 


99 




Lot#,profile vacuum features power driven 12' 
brush; convenient toe switch; 3-position handle and 
no-mar bumper 

Vacuum Cleaner*. Dept. 258, 

Main Floor, Home Furnishing! Building 


239 


99 


Dryer features timed and automatic dry cycles, 
automatic permanent press/delicate cycle, and 
more 

Dryers, Dept. 257, Main Floor, 

Home Furnishings Building. 




114 “. 

1 Versatile vacuum for rugs, bare floors, drapes and 
upholstery. Draws over 1800 cu. in of air per se¬ 
cond 

Vacuum Cleaner!. Dept. 258, 

Main Floor, Home Furnishing! Building. 


Viking 17.8 cu. ft. chest freezer 

309 " 


Quality freezer has full 623 lbs storage capacity, 
fast freeze section; basket; divider and much 
more 

Freeierg, Dept. 258, Main Floor. 

Home Furnishings Building. * 


Don’t miss these Viking values. Use your handy Eaton’s account card 


EATON'S 


BUYUNE 388-4373. Store Information 382- 
7141. Store Hours Daily: 1:30 a m. to 5:30 p.m. 
Thursday and Friday 5:3® a.m. to 1:00 p.m. 





























































Surprise 

jackpots 



SECRET WORD BONUSES DAILY 


DIAL C FAX 1070 


Hails (Mantel, 


(ESTABLISHED ISM) 



SECOND NEWS SECTION 


VICTORIA, BRITISH COLUMBIA, THURSDAY, MARCH 11, 1976 


PAGE THIRTEEN 


Civic status knocks again on region west door 



Colwood, Langford, and pos¬ 
sibly View Royal are can¬ 
didates. once again, for mu¬ 
nicipal status. 

Representatives of the re- 
.gion's western sector are 
meeting today with Municipal 
Affail’s Minister Hugh Curtis 
to reopen discussions on the 
subject. 

There have been unsuccess¬ 
ful drives for incorporation in 
the past, and a committee 
was established by the NDP 
government to study the ques¬ 
tion. Rut that committee has 
not mot since last^september. 


R. M. Emery. Colwood's 
director on the regional 
board, said Wednesday that 
“the time has come’ for the 
area to gain "closer control of 
our own destiny.” 

Continued governing of the 
area through the regional 
board was "asking too muph 
of the region.” he said. 

The area’s population and 
business growth requires 
some system, not so much to 
control, as to avoid chaos, he 
said. A particular problem 
was the need for a road net¬ 
work, which would require 


provincial aid soon, he added. 

He predicted incorporation 
would be more acceptable to 
Colwood-Langford residents 
now than it was eight years 
ago when voters rejected the 
idea. flrtore people have 
moved into the area and they 
wanted more say in their 
local government, he said. 

View Royal, however, sepa¬ 
rated from Colwood-Langford 
by geography and interests, 
might be better accommo¬ 
dated as part of Saanich or 
Esquimalt, rather than a new 
municipality, he said. 


But Langford's director. E. 
B. Pallister, said he would try 
to keep an open mind on the 
issue "until some facts are 

-in." ~ 

Like Pallister, Curtis re¬ 
garded today’s meeting as 
"just an opener." The area 
has a very large population to 
be without local government, 
and incorporation "is an ap¬ 
propriate next step," Curtis 
said. 

But he added that "even if I 
could, and I can’t, I would not 
order it (incorporation) at 
this time." 


Metchosin would probably 
be left out of any new western 
municipality, because urban 
development is not planned 
there, he said. 

There were several possibil¬ 
ities for View Royal, he said. 
It could stay as it is, incorpo¬ 
rate with a new western mu¬ 
nicipality, join Esquimalt, or 
form its own municipality. 

He said he will offer his de¬ 
partment's resources to the 
western communities to help 
them study the issues of in¬ 
corporation. 


Tax dollar best spent 
on upgrading housing 


—Colonist photos by Ian McKain 

Rubble window gives crewmen view of rugged coast 


By HUBERT BEYER 
Colonist Raportar 

There's no belter way to 
spend tax dollars than for the 
upgrading of existing housing, 
a group of tenants said 
Wednesday. 

A represenjffitive of a Van¬ 
couver real estate firm which 
wants to use tax dollars in 
that fashion agreed with the 
tenants. 

So did a representative of 
the Central Mortgage and 
Housing Cnrp.. which controls 
the tax dollars. 

The meeting was arranged 
for the benefit of a Colonist 
reporter to "clarify a few 
points" regarding an article 
last week. 

The article slated that Clay 


Realty, a Vancouver firm 
which owns the 78-unit Nia¬ 
gara Garden Courts in James 
Bay, is applying for federal 
funds to upgrade their pre¬ 
mises. 

The funds are available 
under the lederal govern¬ 
ment’s Residential Rehabili¬ 
tation Assistance Program, 
RRAP for short. 

A maximum of $5,000 for 
each unit is available, half of 
which is forgivable by way of 
a grant. 

Effective interest on loans 
is 8 per cent, but any landlord 
taking advantage of this pro¬ 
gram must undertake to keep 
rents at a reasonable level. 

A number of tenants said 
they were upset about last 


Buffaloed on golden trail 


By JON KERRY 

Colonist Reporter 

Don't let-cowboys fool you 

riding a bucking horse is a 
piece of cake. 

The twisting, snapping sen¬ 
sation lasts only a few sec¬ 
onds. Then there's always 
lhat nice hard dirt to snuck 
down into. 

But riding a low-flying, 
bucking Buffalo — aircraft 
that is — is something else. 

ft is literally a sickening, 
pai»erbag-clutching night¬ 
mare. There is no escape 
trom an endlessly lurching 
bottomless stomach pit. 

THIS, OF COURSE, is not 
to say that the Buffalo is a 
mean machine. 

It is a benevolent big bird 
with gently-turning propellers 
and a i**»ourceful. retractable 
rearend rather like that of a 
B.C. ferry. 

The Buffalo aircraft from 
442 Search and Rescue Squad¬ 
ron, moreover, are more than 
simply good-natured — they 
are positive flying Florence 
Nightingales to sailors and 
airmen in distress. 

They fly over stricken craft 
and with as much precision as 
the often fearful conditions 
allow, dispense liferafts, 
pumps anji other lifesaving 
gear. 

THEY TEND TO fly low 
and slow, their windscreens 
spattered with sail spray and 
their tubular-bellied bodies all 
ajudder with turbulence — 
xvhich. of course, is where the 
nightmare, at least for the un¬ 
initiated, comes in. 

The Buffalo aircraft which 
took off from Pat Bay Airport 
at 1:45 p.m. Wednesday was 
killing three birds with one 
stone — and how. 

Its six-man crew was on a 
training mission to hone their 
rescue skills, they were out to 
keep a check on the con¬ 
troversial B.C. herring fleet 
and they were also showing 
four Victoria newsmen the 
facts of flying life as far as 
the west coast of Vancouver 
Island was concerned. 

EACH YEAR AT this time, 
a lucrative herring-roe fishery 
goes into action for about six 
weeks, bringing fishboat 
owners up to $15,000 and an 
average $5,000 for the period. 

Crew members will earn be¬ 
tween $2,000 and $5,000 during 
the same time. 

The golden eggs in the her¬ 
ring bellies are the payloads 
that each year send men to a 
cold death in the waters just 
west of Vancouver island. 

The elusive ripe herring roe 
sells for up to $20 a pound in 
Japan where the Pacific cavi¬ 
ar, a product shunned in Can¬ 
ada, is a delicacy. 



Buffalo—a bronc of a rescue cruft 


THE TIME TO catch her¬ 
ring is just before they start 
to s(>awn when 10 per cent of 
tlie body weight of a given 
sample of herring is roe. 

Two kinds of fishermen par¬ 
ticipate in the annual race lor 
herring roe. The gillnetters 
are highly-seleetive small op- 
erators who collect herring 
just as they spawn, while 
seiners defend on volume and 
use automated equipment 

Aboard was Major Denny 
Ryan, the convivial armed 
forces information man and 
shutterbug who coos with 
memories of Buffalo flights in 
a place called the Northwest 
Territories, and when in flight 


likes to crouch at a window 
overlooking the wing. 

"I’VE GOT MORE pictures 
of engines than anybody 
else," he boasts cheerfully. 

Takeoff is a grinding, shud¬ 
dering affair and the Buffalo 
wings its way past James Is¬ 
land, past Oak Bay Marina, 
past the recently-wrecked 
seiner Brandy Wine off the 
Victoria Golf Club course, 
past Clover Point, out over 
Race Rocks and wind- 
whipped waters. 

The swell may look like dol¬ 
lops of snow on mountains of 
green glass but it’s nice and 
choppy. 

And Ryan is quick to re¬ 


mind us that to the west there 
are 4.000 milos before you hit 
land again. 

BY THE TIME we fly past 
much-logged Jordan River 
territory, the sun is becoming 
‘brighter, the mountains are 
starting to be snowcapped, 
the logs are washed up on the 
beaches like mounds of 
matchsticks, the seas are all 
shades from snot-green to 
pea-green, the surf starts to 
boll. 

The farther up the coast we 
go. the nicer it gets. 

The sea washes bluer, the 
sun Ijcams brighter, the wa¬ 
terfalls tumble down the 
rocks in pursuit of sandy 
beaches. 

The Buffalo flies lower, dip¬ 
ping to 500 feet at 110 knots. 
The rot in this reporter's ome¬ 
let-laden stomach is setting 
in. 

Apparently unaware of his 
fellow flyer’s internal prob¬ 
lems, a crew-membcr re¬ 
marks with relish: "It’s a 
pretty mean sea out there," 
more than 50 knots of blow’. 

WE ARE NEARING Bam- 
ficld now and past Cape Beale 



Herring fleet nestle* in sheltered channels north of Tofino 


whore seiner crewman Rusty 
Watprs died recently when the 
Bruce I was wrecked on 
rocks. 

Last herring season 10 ships 
and M men went to their 
graves off the B.C. coast. 
Waters' death is so far the 
only one this year although 
tour lioats have been swal¬ 
lowed by the sea. 

Three other crew members 
of the Bruce I were rescued 
by a U.S. Coast Guard heli¬ 
copter which itself developed 
engine trouble and was forced 
to ditch in the sea. 

THE HELICOPTER'S own 
crew of four and the fisher¬ 
men were all taken to safety 
aboard a lifeboat. 

Also off Cape Beale this 
year were two Lower Main¬ 
land herring fishermen who 
were described as "lucky to 
be alive" when lifted from an 
open skiff 37 hours after their 
gillnetter capsized. 

The sea and the wind here 
mean business, and as a fur¬ 
ther grim reminder there 
below are the remnants of a 
Japanese freighter nestling up 
against some rocks like a toy- 
boat wrecked in a bathtub. 

We’re into Barkley Sound 
under the lee of logged-off, 
snowcapped mountains. 

Sea lidns are playing and 
patches of milky water bear 
evidence of the presence of 
herring spawn. c# 

BY THE TIME we Jiit Long 
Beach there’s not a cloud in 
the sky. just a storm in the 
stomach of two or three of the 
while-faced newsmen. 

The herring fleet is in sight 
at last. gillnetters and 
seiners, skiffs in tow, nets at 
the ready. 

The fleet has taken refuge 
from the churning seas off 
Clayoquot- Sound, four miles 
north of Tofino. in the-shel¬ 
tered waters of Bedwell Sound 
and Cypress Bay. 

The scene is better than any 
picture postcard — tranauil 
w a t e r|i , green mountain 
slopes leading to heavily 
snowpacked peaks and a 
bright sheen of sun cast over 
the whole fleet. It's eagle 
country, all right. 

AS THE BUFFALO circles 
and recircles the fleet to take 
photos and to check on a boat 
which appears aground, a 
horrible drama is chuijiing 
and rechurning twifcted rheto¬ 
ric in my gut. 

"I think his stomach is feel¬ 
ing like herring spawn right 
now ." quips somebody. 

The controversy-wracked 
fishing vessels bob aind loll In 
the sufi. Their golden prize 
are lhe insides of herring. I 
spill mine into a paper bag. 


week's story because it might 
jeopardize the program. 

They said the tenants 
suggested to the owners to 
investigate the possibility of 
getting RRAP money to up¬ 
grade the development. 

They said they had received 
great co-operation from the 
owners. 

They wOuld like to haxte im¬ 
provements done to their 
townhouses and the federal 
program was the best way to 
achieve that goal. 

Basil Davis of Clay Realw 
said the only way to keep 
rents at their present low 
level was to do the necessary 
repairs with cheap federal 
funds. 

The qwners, he said, hadn't 
taken a cent of profit out of 
the development for the past 
lour years. 

If the repairs were done 
with money secured from con¬ 
ventional loans, Davis said, 
rents would have to rise con¬ 
siderably. 

Asked why the firm hadn’t 
undertaken the repairs during 
the past four years, Davis 
said: "We couldn’t afford it." 

Minimum repairs now are 
estimated at $180,000. he said, 
but with RRAP money, more 
than the absolute minimum 
could be done. 

Plans call for night lighting 
to improve safety, play¬ 
grounds for the 80 children 
living in the project, as well 
as repairs which include new 
roofs for all the buildings. 

Davis said by accepting 
RRAP money, 'his company 
was "locked into" present 
rent levels, which ranged 
from $120 for a bachelor suite 
to $185 for a two-bedroom 
townhouse. (Some two- 
bedroom townhouses are rent¬ 
ing for $156 a month). 

But Allen Clark of CMHC 
interjected that a clause in 
the agreement would allow 
rent increases, provided the 
owners could prove increased 
cost factors. 

Clark said if the company 
received the maximum of 
about $400,000 in RRAP 
money. $200,000 would be 
"free." 

O 


Sewage halt 
just year away 


The discharge of 5 million gallons of raw sewage a 
day just below the high-tide mark at Clover Point must 
stop within 16 months. 

That firm reminder was sent to the Capital Region 
Board Wednesday by William Venables, director of the 
provincial pollution control branch. 

Venables reminded the board that the 16-month 
deadline was "an order" under the Pollution Control 
Act and he expected to be given firm assurances that 
the work would be completed in time. 

An outfall in the planning stages for several years 
is lo pipe sewage 6,400 feet out into the ocean. In "addi¬ 
tion to the 5 million gallons now discharged at Clover 
Point, the new outfai] will handle another 4 million 
gallons discharged near McMicking Point in Oak Bay. * 

The project was delayed by lengthy arguments over 
cost-sharing hetween Saanich and Victoria, and there 
was no indication at Wednesday’s meeting whether the 
deadline can be met. 


f 


Ferries stop 
in windstorm 


The day ended early for 
B.C. Ferries wind-and-wave 
bulfeted ships Wednesday. 

High winds forced cancella¬ 
tion of 8 and 10 p.m. sailings 
from both Tsawwassen and 
Swartz bays, but the last 
ferry did not dock at Swartz 
Bay until 9:35. It started its 
run. which usually takes one 
hour and 40 minutes, at 6:30, 
a B.C. Ferries spokesman 
said. 

All Gulf Islands sailings 
from both terminals were also 
cancelled, as were 8:45 and 11 
p.m. sailings from Departure 
and Horseshoe bays. 

Winds were responsible for 
a power failure which delayed 
the 4 p.m. sailing from Kelsey 
Bay three hours, the spokes¬ 
man added. 

According to Victoria’s 
weather office, the biggest 
problem for the ferries was in 
Active Pass, where winds 
were blowing from the 
northwest at 50 knots, whip¬ 
ping up rough seas and heavy 
swells, at 6 p.m. 

At Tsawwassen winds were 


between 32 and 10 knots with 
rough seas, making docking 
difficult. 

The weather office spokes 
man did not expect the wind! 
g u s t i n g through Georgii 
Strait to subside before thi 
morning. 

Near Nanaimo, heavy wind: 
complicated efforts to rescue 
a 100-toot herring packe: 
which lost its steering gea 
Wednesday afternoon. 

The packer was strande 
without steering nkir Fix 
Finger Island, abouj^^mile 
outside Departure B^JRl 

A passing commercial IW 
ing boat put a line aboard tl 
packer in an attempt to tow 
to safety, but 50-mile-an-hoi 
winds finally snapped the lim 

The tugboat Sea Come 
which meanwhile arrived i 
the scene, towed the packer 
safety. 

The Rescue Co-ordinatic 
Centre in Victoria reportc 
the coast guard cutte 
Jleady, had a comm ere i 
fishboat in tow headed f< 
Nanoose Bay. 


Pupils ’ dream townsr 
Sunshine , rain, peace 


Colonist Reporter 

Ask an elementary school 
•student a simple question like 
"Other than Victoria, where 
would you like to live?” and 
the answers vwll send grown¬ 
ups into laughter or tears. 

That question was posed to 
students in Grades 1 to 7 at 
Bianshard elementary and the 
variety of answers was amaz¬ 
ing. Spellings are left here as 
they appeared in the replies. 

For Grade 6 student Matth¬ 
ew Grisley, the answer was 
Quesnel, "because it has a lot 
of snow and I like snow.’’ 

Gord;)n chose another B.C. 
city — but for a different rea¬ 
son. 

"I would like to live in Ki-- 
timat and see xvhaf it is like 
because I used to live there 
when I w r as ft baby and I haye 
heard a great deal of stories 
about it raining." 

Lisa was one of many who 
opted for sunnier climes. 

"Other than Victoria, I 
would like to live in Hawaii 
because it is hotter their. You 
can collect shells, go swim¬ 
ming, surfing and it hardly 
ever rains.” 


Roxanna provided another 
alternative to Victoria. She 
chose Penticton "because it is 
a very fun place to be. It has 
a hotels and park and swim¬ 
ming pools with hotels." 

Sherry's answer left many 
scratching their heads. 

"I would like to live in Tha- 
siss (probably Tahsis on Van¬ 
couver Island) because it isn't 
a city." 

Principal Ron Berod of 
Bianshard insisted on Jason’s 
answer being included. 

"Other than Victoria. I 
would like to live in Duncan 
because - of the ^peacefijjness 
there. But if I go lo Dtjncah. I 
would like to„have another 
principal like Mr. Berod; be¬ 
cause he is one kind of a 
guy." 

Ancestry played an impor¬ 
tant part in ,Sharon's answer. 

"I Would like to live in Hong 
Kong because I am Chinese. I 
was born in Victoria and I 
xvould like to see Hong Kong 
as a Chinese wor)d.” 

There were many with a 
serious tone. 

"I would like to live in Nova 


Scotia." Jim began, "because 
my dad lived their plus I want 
to grow up like my dad." 

Diane picked Ohio. 

"Why? Because I have a 
friend in Ohoi and he is lone¬ 
ly." 

Bonnie had her eyes on the 
future when she answered the 
question. 

"I would like to live in Hol¬ 
lywood because all the movie 
stars live there. And if I lived 
in Hollywood for a long time, 
I might become a movie 
star." 

The final two shall remain 
nameless. 

• "Other than Victoria I 
would like to live in Van¬ 
couver with my dad. his Wife 
and four stepchildren. I think 
it will be nicfci because I never 
saw my stepsisters or my 
baby stepbrother." 

• "I would like lo live ih 
an unexplored land to get 
away from the conflict and 
high cost of living in the 
world. I w-ould live alorie in a 
cabin. I would live there and 
die there." 

/ • . 
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Toronto trading 


TORONTO (CP) - The On¬ 
tario government’s decision to 
; alter mining taxation policies 
’ to stimulate exploration in the 
province sparked some buy- 


CLOSINC AVERAGES 

154 industrials 191.73 

1? Golds 325.SO 

29 Base Metals 88.84 

19 western oils 215.83 

Volume 2.79 Million. 


+ 0.40 
—1.S7 
4 0.88 
-0.95 


Among mining companies 
which would be affected by 
Ontario’s new taxation poli¬ 
cies, Falconbridge Nickel rose 
114 to $37. Inco A % to $3274 
and Hollinger Mines A 1 to 
$35. 

Analysts said the major 
negative influence on stock 
prices was continued concern 
about recent increases in. in¬ 
terest rates by chartered 
banks. 


■ ing interest among mining 
issues on the Toronto stock 
’ market Wednesday. 

Other prices were mixed in 
active trading. 


Diiiribwtad 
Taranta Stack Exchange-Mar 18 

Complrtq tabulation ot Wednesday 
transaction* Quotation* in cant* units* 
marked * z-Odd lot, xd-Ex-divid*nd. 
*r —Ex-right*. >w — Ex-warrant*. Nat 
• nang* i* from previous board-lot clos¬ 
ing tale. 


Trading in shares on Gor¬ 
don Mackay and Stores Ltd. 
remained halted for the sec¬ 
ond session at the request of 
the company pending an an¬ 
nouncement. Peoples Depart¬ 
ment Stores Ltd., with con¬ 
trolling interest in Gordon 
Mackay. said it plans to in- 


ACTIVE STOCKS 
Vol. Clota 

144317 Transcan. Pip# 12 
75950 Wast Broadcasting A 


issua* traded 
Advances 
Declines 
Unchanged 
New highs 
New low* 


•ox scoRe 

Wad. Tut*. 

707 685 

22$ 217 

241 223 

241 24S 


C and C 1 
AWtibi 


12 


12 


66385 AWtibJ 
72025 IWC Comm. 
30191 Massev-Fecg. 
43815 Alcan Alum 
4145- Sthm Press A 
40400 U»d Corps B 
35655 Pennington Strt 


11 

3 + .14 

13V* 4- v, 
2 + .05 

29* — 

20* + '« 
24* — V a 
13'« Unch 
10'-% + Vi. 


corporate a subsidiary which 
would amalgamate with Gor¬ 
don Mackay. Peoples edged 

up five cents to $3.25 and Gor¬ 
don Mackay A last traded at 
$6*4. 

GROUP AVERAGES 

Banks 288.10 -5.42 

Beverages 2*8.51 +1.52 

Chemicals 137.89 -0.82 

Communications 394.32 + 0.03 

Construe, material 179.85 —2.79 

Food processing 283.44 +0.52 

Gan. manufacturing 193.17 +0.4* 

industrial mines 134.72 + 2.15 

Merchandising 341.54 + 2.14 

Oil refining 199.16 HI.21 

Paper-forest prod. 126.79 +0.3* 

Pipelines 172.44 +1.74 

Real estate 160.15 +1.18 

Steals 212.79 +2.16 

Trust and loan 241.96 +0.29 

Utilities 142.29 -0.09 

Miscellaneous 137.59 —0.89 


MARKET 

REPORT 

Closing quotations for Wed.* March 10, 1976. 


Q«? «»J on * bv Th « Canadian Press, Richarson Securities. 

Pittield Mackay Ross and Co. Ltd., Merrill Lynch. Roval Securi¬ 
ties Ltd., A. E. Amt* and Co., Pemberton Securities, McLaod 
Young, Weir and Co.. Dominion Securities Corp.. Harris and 
Partner* Lid.. Bongard, Leslie and Co. Ltd., th# Roval Bank of 
Canada and the Bank of Nova Scotia. 
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NEW YORK (AP) — The 
stock market got another 
brief taste of the 1,000 level in 
the Dow Jones industrial 
average Wednesday, but fell 
back once more in profit tak¬ 
ing io finish with only 
a modest gain. 

The Dow average of 30 in¬ 
dustrials. above 1,000 for a 
few minutes shortly after 2 
p.m.. closed at 995 28, up 1.58 
for the day. 

Despite the late pullback, 
however. It was the highest 
close for the average since 
Krb. 13. 1973, when it finished 
at 996.76. 

On Tuesday, the Dow had 
twice slipped past 1,000 only 
to fall back under profit-tak¬ 
ing pressures. 

Analysts said the encour¬ 
agement for the mid-day push 
Wednesday came in bright ap¬ 
praisals of the economic out- 


durability of the economic re¬ 
covery. 

Among Canadian issues on 

the New York Stock Ex¬ 
change, Alcan was up at 
26T*. Inco 7* at 3374 and 
McIntyre Mines Vi at 45V4- 
Dome Mines was down 7* at 
42*4, Campbell Red Lake ’a 
at 26'4 and Massey Ferguson 
hi 9t30*4. 
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CLOSING AVBRAOKS 

30 Industrials 995.20 +1.30 

20 Transportation 209.93 +0.91 

15 Utllltias 87.04 +0.51 

65 Composite 303.73 +0.90 

Volume 2.59 Million. 
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300 *10 10 

347 *359 359 


look from both U.S. govern¬ 
ment and private sources. 

In Maim, West Germany, 
Treasury Secretary William 
Simon said he had raised his 
prediction for the growth rate 
of the U.S. Gross National 
Product this year to about 7 
per cent from 6 per cent earli¬ 
er. 

And a monthly economic 
letter from economists at New 
York's Citibank noted in¬ 
creased optimism about the 
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BOX SCORI 

Wed. Tuts. 

Issues traded 1,880 1,894 

Advances 774 837 

Declines 724 717 

Unchanged 382 340 


voyager P 8455 *119 II 


Vulcan ind 
WCI Cen 
Waiax A 


700 1I6>. 169 
ISO *70'* 70'. 
1407 >14’t 149 


Walk GW A 7775 131', 319 32', + 


IS'. 


310 310 310 

1900 *5 480 5 

300 130 130 130 

3000 265 260 260 - 5 


Russel H 
StL Cem A 
S»L Corp 
Sandwell A 
Schneid 


100 *17 17 17 - 4 

Z70 *669 669 669 

1700 *16’* 169 169 

1625 256 250 250 -20 

279 28 - 9 

229 229 


1614 *119- 119 119 

100 1179 179 17V. + 

*16 *23 23 23 

200 *49 49 69 - ' 

400 *109 109 109 + 


Warn Can 
Wrintn 
Weidwod 
WstburnO 
Wburn wt 
Wcoast Pi 
W Pet A p 
Wcoast T 
Wcost O', p 
Wcoast w 
Westeei 
W Bcas A 


179 

1300 490 400 < 

200 *129 129 
1950 *12 119 

700 *4’a 6. 

700 *5’, SV» 

212 *16 16 
584 124 , 24 

150 *52 9 52’* 
4400 205 no 3 

900 *159 15', 
75950 *11 11 


W Deceit* 6350 
West Mine 12520 300 
WSuppIs A 100 *27 


**’■• 99 99 + 


i mp 
indal 
Indusmin 
Ind Adhes 
Inland Gas 
Intar-Citv 


341 

2600 495 490 490 


+ 5 

NRD Min 

500 

15 

IS 

15 

+ 1 » 

Scot Lasai 

3110 

200 

265 

265 

T 

— | 

+ 1’, 

NSI Mark 

500 

115 

115 

115 

- 5 

Scot Paper 

500 

*21* 

21* 

21* 


- 1 

NaChr* 1 

2350 

*5* 

5* 

5* 


Scot York 

2966 

220 

215 

21S 

_ 


Nat Groc p 

100 

*74 

24 

24 


Scott* 

1020 

*8 

1 

0 



N Hees Ent 

400 

175 

175 

175 

-10 

Scurry Rn 

z75 

*17 . 

17' a 

17'4 


+ 3 

Nat Sea A 

750 

*12', 

12', 

12', 

- 1 

Seagram 

1600 

*29* 

29 

79 a 


+ '<• 

Nat Trust 

700 

SIS’ e 

IS 

15’. 

+ '/* 

Seaway M 

500 

430 

430 

430 


+ '* 

Neonex 

625 

185 

100 

180 


Seco Cem 

100 

*8 

• 

0 

+ 


New jakth 

z25 

7 

7 

7 


Shaw LE A 

100 

*7', 

7' , 

; . 

+ 


NB Tel 

1955 

814* 

14* 

14 * 


Shaw Pipe 

1300 

*6', 

6* 

6', 

+ 


NB Tel A p 

300 

*15 

15 

15 


Shell Can 

9102 

*16 

IS* 

15’s 



NB Tel 1.05 

150 

*19* 

19* 

19* 

- * 

Sherritt A 

4480 

*7* 

7' a 

7* 



59 59 


500 S6 

700 - *79 
600 *69 69 69 + 1 

2500 14 159 16 

1200 410 400 400 -II 

666 35 35 35 - ' 

*312 5 5 5 

206 *599 599 599 + ' 

>970 >49 4'. 6. 


Hy . 

infer C B w 2300 275 270 275 + 5 

intrmetco 1000 *7', 79 7', + 'a 

IBM 470 *2549 255 2549 +19 

lot Mogul 1250 200 200 200 - I 

I Mogul A 1600 *99 99 99 + 'a 

Inco A 24092 $33'. 32 329 + 9 

Int Obaska 500 13', 13'/, 13', - ', 

Inter pool 900 $119 11', 119 + 9 

Intpr Pipe 10535 *139 139 139 

Int Pipe w 1105 45 45 45 


Vancouver 


N Dimens 9500 25 24 25 + 3 Siebens 6650 *11', 11 

N Kelore *200 16 16 16 Sifton Pro 1100 *6 5-*. 

N Senator 21000 10 9', 10 — 'i Sigoe 200 *23 23 

Newconx 100 440 440 440 + 20 Silvmq 1000 25 25 

Nfld LP A *25 *11 11 11 Silverwd A 775 *109 10'i 

Noranda A 35402 *36'a 359 359 + 9 S.mpsorft 26210 *79 6 . 

Norbaske 1000 17 17 17 Simpson S 2479 *109 10 

Norcen 8715 *129 129 12', - ’. Skier M 5050 210 207 

Norcn 150 1325 *219 21 219 -’. Skier W 2200 114 112 

Norcen a 3000 245 220 220 -25 Skye Res 1800 305 300 

Norlex 4500 18 16 10 + 1 Skyline H 500 370 370 

Normick P 100 300 300 300 +10 Slater Stl 300 *9 09 


305 . 

370 - 5 

09 - 


tr 


Westfield 
Westnhse 
Westmill 
Weston 
Wstn 4' io 
Whithorse 
Whonok A 
Wilco 
Wlllroy 
Winco A 
Wood reef 
Woodwd A 
Wr Harg 
Yk Beer 
Yukon C 
Zellers 
Zen mac 


BBC R un 
BBC R wt 
BM-Rt un 
BM-RT wt 26224 
C Perm un 


16968 230 
300 *24 
1300 255 
1575 *10 


100 


37506 
250 *22 
500 110 
2200 242 
1000 ISO 
6760 425 


Trust Units 

2360 *139 13'. 
2100 166 165 I 

4390 *139 139 
100 103 1 

*09 09 


62 62 -4 


241 241 - 1 


Heitman u 1060 

Heitmen w 7240 

TD Realty 010 *27 

TD Relt w 2330 172 


25 




VANCOUVER — Prices 
were mixed in light trading 
Wednesday on the Vancouver 
Stock Exchange. Volume was 
1.3 million shares. 

Alcan Aluminum was un¬ 
changed at $26*4 on a turn¬ 
over of 15,200 shares in the in¬ 
dustrials. Wardair gained 5 
cents at $3.85 on 10,550. Ionarc 
was off a penny at .32 on 
0.700. 

Cyprus Anvil was un- 

• changed at $9*4 on 50.000 
; shares in the mines. Belmoral 

rose 7 cents at $1.08 on y9,500. 
Anglo Bom arc dropped 10 
! cents at $1.34 on 37,000. 

Grand Prlx led the oils, up 3 
cents at $1.37 on 35.000 shares. 

- Coynex advanced 9 cents at 

• $1.47 on 18,300. Tacoma Re- 
. sources gained a penny at .18. 

Lemans Resources rose a 
penny at .66 on 36,000 shares 
in the curbs. International 
Shasta was unchanged at .42 
on 27,000. Envoy Resources 
dipped a penny at .44 on 
. 23,500. 


Gold 


LONDON (AF — Wednesday* 
closing gold prices in U.S. dollars 
per ounce: London — 8133.875; 
Paris — 813.08; Frankfurt — 
*133.89; Zurich — 8133-62; Hong 
Kong — 8132.18; Beirut — Closed. 

Silver 

Closing basic price of l,000-ounce ' 
certificates in th# Victoria area 
84.2« U.S. bid per troy ounce and 

84.34 asked. Previous day 84.24 and 

84.30. 

Money 

At Montreal 

U.S. dollar 0.9854 + 3 50 

Pound sterling 1.8949 —1 41/100 

At New York 

Canadian dollar 1.0148 — 3 50 

Pound sterling 1.9230 -1 45/100 

U.S. FUNDS 

Purchase price of U.S. funds in 
Victoria area 0.9795 with 0.9880 for 
travellers cheques and 0.9695 for 
coins. Selling rates 0.9900 for che- , 
ques end 0.9905 for.cash. Jft 

Nominal * selling price of other" « 
monies in Canadian funds: Austra¬ 
lia dollar 1.2710; Austria schilling 
.0544; Belgium convertible franc ■- 
.0250; Bermuda dollar IOOS0; Bra-' 
zil cruzeiro .1090. Bulgaria lev 
1.0184. China renminbi .5150, Cze'g 
choslovakia crown .1850; Denmark 
krone .1630; France franc 2215. 
Germany mark .3905; Greece 
drachma .0286; Hungary forint 
.0166. India rupee .1128; Italy lira 
.001270; Japan yen .003330; Mexico 
neso .0810; Netherlands guilder 
.3740; New Zealand dollar 1,0580; 
Norway krone .1815; Poland zloty 
0301, Portugal escudo .0394; Ro¬ 
mania leu .1962; South Africa Rand 
1 1550; Spain peseta .01525, Sweden 
krona 2280; Switzerland franc. 
.3700; U S S R ruble 1.3340; Van* 
lueia bolivar free .2304. 


Aa fen 

Alton 
Albernl 
Anglo Bo 
Avmo 
Azure 
Balfour 
Barier R 
Bath N 
Blmorl 
Bow Rvr 
Bmed# 
Bullion 
BX Dev 
C Barr 
Cd Nat re 
Cantla 
Canol 
Canwx 
Car Bell 
Carolln 
C Cons 
Chetex 
Cima 
Cinabr 
Citl Mil 
Cleyme 
Colby 
Col A pr 
Colt Ltd 
Con Res 
C Bound 
Cm Ctex 
Con Ct SI 
Cns Klco 
Con Trn 
Copr Lk 
Coralta 
Cutlass 
Cyp Any 
Cypres 
Dalton 
Danko* 

Dus Mac 
Eltron 
Geo Dyn 
Gnt Mas 
Gbrltar 
Giadiat 
G Gate 
Gdn Gnt 
Gldn S4d 
Old Rvr 
Grando , 
G N Pet* 
Grn Eag 
Gsa Res 
Haliark 


15 IS -2 


2000 12 

1000 10 

500 S69 

1000 18 

37000 146 

zlOO IS 

Z200 7 7 7 

12000 35 34 34 

3400 110 105 105 -4 

3500 05 92 92 

39500 111 101 100 +7 

2000 31 31 31 

2500 702 700 202 +2 

2500 0 0 0 

9600 120 110 120 +4 

1000 77 77 27 

4300 410 410 410 +S 

2000 17 17 17 

z170 10 10 10 

1000 10 10 10 


1750 
17500 
5500 
1000 
3500 
7000 
4000 
14000 
2000 
6000 
750 
0500 

5100 47 , 

5000 15 

50000 *9'. 

2000 32', 

9000 5’, 

723 215 
>500 60 

4000 40 

21000 15 

1000 176 
900 *7'. 

|71 I 

500 25 

1000 IS', 
1000 16 
20300 47’, 

2000 13 

500 15 

27500 9‘, 

3329 125 

7500 47 


31’, 30 31', +1' 




Hanriat 
Hi Lod* 
hi hawk 
Hmont 
Host 
Int go Id 
III Bmc 
iso Min* 
Jersey 
Joy Ind 
Lornex 
Makao 
Mark V 
Mt Sick 
Nevex 
N Cinch 
Nw High 
N Prlvtr 
New Pyr 
Nthair 
N Home 
Oxbow 
Pcifc Rs 
Parmnt 
Pthfndr 
Peal 
Pegsus 
Perry R 
QC E«p 
Qtsmo * 
Robert 
Sabin* 
Seeforh 
Shr Ras 
. Siclntln 
i Silbak 
Sir Ctfy 
S Chief 
Sil Dolly 
" Spring 
S Stndrd 
Sproat 
Stall Lak 
Thor Ex 
Trwast 
Torngn 
' Tya# 

Unt Chef 
UFC 
U Hrn* 

U Gold 
West Id 
i Vally Cu 
Van Silr 
Veto Rs 
Wlcom 
w Minas 
W Ring H 
, Whart 
* Ykn Rev 


77500 

9500 

1000 

1000 

15000 


125 125 125 


200 145 145 145 
3900 59 51 59 
1500 " 

500 
5000 
4000 
14500 
3500 


*0* 0* 0* + 'A 

15 15 15 

65 67 45 +2 


Sv St Wts 
Vn Slv wt 
Wlco Wt 

Alcan 
Al Ven P 
Ardl Ind 
Ath Col 
A M Par 
BBC Un 
Bell 
Block 


BC Sug A 6000 *22', 


2000 21 t9 1* -2 

2900 12 11 12 

14400 27', 25 , 27 -1 

INDUSTRIALS 
15200 *24', 26* 26 , 
z5 215 215 215 -IS 

2000 40 40 40 +3 

1000 145 135 135 

567 230 230 230 

310 *13* 13* 13* + 'a 
300 *45 4 45'4 45'4 
*“ 300 308 


232 230 230 +5 


170 1 78 170 410 


4500 
7400 
32500 

4646 

3500 

1000 10 10 10 -I 

6000 35 35 35 +1 

2000 4 4 4 

3000 46 42 44 -1 

1600 115 175 HO 

3200 97 93 93 -7 

2000 O', I', 8, 

3000 24 23 23 -1 

1000 126 125 126 -4 

1000 35 35 35 

1000 14 13 13 -2 

3500 10 10 10 

zl54 5 5 5 

Z200 2 i 2-2 


130 125 125 


20 20 +3 


3000 

11500 

2400 

10500 

8500 


11500 

6000 

5600 

3500 


315 795 310 430 

z2S 115 M5 115 

1000 31', 31', 31 , 41', 

2000 70 20 70 

irents and Rights 


Cantor 
Canter 
Con Bee 
Cor Ind 
Deo pf * 
Doman 
Gestalt 
GN Land 
Gri W Stl 
Imp Mar 
i Wood 
I Hydro 
Ionarc 
IU Inti 
Kaiser 
Key ind 
Keystn 
M B 
NW SptS 
Ok Hold 
Pace 
PNG pr 
Potter 
Proflex 
G Spring 
Werdr 

August 

Capt Int 

Castle 

Charltn 

Clomai 

Cop Ex 

Coseka 

Coynex 

Davnpt 

Fivf Str 

F rehld 

Gelvstn 

Gd Px 

Min Slat 

Seneca 

Skat Res 

Stampd 

Tcoma 


i + * 


1000 *5' 4 

3500 52 46 46 -9 

300 700 200 200 

923 475 465 475 41! 

500 *6* 4*4 4* 4 ' 

900 811'* 11 11 — • 

500 74 74 74 

2000 95 95 *5 

400 SS', 


500 


41 


700 145 

500 67 67 67 -41 

9700 33 30 32 -1 

300 SlO’a 10* 10* 

1575 Oil', 11-4 11', + '* 

5000 22 22 22 +2 

z23 400 390 390 -10 

500 823 23 23 + '/, 

150 325 325 325 

700 *6* 4* 4* 

•70 213 212 212 

+ »* 
-10 


500 22 


22 

70 28 

370 305 +5 


345 345 

147 130 147 


3700 45 

4500 4 3', 4 

1000 41 41 41 

uoo no no no 

35000 137 137 137 +3 

6000 35 35 35 

7000 60 45 65 -3 

1000 00 »0 K 

14000 375 365 365 4 5 

10300 II 14 10 +1 

VANCOUVER CURB EXCHANGE 
Aaron 3000 43 43 43 4 3 

Abaca 5000 50 SO 50 -1 

Adar 4000 7 / 7 


Arctic 
Aurus 
A v Inch 

Bch Old 

Bnvsta 

Bonevil 

Brant 

Bur Gtd 

Cadat 

Cannon 

Case R* 

Chlngr 

Chatm 

Cleaver 

Cobra 

Cinola 

Corval 

Data Sys 

Decade 

Diana 

Drestr 

Dun# M> 

Envoy 

Espin# 

Focus R 

Gbx Mns 

Geoqus 

Gold An 

Gold Vly 

Grn Res 

Gri Baer 

Hesca 

I Shasta 

Kndahr 

Kariba 

Kendal 

Lmans 

Lion Mn 

Lurn Mt 

Mhr|a M 

Mrlaod 

Mm Dor 

Mnde* 

Nahat R 

New Den 

Nomad 

N A Tech 

Otymp 

Orine 

Pan Arti 

Phico Rs 

Rich Hil 

Rimrck 

Rio Sera 

Rocket 

Satrn Rs 

Sea Chm 

Stnhom 

S’arbrd 

Susie Gd 

TRV 

vanlta 

vet* in 


3500 

4500 

2000 

4000 

1000 

6300 

1000 

1000 

5000 


10500 

zlOO 

5500 

12500 

1000 

11045 

23500 

77000 

5000 

6200 

z320 

1000 


3000 

15500 

27000 

7000 


Mutual 

funds 


TORONTO (CP)-Recent prices of 
mutual funds suppliad by The Canadian 
Mutual Funds Association Wednesday 
They are the net asset value per share 
or unit (NAVPS) last calculated by the 
fund m accordance with its pricing 
practice as contained in th# prospectus 
ot th# fund n—no sales charge. «-US 
Fund, y—delayed NAVPS. xd—ex-divi 
dend 


CM FA Members Canagex 

yBond 
Fund 


76 73 74 -I 


AGF Graup 

Amer Grwth 4 73 
Cdn Gs Egy 12 55 
Cdn Sec Gth 5 21 
Cdn Trusteed 4 39 
Corp invest 5 46 
Corp Inv Stk 4 76 
Gwth Equity 5 94 
Japan 7 61 

"Money Mkt 10 00 
Special 3 11 

All Canadian Gr 
Compound 5 39 
Dividend 5 74 
Northrn Egy 3 28 
Revenue Gth 3 58 
Ventura 2 94 

4000 3 74 

Calvin Bvtlec* Gr 
Acrotund 1 IS 
ClF 4 41 

Eaten Grew# 

Commwth 13 03 
Growth 9 20 i™/™ 

Income 4 40 


• 71 

9 51 
790 

10 10 


Internatm 
vMortgage 
Capital G»h 
xChase 6 H 

CML Group 
Growth e 81 

Inti Energy 2 37 
Inti Gth 4 70 
Inti Income 3 30 
Univest 5 40 
xComp Cap 4 49 
Oasiardins Gr 
Canadian 7 49 
yHypotheq 4 23 
ylnternatl 7.12 
yOtMigatns 4 74 
Quebec 3 04 

PEP 2 19 

nySpec 445 

Dixon. Krog 5.97 
Domm Comp 6.42 


2000 
5500 
15700 
1000 
6000 
72000 
5000 
1000 
3000 
0075 
12000 
1000 
2000 ■ 
6000 


II 49 

nternetnl / 4 79 intarnatl 12.57 

ewernon 1 t, nExecutv Can 6 05 

.average in nElt#Cufv , 45 

’ * T r u. H 91 U 


5.17 


9 33 


Viking 

Guardian G 

Enterprise 
GlS Comp 
nGIS Income 2 92 
yGrowth Fnd 0 59 
North Amer 3.45 
Mutual Acu 5 46 
Mutual Inc 4 67 
Sec Income 9 39 
World Equity 5 30 


xF«d Trend 
n Harvard 
Heritage 


634 


Indust Amer 2 12 
ylndust Div 6 40 
indust Eq 5 25 
Indust Gth 16.14 
ylndst Inc 10.32 
ylndst Pens 21.54 
ttca 5 04 


Grain 


Montreal Commodities 



yProvidt Stk 5.14 

Nat Re* Gth 3 07 
Planned Invert Gr 


WINNIPEG 
High Lew 


Flax 

May 

July 

Oct. 

Nov. 


Rapesaed—Thunder Bay 

May — 

July — 

Oct. — 


Wapasead—Vancouver 
Ufer. 

June 


June 

Sept. 

Nov. 

Rye 

Mav 

July 

Oct. 

Nov. 


Oat* 

Mav 

July 

Oct. 



CHICAGO 

Hlgl 
372 
380 


Low 

367 

374'.i 

380'/, 


269 ''4 

274V, 

278 

3613i 
158 V, 
153 


2493, 

274»i 

2711a 

162 

159’, 

15534 


in’/, IH’-lr 


Bonds! 

(Street Prlcij) 

Day money 9; spec, call 9',. 
comm, paper 9>4; *hort Cdav 
quiet, unchanged; 8V, Dec. 15-78 
98.15-25; mid cda», quiet, uo V4; 4V, 
Sept. 1 -83 75’<a-76'/»; long Cdn. 

quiet, unchanged; 10 Oct. 1-95 99',4. 
orov. quiet, unchanged; Ont Hvd 
10'i Jan 79-01 98i»-*; corp* quirt, 
unchanged; Dotasco 10H Mar 1S-9* 
97 V%4j U.t- mkt. ouldf, firm. 


ACTIVI STOCKS 

Vol. Close 

70400 TrlZbC 137a 

22462 Massev-Ferg 29' , 

17025 Abitibi 13W 

11200 Chrysler (gag 

10500 Simpson* 7'# 

SB f can 26H 

8833 Inco 33V t 

7530 Bell Cda 45 

6540 Dom Foundries A 27'.4 
6000 Unigesco B 1.10 


CLOSING AVERAGES 

65 Industrials 202.65 +1.S4 

13 Utilities 137.37 -0.34 

l Banks 738.91 —3.10 

8 papers 193.58 +0.6* 

85 composite 121.39 +0.20 

Volume 5S0.900. 


High 

Silver—Chicago (p 


Lew 

oz.) 


More finaure 
pages 15, 16 


Apt. 4.34.00 A29.40 4.29.40 

- - 4.31.50 

Cepper-New York (per 100 lbs.) 
A 8 dr. 60.90 *0.70 60.70 

Apr. - - 60.90 

*1.40 *1.20 *1.30 

Lumber—Chicago (per 1,000 b.f.) 
Mar. 1.56.30 1.52.50 1.54.00 

Mary 1.A7JQ 1.84.00 1.44.20 

July 1.72.40 1.70.20 1.70.50 

Parkballlas-Chlcaoo (per 100 lbs.) 

Mar 70.77 *9.00 70.77 

May 70.87 69.00 70.87 

Ulv 70.90 *9.05 70.90 

Plywaod—Chicago (per 1000 *.f.) 
Mar 1 52.50 1.50.90 1.50 90 

May 1.55.00 1.53.10 1.53.10 

Geld—Winnipeg (per oz.) 


London 

1 nndon slock quote6 were unavai¬ 
lable from source. 

th# Financial Tima* Induttrlal 
Index 414.1, UR 1.7. 


Caneda Cum 5.0* 
Canada Grth 6 7* 
Pld Ratourc* 4.1* 
Pld Sac Inc 5.34 
Taurut 428 

Pre* at Havana Gr 
America In |94 
Canadian *55 
Retrait# All 

Prevast Mut 7 02 


Canadian 

Equity 6 90 

Growth 5 23 

xOn* Wm St 14 34 
xOppenhmr 6 S3 


Growth $.79 

income 4 99 

Saving* invert Gr 

American 194 
Canadian 6.SS 
Rrtiremnt 6 11 
United Bend Shr 
yRoyFund 6 14 
yRoyFnd Inc 4 96 
United Grave 
yAccumul* 4 14 
yAccumu R 4 45 
v American 1 24 
y Horizon 2 02 
ySecurity 4 S3 
vVenture 2 60 
y Venture Rat 3 93 


Equity Old 
Income 4 9b t 


nPecific Div 5 33 
nPacific Inc 2.70 
nPecif.c Rat 2 71 
nPecific Ret 5 00 
nPacific US 4.S* 
PHN Grevp 
yBond 1071 

yCanadtan 0.08 

yFund 1509 

y Pooled 29 11 

nyRRSP 11.59 

PMF Managmf 
nPansion Mu 6 45 
nXanadu Fd 3 07 
Principal Gr 
Collectiy* 5 05 

Growth 4 17 

Venture 2 74 

xPutnam 10 49 


Assoc inv 513 
vBeaubren 4 a 
"Bn" Tr#mf 5 04 
Cdn 8 Afr Gd 4 » 


Scotlefund 96 
Scotiafd Mtg# 99 
Starling Eqty 6 07 
xTach 7 14 

Tempi# Gth 9 42 
Trans Canada Gr 
A 5 49 

C 11 » 

Specai 4 4* 

vanguard 5 83 
Western Grth 4 81 


SAWYER 


Experienced sawyers are invited to explore the 
vacancy at our Vancouver Island sawmill 
The successful applicanl must be able to handle 
gunshot and <0 ft, single cut saws 
We ofter excellent working conditions and good liv¬ 
ing amenities in a picturesque and fully modern 
town on fhe west coast. For further details apply in 
writing to. _ _ 

Employment Officer. 

Tahsis Company Ltd 
1280 West Pender Street, 
Vancouver B C V6E 2S8 


TOWNSITE ELECTRICIAN 

The person we seek will be a fully qualified electri¬ 
cian and have refrigeration maintenance 
background. Will be required to service domestic 
refrigerators, electrical appliances and other 
domestic wiring. 

This is a permanent and attractive position located 
In a small town on Vancouver Island's west coast. 
For further details apply in writing to: 

Employment Officer, 

Tahsis Company Ltd. 

1280 West Pender Street 
Vancouver, B.C. V6E 2S8 


TRADES PEOPLE-SAWMILLS 

VANCOUVER ISLAND 

We invite job applications from persons fully 
qualified as: Maintenance Electricians (for shift 
work); Lumber Graders (with appropriate grading 
tickets), Benchman for Filing Room (must be able 
to handle single cut saws). 

The mills are large and modern production opera¬ 
tions. Excellent working conditions in a picturesque 
and modern town on Vancouver Island's west 
coast. For further details apply in writing to 
Employment Officer. 

Tahsis Company Ltd 
1280 West Pender Street 
Vancouver, B.C. V6E 2S8 


ROYAL OLYMPIC HOTEL 


TRY US FOR LUNCH . . 

DAILY BUSINESSMANS’ SPECIALS 

“Downtown or out In J«moa Bay" 



n 


270 GOVERNMENT 


804-7151 


DIAMONDS 

Some excellent buys in Estate 
Diamonds and other jewellery. 
1.50 and 2.00 ct. diamonds. 


FINE EMERALD and 
DIAMOND PIECES 
Vb to Va Off Replacement Prices 


de Goutiere Jewellers Ltd. 

2524 Ettavan Ave., Victoria, B.C. 
Telephone 592-3224 
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[The Builders of lhr|j 
Condominium 
Project at 
SPENCER 
CASTLE 

2910 Cook SL 

Cordially 
invite you to 
inspect the 
remaining 4 suites 
Thurs., Fri. and Sat. 

, Mar. 10, 11, 12 
from 1*5 p.m. 


Danzo & Franco Holdings Ltd. 
3-10 Phone 384-4013 


Pound dips 
near $1.90; 
franc sags 


LONDON (CP) — Britain’s 
ailing pound took another bat¬ 
tering Wednesday, dragging 
the French franc with it as 
sterling lost another three 
cents against the U.S. dollar. 

In late dealings the pound 
was quoted at $1.9130 (U.S.), 
down from $1.9415 Tuesday 
and $1.9275 Monday. 

Dealers said heavy selling 
developed when New York 



Open House 
Every Day 

HosImm* on Duty 7 Day* a Weak 
1:00 to 6:00 p.m. 

Chooae Your Home While They Laetl 


Qlarenee 

vtouse 



University Park 
Terrace 

1870 McKenzie at Gordon Head Road 

Next Door to the Racquet Club 
and the University of Victoria 


This beautiful complex otter* many of ths Impor¬ 
tant amenltias lor aach living. 



StUM 

Billiard Rooms 
Courtyards 
Whirl Pool 
Underground Parking 


Exarcis* Room 
Patios 

Bicydi Room 
Recreation Rooms 
Resident Manager 


PRICED FROM $29,850 

10% Down Payment 

For Further Information, Please Call 477-9549 


For Special Appointment to View 
Call Kenneth ft. Millar 384-4630 

DIVERSIFIED HOLDINGS LTD. 


«nr«MB8T.'. m > #) 

139 Clarence St. 

(Between Simcoe 
and Niagara) 

Unsurpassed views from 
these two bedroom, two 
bathroom 1250 sq. ft. 
suites. Enjoy the indoor 
swimming pool and many 
other amenities. 

PRICED FROM 
$70,000 to$74,000 

MLS 


Bps -H0JE 


OPE* TO VIEW 

MON. TO SAT. 
1:30-4:30 

Special appointments Call 

H. SLAKE 592-2407 

•tfufte igower 

2207 OAK BAY AVE. 
VICTORIA’S LEADING 
CONDOMINIUM BROKERS 
3-10 


I ■ 
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came into the market in late . 
afternoon. 

Financial sources said ster¬ 
ling's plunge appears to have 
shaken the structure of ex¬ 
change rate relationships in 
Europe. 

Bankers said the Bank of 
England spent $200 million 
Wednesday to provide some 
support for the pound which 
at one point dropped to 
$1.9070. 

In Canadian terms the 
!>ouhd closed at $1.8949. d >wn 
about 1*4 cents from Tuesday. 

Since Thursday the pound 
has lost 11 cents or more than 
five per cent of its value in 
relation to the U.S. dollar. 

Some bankers blamed the 
run on the pound on domestic 
politics. One suggested that a 
sterling crisis will make it 
easier for the government to 
negotiate renewal of wage re¬ 
straints with labor unions. An¬ 
other said the drop in the 
pound w r ould reduce union 
pressure for import controls. 

Reducing the value of the 
British currency also reduces 
prices for British exports and 
makes them more competi¬ 
tive with other countries. But 
British imports become more 
expensive. 

The Frencr franc came 
under considerable pressure 
because of weakness of the 
pound and the Italian lira. 
Dealers estimated that the 
Banque de France had to pur¬ 
chase more than 500 million 
francs to keep the rate from 
dropping below its mandatory 
support point against the West 
German mark. 

The franc was pushed down 
close to its 0.5668-mark sup¬ 
port point for most of the day. 



Dow Jones industrial average, most-watched index 
on New York Stock Exchange, is dazzling its fans 
again for first time sine}? early 1973 by penetrating 
1,000 level. Fourteen months ago it was in 600 range. 


Saskoil purchases 
ARCAN properties 


REGINA (CP) — The Sas¬ 
katchewan government an¬ 
nounced Wednesday that it 
has purchased all the provin¬ 
cial oil- * and gas-producing 
properties of Atlantic Rich¬ 
field Canada Ltd. (ARCAN) 
for $23 million. 

Petro Can, the Canadian 
government’s oil enterprise, 
last week announced that it 
was willing to buy ARCAN*s 
holdings for $400 million. It 
was not made clear whether 
or not the Saskatchewan hold¬ 
ings were part of that ar¬ 
rangement. 

Provincial secretary El- 
wood Cowley, minister in 
charge of the Saskatchewan 
Oil and Gas Corp. (Saskoil), 
said the purchase involves fa¬ 
cilities which have the capaci¬ 
ty to produce 2.9 million bar¬ 
rels of oil during the next 12 
months and will raise Sask- 
oil’s production capacity to 
more than 11,000 barrels a 
day, or more than four-mil¬ 
lion barrels a year. 

With its capacity boosted 
more than 250 per cent by the 
purchase, Saskoil will have 5 
to 6 per cent of the province's 
total production capacity. 

The statement said the ac¬ 
quisition, the largest by Sas¬ 
koil since it was formed more 
than two years ago. was the 
result of several months of 
evaluation and negotiation. 

The holdings involved are in 
the Swift Current-Gull Lake- 
Shaunavon and Weybum-Es- 
tevan-Alida regions of 
southwest and southeast Sas¬ 
katchewan. 


Alberta 


•y Tha Canadian Pr»n 
Alberta Sleek Excbanga-Mar. 10 

Complete tabulation of Wednesday 
transactions. Quotations in cents unless 
marked S. Net change is from previous 
board-lot closing sale. 


High Low < 
»5H S'* 

$52 52 


Sleek Sales 

Abacus 1700 

Clgy Pow pr 100 
Commercl 2000 

Conventrs 100 

Cons Rapid 1499 

Cord 1 
Cryogenics 
Duke 2000 

Invictut 2000 

Jetex 1500 

Knobby Lk 2000 eu eu eu 

Madison 5500 5 5 5 

Nemco 3600 200 190 200 

Nordex 1000 35 30 30 

Norex 500 40 40 40 

Northrlm 4000 130 122 126 

Omega 11000 11 11 11 

Petromns 3000 “ 

Savanna 1500 

Sparrow 1000 

Terra 


?* 


HI 

320 -5 

35 

960 SI2'/» 12'* 12'* - '* 
•" 190 190 190 +15 

65 65 65 

11 II 11 -2 

13S 125 125 -10 


450 450 450 + 20 



Metals 


closing metals tid-isk in pounds 
sterling per metric ton; silver In 
pence per trov ounce: 

Copper — Spot 703-703.5; futures 
703-703.5. 

Tin — Spot 3,610-3^12; futures 
3,610-3.612. 

Lead — Spot 197-190; futures 

203.5- 204. 

Zinc — Spot 374475; futures 

385-385.5. 

Silver — Spot 224.8-225; 3 months 

229.6- 229.7. 

Livestock 

CALGARY (CP) — Sales 
Wednesday at the Calgary Public 
Stockyards totalled 854 cattle, 13 
calves and 483 hogs. A1-A2 heifers 
over 650 pounds 33-35.10, under 850 
pounds 32-33JO. Cows D1D2 
25.50-27, D3 23.50-25, D4 17-23.50, 
good bulls 27-32, good feeder steers 
over 800 pounds 35-39, good feeder 
heifers over 700 pounds 27-30.10; 
hogs: high 67.25, low 65.65, avg. 
66.60. 


In'addition to 48 holdings 
operated jointly with other 
firms, the former Atlantic 
Richfield properties include 
varying working and royalty 
interests in more than 300 oil 
wells, eight natural gas wells 
and some undeveloped lands. 


GIC rate 
increased 


LONDON, Ont. (CP) — 
Canada Trust Co. announced 
Wednesday an increase injn- 
terest rates on all its gua?Ki- 
teed investment certificates 
by one-quarter of a percent¬ 
age point. 

The rate for five-to-seven- 
year, certificates will en to 
10*4 per cent and to 10*/i per 
cent for eight-to-10-year 
issues. 

It also will raise prime five- 
year mortgage rates to 12 per 
cent from 11% per cent. 

The move followed similar 
action Tuesday by Royal 
Trust Co. and Montreal Trust 
Co. which increased rates on 
certificates and on some term 
loan deposits. 


Educators 
get down 
to business 


The annual B.C. business 
educators’ coitf^rence opens 
today at the Empress Hotel 
and runs through Sunday. It 
is designed, organizers say. to 
study the increasing impor¬ 
tance of training students in 
B.C. high schools who are 
afiout to enter the business 
world. 

Business educators from 
throughout the province will 
attend. Key speEikers include 
Dr. Robert Ristau, University 
of Michigan: Dr. Robert Hey- 
wood. UBC; Rosemary 
Fruehling, New Jersey Col¬ 
lege of Business and Ted 
Stroyan, MacMillan Bloedel 
Co. Ltd. 


Tapin 

settles 

suits 


VANCOUVER (CP) — 
Tapin Copper Mines has set¬ 
tled lawsuits with a number 
of shareholders who asked for 
their money back after buying 
shares in a financing of the 
company in 19ty, President 
James Black says in an annu¬ 
al report. 

4 Chaimants had sought 
$248,759 but settled in January 
for $78,000 and retained 
shares, the company said. 

Other shareholders who 
bought shares in the open 
market still have suits against 
the company for claims that 
totalled $385,000 by Jan. 15. 

The lawsuits w'ere initiated 
against Tapin after the share¬ 
holders alleged fraud and 
misrepresentation when the 
stock increased from pennies 
to about $3 on news of a good 
gold prospect in Oregon. 

Police said later drill core 
samples were salted. 


MOTEL 


Near Parliament Buildings. 80 rooms. Fully 
licensed — cocktail lounge and dining room with 
room for expansion. View property. Easy access 
and parking. 


$500,000 down 
Principals only 
384-1424 595-5446 






FARMER 



LANSDOWNE SLOPE - $98,900 

A beautiful S-bedroom 17-year old home in one of Oak 
Bay’s finest areas. New roof and kitchen. 70’ x HO’ lot 
with fantastic landscaping. Rec. room down with 
fireplace. City and mountain views. To view, please call: 

JIM WEST 

382-2134 595*4094 


ARRAN 

HOUSE 

IN6PECT THE CUPERB 
DIGNIFIED ELEGANCE 
of 

thle exciting life style 
from 1 : 00 - 6:00 p.m. 

at 

545 RiTHET 

(one block from Dallas 
between Menzlea 4 S. Turner) 

OR CALL 59S-5166 
TO VIEW AT YOUR 
CONVENIENCE 


VSast Vark. 

CONDOMINIUM SUITES 



1050 Park Boulevard 

(Corner of Cook) 

Overlooking Beacon Hill Park — close to shopping, tran¬ 
sportation and seafront, these spacious 2-bedroom suites 
offer the utlimate in retirement living. 


OPEN HOUSE 


MONDAY TO SATURDAY 1:30-4:30 

Priced lo Sell — from $43,500 

For Special Appointments to view call 592-2407 

*)rfu{te ifjotvcr 

OAK BAY PROPERTIES LTD. 2227 Oak Bay Avenue 

I "Victoria '» Loading Condominium Brokers" 


CANADIAN PACIFIC 
INVESTMENTS LIMITED 

PREFERRED SHARES, 
SERIES A DIVIDEND NOTICE 

Notice is hereby given that e d i vidend 
of 244% (47.5 cents per share) on 
the outstanding 4%% Cumulative 
Redeemable Convertible Voting Pre¬ 
ferred Shares, Series A of die Com¬ 
pany, baing the half-yearly tnstafenent 
payable on May 1. 1976, has been 
declared payable on May 1, 1976 to 
shareholders of record at the ‘ 
of business on April 9, 1978. 


Montreal, Quebec, March 4,1978 




Are you still looking for the perfect 
condominium? look no further. Trade 
your present home for one of Victoria's 
newest luxury condominiums. You will 
be delighted with these two bedroom 
homes, each with two full bathrooms, 
utility rooms, balconies or terraces, 
colored kitchbn appliances, plus many 
more features. 

Don't delay — these gorgeous homes 
are selling fast, located in one of the 
efty's most fashionable districts, and 
convenient to shopping and parks. 
Drop in to see us — one of our profevv 
sional sales staff will be pleased tpjielp' 
you. 

VIEWING TIMES 

Representative suite now ready for 
V viewing. 



FARMER 


For private appointment 
or after houn, call: 

Isobel Ripley 479-1918 

Jim West 595-4094 

Gerrie Hutton 386-3927 
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Decision reserved 


: OTTAWA (CP) - The Su¬ 
preme Court of Ciinada re¬ 
served decision Wednesday 
after sitting through three 
flays of argument on whether 
the NationaJ Energy Board 
chairman should be disquali¬ 
fied trom a northern pipeline 
hearing. 

• The chairman, Marshall 
Owe. has been challenged 
'toy three public interest 
groups on the (grounds that he 
might be biased toward the 
flecd for a pipeline since he 


once sat as a director of Ca¬ 
nadian Arctic Gas Pipeline 
Ltd. 

Arctic Ghs and Foothills 
Pipeline Ltd. of Calgary are 
competing for the right to 
build the pipeline in hearings 
that opened last October. 

They were adjourned In 
early February after the Su¬ 
preme Court action was 
launched and won’t be re¬ 
sumed until a decision is ren¬ 
dered. 


II 


One hour 

mminizm 


n 

® 


THE MOST IN DRY CLEANING 

^preik a4 a flower 
in jw&t one hour 
^ 8 LOCATIONS to serve you 





OPEN HOUSE - 4366 ELNIDO 

THURSDAY, 1:30 to 4:00 



Quallty-bullt home with three bedrooms, 1 Vk 
baths, bedroom, bathroom and sauna In base¬ 
ment. Sculptured carpeting throughout. 

TERRY SMOLLETT 

595-5171 056-5682 (Mobile JL3-8876) 

LE8 BOHER 388-6275 (Pager 729) 


Canada Trust 

1537 Hillside Avsnus 



EARN 1 

UPTO 


WHY 

EARN 

LESS? 


% 


PER 

ANNUM 


Phone or mail this ad with your name and address today 

4. CONTINENTAL 

uS TATES CORPORATION LTD 

385-6778 

777 FORT STREET 
VICTORIA 

V8W 1G9 

682-7171 524-2288 

Vancouver New Westminster 

408-796 Granville St VaZ IJ6 • . s, 

, V3M IB, 

'MEMBER CANADA 0EPO3U tNSUitANCE CORPORATION 


ROCKLAND SECLUSION 



OPIN HOUSE 

524 ST. CHARLES 
THURS., FRI., ft SAT. 2 to 4 

FIRST SHOWING of this tastefully renovated 10 
: room character home Thursday 2 to 4 p.m. You will 

- be Intrigued with the versatility ot this gracious yet 
informal residence which provides for up to 5 
bedrooms, 3 new bath facilities, new family room off 
the spacious, modernized kitchen. Many charming 

T. features such as the 12x12 reception hall, 
children's telephone room, built-in desk and 
shelves, two Individual studies. Large beautifully 

- treed garden adjoins Govt. House Park. Offered at 
$118,000. For prior viewing call: 


- ll 


TED WALFORD BILL REMPLE 

598-1420 658-5794 

BLOCK BROS. REALTY 

477-1841 


f —1 

business 

jJ&y 

gearge 

gibson 




The airline rumor of the week, which may be the one that 
the Vancouver Stock Exchange followers are feeding on this 
week, Is that Ward air and Pacific Western Airlines are soon 
going to get together under the Alberta-government umbrella. 

PWA was quick to deny the rumor Wednesday but a 
spokesman admitted to having heard it before. 

However, the Alberta government’s move last week to shift 
corporate headquarters from Vancouver to Calgary, coupled 
with their announcement in January that they were going to 
advance funds to build a maintenance base for Wardair at 
Edmonton International Airport, may have sent rumors aloft. 

The stock market facts are these: For the week ending 
Jan. 30 only 7.900 shares of Wardair traded and closed at 
$2.25. A month later weekly volume was nearly 60,000 and the 
price was in the $3.50 range. 

Last week at the VSE, (the only place where Wardair is 
listed) 37.550 shares moved, with the closing price at $3.65. 
About 30,000 have traded,, this week so far and the price 
Wednesday was $3.85. 

The last time Wardair was in the stock market news was 
back in 1972 when Air Canada announced that it w*as interest¬ 
ed in buying 30 per cent of it. However, it took the federal 
government about two years to decide that a hearing over the 
matter could properly proceed and by that time Wardair was 
back in the black and Air Canada’s offer (some said at $3.50 a 
share) was no longer viable. 

•I D 

A six-months strike, which is still on at the Park and Til- 
ford distillery in North Vancouver, has wiped out its annual 
trophy competition for industrial and civic beautification 
projects. 

Victoria’s Centennial Square and Saanich municipal hall 
were major winners in the eight years of competition. 

Ken Burton, Park and Tilford marketing manager, said 
that the company could no longer continue to assume the 
$25,000 annual cost that the competition involved. He said 
that he w-as trying to have some other firm carry on with the 
project, or, failing that, his company one day would hope to 
resume it. 

“We’ve felt it was a worthwhile thing. It was especially 
appreciated, we felt, on Vancouver Island, thanks to the ef¬ 
forts of people like Brian Small at your chamber of com¬ 
merce,” Burton said. 

n 

The Canadian mutual funds industry is cheered, if only 
slightly, by its 1975 operations. Figures released by the Cana¬ 
dian Mutual Funds Association show that net redemptions 
declined 31 per cent in 1975. 

Sales were off 3.8 per cent to $329.5 million but redemp¬ 
tions fell by 9 per cent to $380.9 million for a net redemption 
figure of $51.4 million compared to a $75.3 million net 
redemption figure in 1974. 

Total net assets under CMFA membership management 
rose by 11 per cent to $ 1.8 billion. 

CMFA Chairman Warren Goldring of Toronto, in an¬ 
nouncing the figures, said that the funds performed well, 
despite recession and inflation and shocks 6 uch as the wage 
and price controls announced in October. 

n 

National executive of the Investment Dealers Association 
of Canada will be hero next Tuesday to meet with Premier 
Bennett. Finance Minister Evan Wolfe and Attorney General 
Garde Gardom.on what the IDA calls “matters of mutual in¬ 
terest.” 

The IDA executives will also attend the annual meeting 
of the Victoria area IDA. 

4 n 

SOMEBODY at the Anti-Inflation Board in Ottawa has a 
w*ry sense of humor. The board’s latest press release, a sum¬ 
mary of activity to date, came in the usual brown envelope but 
with 14 one-cent stamps adorning the cover. A dour-looking 
Sir John A. Macdonald is on all 14 .. . Pitfield, McKay, Ross 
and Co. Ltd., has been told that it sold more Canada Savings 
Bonds in last fall’s campaign than any other investment firm. 
But they- won’t say how much . . . Pacific Logging Co. lost 
$L 8 million in 1975 compared to a profit of $3.8 million the 
year before. The result is tucked away in Canadian Pacific 
Investment's annual report. . . Avis Transport of Canada 
Ltd. would like its ownership status cleared up. It says it is 
neither owned nor operated by International Telephone and 
Telegraph (ITT), a mis-statement made several times in 
recent hearings about airport rental space. Avis concedes 
that ITT once held 61 per cent of the shares but they are 
being held by a court-appointed trustee and he will shortly 
dispose of them by way of public offering. The other 39 per 
cent already are traded in New York. 


Net Earnings 


Canadian Export and Gat and Oil 
Ltd., nine months ended Jan. 31: 
1976, 52,780,000, 34 cents a share; 
1975, 51,414,000, 17 cents. 

Canadian imperial Bank ef Com¬ 
merce, three months ended Jan. 
31: 1976, 538,730,000 , 51.11 a share; 
1975, 525,137,000, 72 cents. 

Canadian Manoir Industries Ltd., 
year ended Dec. 31: 19/5, 

52,635,693, 51.59 a share; 1974, 

52,332,304, 51.41. 

Eastern Provincial Airways Ltd., 
year ended Dec. 31: 1975, 5190,000, 
loss, 27 cents a share; 1974, 
5506,000, profil, 37 cents. 

Exquisite Form Brassiere Cana¬ 
da Ltd., six months ended Dec. 31: 
1975, 521,000, loss, 35 cents a share, 
loss; 1974, $7,000, profit, five cents, 
loss. 

John Labatt Ltd., nine months 
ended Jan. 31: 1976, 517.560,000, 
51.62 a share; 1975, 516,016,000, 

$1 Ke’ntinf Ltd., veer ended Dec. 
31: 1975, $24)0,000, 53.38 e share; 
1974, 51,333,000. 51.62. 

Labrador Minins and Exploration 
Co. Ltd., year ended Dec. 31: 1975, 
513,120,000, 53.98 a share; 1974, 
510,095,000, 53.06. 

S. B. McLaushlin Associates Ltd., 
year ended Dec. 31: 1975, 53,930,000* 
$1.35 a share; 1974, 52,254,00Q. 78 
cents. 

National Trust Co. Ltd., three 
months ended Jan. 31: 1576, 

52,111,000, 56 cents a Share; 1975, 
$1,553,000, 41 cents. 

New Brunswick Telephone Co 
Ltd., year ended Dec. 31: 1975, 
S9,692,000. 51.68 a share; 1974, 

$7,390,000, 51.44. 

Nu-Wesl Development Corp. Ltd., 
year ended Dec. 31: 1975, 

513,671,263, $4.79 a share; 1974, 
57,562,886, 52.71. 

Pretac Concrete Ltd., near ended 
Dec. 31: 1975, $795,000, 79 cents e 
share; 1974, 5523,000, 52 cents. 

Reed Paper Ltd., 12 months 
endet Dec. 27: 1975, $12,309,000, 

51.29 a share; 1974, $34,257,000, 

54.91. 

Unican Security Systems Ltd., six 
months ended Dec. 31: 1975, 

5501,000, profit, 29 cents a share; 
1974, 5397,000. loss, 22 cents. 

Upper Canada Resources Ltd., 
year ended Sept. 30: 1975, 

$1,468,000, 25 cents a share; 1974, 
no comparable figures available: 

Versatile Manufacturing Ltd., 
three months ended Jan. 31: 1976, 
54,552,000, $1.53 a share; 1975, 

S3,217,000, 51.11. 


aeer Petr___ _, _ 

ended Dec. 31: 1975, 53,814.000. 98 
cents a share. 1974. 51,257,000, 32.4 
cents. 

Wajax Ltd., year ended Dec. 31: 
19/5, 54,050,000. 52.80 a share; 1974, 
53,303.000, 52.36. 

Westmills Carpets Ltd., three 
months ended Nov. 21: 1975. 

$367,000, loss, no per share figures 
available; 19/4, 535,000, profit. 

Wix Corp. Ltd., year ended Dec. 
31: 1975, 5235,000, 32 cents a share; 

1974, 5303.000, 42 cents. 

Zodiac Ltd., year ended Oct. 31: 

1975, 51,386,000. loss, $1.76 a Share; 
1974. 5580,000. loss, 73 cents. 


e *• . 

PWA clarifies move 


VANCOUVER (CP) — Pa¬ 
cific Western Airlines man¬ 
agement will decide what 
functions of the Alberta go¬ 
vernment-owned company 
will be moved to that prov¬ 
ince, Rhys Eyton, new PWA 
president, said Tuesday. 

Eyton, 40, appointed pres¬ 
ident by the board of direc¬ 
tors on Monday, said the only 
definite plan is to move the 
airline’s head office to Cal¬ 
gary. 

"And the only person who 
definitely wilj be moved at 
tms point is myself, probably 
within four months,” Eyton 
said in an interview. 

Last week, Alberta Trans¬ 
port Minister Hugh Horner 
announced plans to move the 
airline’s headquarters to Cal¬ 
gary and its maintenance 
centre to Edmonton from 
Vancouver. 

Eyton said there were no 
plans to move the airline’s 
present maintenance facilities 


at Vancouver International 
Airport but it was exacted 
that the maintenance facili¬ 
ties at Edmonton would grow. 

PWA’s facilities at Edmon¬ 
ton's municipal airport are li¬ 
mited by the airport’s runway 
length and Vancouver has the 
only facility for maintenance 
work on the larger jets — the 
Boeing 707s and 737s, said 
Eyton. All overhauls on Her¬ 
cules aircraft and routine 
checks are carried out at Ed¬ 
monton. « 

“With the development of 
business in the North it is ex¬ 
pected the Edmonton facility 
will grow but there are no 
plans now to alter operations 
at either the Vancouver or 
Edmonton maintenance facili¬ 
ties.” said Eyton. 

He said present plans call 
for maintaining a regional of¬ 
fice here and “any staff func¬ 
tions performed now.” 

lie said senior personnel 
are affected by the decision to 


move the head office to Cal¬ 
gary and “there will be an at¬ 
tempt made to make adjust¬ 
ments for personnel who may 
not wish to make the move.” 

Eyton said Calgary was a 
good location for the com¬ 


pany's head offices because 
the “city is establishing itself 
as the financial centre for 
western Canada and currently 
ranks third nationally in 
terms of the number of head 
offices located there." 


Watson won’t say 


VANCOUVER (CP) — Don 
Watson of Vancouver, the 
former president of Pacific 
Western Airlines, said Tues¬ 
day it would be “awkward” 
for him to discuss the circum¬ 
stances of his sudden resigna¬ 
tion on Monday. 

Watson, who resigned after 
a board meeting jn Edmon¬ 
ton. declined to saXwhefoer 
he left the top post ffK’PWA 
voluntarily or was forced out 
for criticising the company’s- 
decision to move its head of¬ 
fice from Vancouver to Cal¬ 
gary. 

“There was a board meet¬ 
ing. A lot of things can get 
discussed, settled, modified at 
a board meeting. 

“I’m afraid I’m in an awk¬ 
ward position. I don’t want to 
compromise anything.” 

Asked if he would feel awk¬ 
ward answering whether he 
was ousted bv the board. Wat¬ 
son replied, "Yes, T would.” 

An 18-year veteran of PWA 
who recently turned down an 
offer to head Air Canada. 
Watson publicly opposed the 
airline’s move to Alberta as a 
waste of mon^y and bad for 
morale. 

At the same time, however, 
he said he had no intention of 
resigning from the company. 

Watson said he has no idea 
what duties he will perform 


as a "special adviser” to 
PWA as announced by the 
board chairman, Rod Mac- 
Danicl. 

“But I would expect in 
these hard times that they 
will need all the advice they 
can get,” he said. 3 



i"MEET THE 
PUBLIC" 
STYLING 


by 

APPOINTMENT 


BARBER 



m 


647 Fort Street 385-2855 
CIOMd Wadnaaday 

3-11 


12,456 SQ. FT. 
PRIME COMMERCIAL 
LANGFORD 

Located across the street from the recently ex¬ 
panded Westbrooke Mall with 90-ft. frontage 
on Goldstream Ave. Ideal for redevelopment or 
could be held tor future development. Current 
gross income from existing buildings estimated 
at $18,000 per annum. Priced at $210,000 New 
MLS. WALT SLOCOMB, 477-0141 or 383-4035 


IS the Permanent 


CANADA PERMANENT TRUST 



Sales Managers! 

Get your group 
together in our 

NEW MEETING 
FACILITIES 

Our new tacilitles will serve 10 or 110 lor 
meetings, seminars, banquets. Superb service. 
Free parking. Ask about our special Corporate 
Package Rates. 

Penthouse or street ievei- 
take your choice! 

Hotel REMBRANDT 

1160 Davie, Downtown Vancouver 

Call our Salea Dept., ‘collect' at (604) 685-1311 

Telex 04*07844 



$500 DOWN - 3-B.R. TOWNHOUSES 

389.58 p.*.| 

2-4 pm DAILY 


[We will carry balance over 35 yurt it 1114% 
OPEN TO VIEW 

No. 49 - 840 Craigftowar 


Spacious 2-storey units, 2 bathrooms, w/w shag, fridge, stove, 
washer and dryer and drapes. Low monthly maintenance fees and 
taxes. 


LOISELLE BROS. 


383-4568 


SUPER SAVINGS 



TEST DRIVE 
A MAVERICK 
RIGHT NOW 


peter pollen ford 


10M Yates at Cook St. 


Telephone 384-1144 


BANK 

FINANCING 

Peter Pollen Ford Seles Ltd. 
1060 Ystes St., Victorle, B.C. 
Dssler Licence Number D-3073 
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Get out of visitor business , B.C. urged 
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Esquimalt taking 


‘Pass tourists to firms’ four to court 


Get out of the tourist busi¬ 
ness and let private ’ en¬ 
terprise do its job, the provin¬ 
cial government was told 
Wednesday. 

The advice came from 


Brian Small, manager of the 
Greater Victoria Chamber of 
Commerce. 

Small said the government 
should offer the Princess Mar¬ 
guerite, the Prince George 


and the sightseeing buses to 
private entrepreneurs as a 
package deal. 

“I'm sure people in Victo¬ 
ria, Vancouver and Seattle 

( ' 


Wallace being ‘ ignored ’ 
over staffing requests 


P r o v i n cial Conservative 
leader Scott Wallace said 
Wednesday he would oppose 
the election of Speaker-desig¬ 
nate Ed Smith to hia post at 
next Wednesday's opening of 
the Legislature unless Smith 
agreed to discuss staff re¬ 
quirements for opposition 
MLAs. 

Wallace said In an interview 
Smith had ignored his request 
for a meeting on the issue. 

He said under present ar- 


Production 
will halt 

'PRINCE GEORGE (CPI - 
North wood Pulp and Timber 
Ltd. will halt production Sun¬ 
day because the B.C. Railway 
strike has blocked the supply 
of chlorine, essential for pulp 
bleaching, a company spokes¬ 
man said Wednesday. 


rangements, ha would lose 
one stenographer by the end 
of March, leaving him with 
only a secretary. 

There was no way one girl 
could handle the workload, he 
said. 

“It’s the first move by the 
new government to muzzle 
the opposition by making it 
difficult for them to do their 
job," Wallace said. 

Wallace said he had dis- 
• cussed the possibility of op¬ 
posing the election of Smith 
as speaker with Liberal lead¬ 


er Gordon Gibson and NDP 
party whip Graham Lea. 

Neither I^ee nor Gibson was 
available for copiment 
Wednesday, but Wallace said 
he would definitely oppose 
Smith's election unless a 
meeting was held between 
ifow and the opening of the 
Legislature next Wednesday. 

Traditionally, the speaker is 
elected by unanimous vote, 
but Wallace said he would no¬ 
minate someone else if Smith 
continued to ignore his re¬ 
quest for a meeting. 


would be interested,” Small 
said, j 

Private enterprise, he 
added, woqlc} run such an 
operation much more ef¬ 
ficiently than the government 
could ever hope to do. 

Small criticized the govern¬ 
ment for hanging onto the 
tourist business, disregarding 
the fact that business people 
had helped get them into of¬ 
fice to support a free en¬ 
terprise system. 

He accused Transport Min¬ 
ister Jack Davis of being 
“evasive” when approached 
by the chamber with regard 
to the future of the two go¬ 
vernment-owned ships. 

The minister’s decision to 
delete the Marguerite's Port 
Angeles run, Small said, was 
unrealistic. 

To save a few hours over¬ 
time, he said, the minister 
was jeopardizing revenue gen¬ 
erated by 31,000 tourists who 
used that run last year. 

Those people, he added, 
wouldn't be using the govem- 
ment-owned sightseeing 
buses, nor would they spend 
money in Victoria. 


Four Esquimalt property 
owners who together Owe the 
municipality about $20,000 in 
tax arrears will be taken to 
court to enforce recovery. 

Solicitor Terry O’Grady, 
acting for the municipality, 
Wednesday received files on 
the four cases from municipal 
treasurer Peter Cairns. A 


30-day period of grace expired 
Tuesday, by which,time six 
with outstanding taxes of 
$48,000 had paid up. 

A seventh company named 
in a Feb. 9 report as among 
12 owing more than $1,000 in 
tax arrears is in receivership 
and was excluded from action 
by O’Grady. 


School doors open 


A panel discussion on the 
topic Are High Schools Obso¬ 
lete? will be the highlight of 
open house today at Clare¬ 
mont High school. 

The open house is being 
held in conjunction with the 
school’s education week and 
begins with an hour of social 
contact and displays at 7 
p.m., followed by the panel 
discussion at 8 and a group 
discussion with parents break¬ 


ing up Into smaller units 
starting at 9: 

The panel will consist of 
John Young, a controversial 
figure in educaiton and 
former principal at Campbell 
River High school, Gerry 
Kristi anson, chairman of the 
Saanich school board, Dr. 
Charles Doyle, a University of 
Victoria professor, and John 
Clark, a teacher at Clare¬ 
mont. 


Marine Calendar 


NAVY 

Gatineau, Provider, Restloouche, 
Kootenay — at sea, returning March 

All other ships In port. 

MARINE SCIENCES 
Pandora 2 — Saanich Inlet. 

Vector — Point Grey. 

Parizeau — Esquimalt. 

All other ships in port. 

coast Guard 

Quadra — in port. 

Douglas — Port Hardy. 

Camsell — Estavan Point. 


Vancouver — on station Pane. 
Rider — Totlno patrol area. 

Ready — Comox patrol area. 
Racer — refit. 

MERCHANT MARINE 
State of West Bengal — Nanaimo. 
Gavrll Derzhavin — Tahsls. 
Gimeland — Cowlchan Bay. 

Nordpol, Ascona — Victoria. 
Halda Brave, Makhtum 
Haida Brava, Makhtum Kull, Bulk 
Promoter — Port Alberni. 

Aleppo — Harmec. 


MAD MONEY MACHINE 

New Clues Daily 

CJVI/0OO 


If airplanes had Homs 
well toot ours. 


• .V.If'X ,V. . .V 



Pardon our pride. 

But we’ve just learned that we had the best on-time record in 
1975 of any major U.S. airline. And that makes us No. 1 for the 

fourth year in a row* ) 

No other airline has ever come close to Western’s four-year record, 
ever since they started keeping track of on-time performance. 

Dependability in getting you where you’re going on-time. 

It’s one of the good things we’ve 

got going for you at Western. ^Fr Western Airlines 

•The C.A.B. selects the leading 100 U.S. city pairs foe measuring 

on-time performance. We fly between 13 of these Hawaii 1 Alaska / Canada/Western USA/Mexico 

pairs, which represent 34% of our nonstop flights operated. 

1*4 


Lucky 
Dollar 


FOODS 




Libby's Deep Brown. 14-oz ^ 

BEANS TQC 

with PORK UU 


39 


I Robin Hood Strsussl Krone 

DEVIL’S FOOD 

CAKE MIX21/2 oz 


Hereford. 12-02. 


CORNED BEEF 


I Parkay Squeeze, 16-oz. 

MARGARINE 


Neilson's Ass td Family Size 

CHOCOLATE f 
BARS $ 


Carnation, 18-oz. 


COFFEE MATE 


Regal. 24-oz 

APPLE- 

STRAWBERRY JAM 


Peek Preen, 14-oz. 

DIGESTIVE 

CREAMS 


Krall. 32-02. 


CHEEZ WHIZ 


Kleenex Ant'd. Twin-Peck 


PAPER TOWELS 



£49 


99 


0 


KEE’S 

RESTAURANT 

4101 Shelbourne Street 

The Finest 

CHINESE FOOD 

10% OFF ON 
TAKE-OUT ORDERS 

Phone 477-1742 — 477-5516 

Hours: 9 a.m.-9 p.m. Tues.-Sat 
11 e.m.-O p.m. Sunday 
Closed Monday 


• CANADA GRADE A • 

GROUND BEEF.31J" 

CLUB STEAK.» I 89 

Bonelen , 4 IQ 

BLADE ROAST. »Y 


California 


MANDARIN 

ORANGES 

5 its 99 c 

luci<y\ 

Dollar 


Florida. 4Sa 


GRAPE¬ 

FRUIT 

8*99* 


Thura. Mar. 11 to 
Sat. Mar. 13 - 

We Reserve The Right 
To Limit Quantities 

KEE’S 

4101 SMboirw St. 

477-1741 


1 
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Canucks catch Black Hawks 


St. Louis captain Gary Unger gets a little special 
w attention from Claire Alexander (2) of Toronto 

Irnnmnn Maple I.eafs during Wednesday night action which 
mi i " marked the 631st consecutive game in which Unger 

- had played. Unger’s perfoimance broke the NHL 

rpcord record for consecutive games set by Andy Hebenton 

i oci/i w during the 1930s. Unger drew one assist as the clubs 

played to a 2-2 tie. 


Vancouver Canucks, getting 
expected help from Montreal 
Canadiens. caught Chicago 
Black Hawks on Wednesday 
night. 

Making the most of the op¬ 
portunity presented by opposi¬ 
tion which has won only 12 
games this season and started 
winless in 13 games, the Can¬ 
ucks kept Kansas City Scouts 
down with a 3-1 victory. 

Meanwhile, heading for the 
Vezina Trophy and the Na¬ 
tional Hockey League point 
record. Canadiens blasted 
past the skidding Hawks. 5-1. 

That left Canucks and 
Hawks with 69 points each, 
but the Hawks have the edge 
of two games in hahd. Howev¬ 
er. the Chicago club has lost 
five games in a row and has a 
slightly tougher schedule re¬ 
maining. 

Canucks, who were 2-3-2 on 
the seven-game road trip 
which ended Tuesday night in 
Los Angeles t needed a bit of 
time to get rid of travel kinks. 
But they got the 1-1 Roal two 
seconds from the end of the 
first period when Bobby La- 
londe stole the puck, surged 
for second-period goals by 
rookie Rick Blight and Chris 
Oddleifson. and maintained 
the margin. 

Canadiens. scoring their 
10th win in an unbeaten 
streak now at 11 games, got 
started early on a power-play 
goal by Jacques Lemaire. 
■ were 54) by the end of the 
first period and 5-0 when Cliff 
KoroU wrecked shutout hopes 
for Ken Dryden with less than 
eight minutes remaining. 

Guy Lafleur, becoming the 


McDill tops personal goal 
in powering Cougar victory 


By STAN COOPER 

Jeff McDill has had some 
big nights for Victoria Cou¬ 
gars this Western Canada 
Hockey League season but 
none to equal his efforts 
Wednesday at Memorial 
Arena. 

The husky rightwinger had 
a hand in six goals in helping 
his team to a 7-4 win over 
Regina Pats and in the 
process, McDill passed a per¬ 
sonal target of 50 goals, a fig¬ 
ure he set shortly after arriv¬ 
ing here last summer in a 
trade with Flin Flon 
Bombers. 

Firing three goals to run his 
season’s total to 52, McDill 
also drew three assists to 
push his points mark to 110, 
exceeding his points total in 
112 games with the Bombers 
over the last two seasons. The 
Dauphin, Man., product man¬ 
aged 46 goals and 58 assists 
while with the Bombers. 

McDill, who has seven goals 
in his last five games and 14 
in his last 12, scored once in 
each period as the Cougars 
gradually wore down the 
Pats, on their annual six- 
game visit to B.C. 

The teams were deadlocked 
at 3-3 after the first period but 
McDill’s second goal, a smart 
wrist shot in the second min¬ 
ute of the middle period, put 
the Cougars ahead to stay. 
The Cats held a 5-1 lead after 
40 minutes and cemented the 
win with goals five minutes 
apart midway through the 
final period. 

McDill. who celebrates his 
20th birthday oh March 16. set 
up linemate Jim Gustafson 
for the 6-4 tally, then capped 
the scoring with a power-play 
goal, tipping in a Gustafson 
pass from behind the Regina 
net. 

Al Hill, Tim Williams — 
who equalled a team record 
for defencemen by scoring his 
19th goal of the season — and 


w B s T eRN O.V.S.OH A ^ 

Kamloops^' 66 8 24 6 340 265 ’S 

Med Mat 62 34 20 8 324 264 76 

VICTORIA 64 31 26 7 296 289 69. 

sssr ssstsss 

"""{{'IT, A PI.. 

Saskatoon 65 41 16 9 1S4 236 69 

B'endon 65 29 28 6 298 277 66 

Lethbridge 65 27 31 7 270 315 61 

Winnipeg 64 25 34 5 266 330 55 

Regina 66 2-0 38 8 254 307 48 

FUn Flon 64 15 41 • 221 397 38 

Next csmes: Tonight — Flin 
FlOn at Winnipeg. Calgary at Ed- 
•V.onton. 


Gregg Anderson also scored 
for the Cougars, who moved 
to within seven points of 
third-place Medicine Hat 
Tigers in the Western Divi¬ 
sion. 

Curt Fraser, the other 
member of the Gustafson- 
McDill line, drew -three as¬ 


sists to make it an 11-point 
game for the trio. 

Ron Trafford. Drew Cal¬ 
lander, Rob Tudor and Dean 
Tidball scored for the Pats, 
who made good use of their 
powerplay. managing three 
goals with Cougars in the pen¬ 
alty box. 


Junior Boxers 
lose grudgingly 


London Boxing Club Juniors 
are on the sidelines in Victo¬ 
ria mein’s senior “B” basket¬ 
ball play today — grudgingly. 

A furious bid by the Juniors 
to force a third game in the 
best-of-three semi-final 
against London Boxing Club 
Seniors was wrecked Wednes¬ 
day night with just two sec¬ 
onds remaining by Jim MacK- 
ay. 

MacKay’s winning shot 


Blues win pair 

TAURANGA, New Zealand 
( Reuter) — Doc’s Blues, a 
touring Canadian women’s 
softball team from Van- 
comer. won by one-sided 
scores Wednesday in two exhi¬ 
bition games against club 
teams played during the New 
Zealand women’s champion¬ 
ships. They defeated Wright- 
car Royals, 12-0, and Ngam- 
anu, 14-1. 


capped a hectic final minute 
• during which the lead 
changed hands four times. 

Steve Pescod gave the Jun¬ 
iors the lead with 52 seconds 
remaining and after .Duff 
MeCaghey had converted a 
pair of free throws for the Se¬ 
niors, Doug Cal beck made it 
60-59 for the Juniors with 13 
seconds left. Then MacKay 
popped the winner for a 61-60 
win. 

Pescod and Calbeck shared 
scoring honors with 18 points 
each while MeCaghey finished 
with 15 and MacKay with 14. 

The winners advance to the 
league final against the win¬ 
ner of James Bay-Oak Bay 
series which continues tonight 
at 9 p.m. at Spectrum school 
with Oak Bay leading.1-0. 

L8C JUNIORS (60) — Steve 
Rothwell. Steve Pescod 18, Thad 
Newman, Doug Calbftk 18, John 
McManamen 6, Ted Anderson 10, 
Kevin Worth 2, George Lomas. 

LBC SENIORS (61) — Jim 

MacKay 14. Duff MeCaghey 15, 
Dave Wlrtenan 4, Mike Reimer. 
Bill Hinglev. Loris Corletto 2, Alt 
Mass 12, Danny Ireland 2, Mark 
Laverto 4, Rick Conolly I. 


Argos raise prices 


TORONTO (CP) — Ticket 
prices far Toronto Argonauts 
home games have been in¬ 
creased by $1 across the 
board tor the 1976 season, Bill 
Hodgsr)n, owner of Cana¬ 
dian Football Leagi^ team, 
announced Wednesday. 

The increase brings ticket 
prices to S4. S6. $8.50 and $9. 

Hodgson sc*d the decision to 
increase ticket prices was 
made after the Exhibition Sta¬ 
dium Corp., operators of CNL 


Stadium, decided 10 days ago 
to impose a 25-cent head tax 
for every fan entering the sta¬ 
dium. 

Hodgson said other factors 
leading to the increase in¬ 
clude a 10 per cent provincial 
tax and other inflated costs, 
especially travel. 

The Argos have offered to 
pay rental of $400,000 for..their 
10 home games this season, 
.up from last year's $300,300. 
No lease has neen signed for 
the 1976 season. ■ 


first player in his league to 
get 100 points this season, 
broke a tie tor the individual 
point lead by scoring his 44th 
goal and drawing t his 57th 
assist, He is two pdlnts ahead 
of Bobby Clarke and four 
points ahead of Bill Barber in 
the Ross Trophy race. 

Individual highlight of the 
six Wednesday games was the 
setting of a consecutive-game 
record by Garry Unger. 

The high-scoring St. Louis 
centre, w-ho drew an assist on 
the opening goal, appeared in 
his 631st consecutive game as 
the Blues played the Maple 
Leafs to a 2-2 tie in a Toronio 
game. 

That erased the record set 
by Andy Hebenton. who never 
missed a game in his nine- 
season NHL career, which 
started in 1955 with New York 
Rangers and ended with Bos¬ 
ton Bruins. Hebenton, who 


KANSAS CITY 1, VANCOUVIR S 
First period: 

1. Kansas City, Arnaaon (II) 
(Charron, Burns) 15:52. 

2. Vancouver, L • I o n d • (12) 
(Pratt, Oddleifson) 19:58. 

Penaltle* — Durbano (KC), Sedl- 
bauer (V) (double minors) 1:23; 
Dailey (V) 3:20; Bargman (KC) 
9:37; Lagact (KC) 11:20; Robltetlie 
(V) 12:46; Lagaca (KC), Lalondt 
(V) 17:28. 

Second period: 

3. Vancouver, Blight (25) (Robi- 
faille, Laver) 11:04. 

4. Vancouver, Oddleifson (13) 
(Gould. Monahan) 18:39. 

Penalties — Johnson (KC) 14:23; 
Croteau (KC) 16:21. 

Third period: 

No soorlno. 

Penalties — Oddleifson (V), 
Bergman (KC) 7:26. * 

Shots on goal by: 

Kansas City 10 I 6 —26 

Vancouver 18 18 9 — 45 

Goal — /Herron, Kansas CHy; 
Smith, Vancouver. 

Attendance — 15412. 

BUFFALO 7, PITTSBURGH 6. 
First Fgriod: 

1. Buffalo, Ramsay (18) (Luca) 
1:46. 

2. Plttsburch, Gilbertson (21) 
(Stackhouse, Schock) 11:28. 

3. Buffalo, Martin (41) (Per¬ 
reault, Guevremont) 12:31. 

Panamas — Schoenfeid (B), Mac¬ 
Donald (P) 0:30; Burrows (P) 
15:08. 

Second Period: 

4. Pittsburgh, MacDonald (26) 
(Larouche, Ados) 8:13. 

5. Pittsburgh, Kehoa (25) 
(Schock, StacKhouse) 9:42. 

6. Pittsburgh, MacDonald (27) 
(Stackhouse. Pronovost) 11:01. 

" “■ " *- thoi 


The loss left Regina mired 
in fifth place in the Eastern 
Division, and in 10th place 
over-all in the points race 
which (rill be used to deter¬ 
mine first-round opponents in 
the playoffs. t 

Cougars, who maintained 
their three-point lead over 
Brandop Wheat Kings in the 
battle for fifth spot, will likely 
meet the Saskatchewan club 
in the first round, a best-ot- 
nine series. 

Wheat Kings kept pace with 
the Cats by scoring a 5-3 win 
over the visiting Winnipeg 
Clubs and in the only other 
game, Lethbridge Broncos 
romped to a 9-3 win over the 
visiting Edmonton Oil Kings. 

At Brandon, Wheat King 
winger Dale McMullin shat¬ 
tered a WCHL career assist 
record when he set up goals 
by Bill Derlago and Dan 
Bonar. The assists were the 
239th and 240th of McMullin's 
five-season career, eclipsing 
the previous record of 238 set 
by former Flin Flon centre Al 
Hillier. 

REOINA 4, VICTORIA 7 
Flr»t P^£* f0 r , # f Andtrson (23) 
‘mSTTSSli*) (Jobnvjo, 
TvM., Williams (19) 

< W&S* Trafford (T.dbal.) 
7:07. 

5. Regina, Catlandar (Tudor) 
15:56. 

6. Regina, Tudor (Dumbe, Ing) 

17:25. 

Penalties — Gustafson (V) 15:07; 
Will (V) 17:25. 

Second period: 

7. Victoria, McDill (51) (Ander¬ 
son, Gustafson) 1:49. 

8. Victoria, Hill (22) (Fraser, 
McDill) 12:30. 

9. Regina, Tidball (Tudor, Hertz) 

17:30. 

Penalties — Henderson (V) 4:24; 
McDill (V), Wappel (R) 1:40: D. 
Joly (R) 10:08; Ing (R) 13:29; 
Johnson (V), Henderson (V) 16:19; 
ing (R) 18:08; Henderson (V) (tri¬ 
ple minor), Wlrachowskv (R) (dou¬ 
ble minor) 19:49. 

Third period: 

10. Victoria, Gustafson (37), 
(Fraser, McDill) 7:14. 

11. Victoria, McDill (S3), (Gustaf¬ 
son, Fraser) 12:49. 

Penalties: Minor (R) 0:35, Wil¬ 
liams (V) 0:57. Tudor (R) 2:23, An¬ 
derson (R) 11:44, Johnson (V) 

13:49, Wlracbowsky (R) (minor t ' 
maior) and Williams (v) (mal< 


7. Pittsburgh, Kehoi (26) 
(Larouche, Hadfleld) 11:24. 

8. Pittsburgh, Kehoe (27) 
(Larouche) 14:37. 

Penalties — Ramsay (B) 6:24; 
Gare (B) 6:52; Schoenfeid (B) 

7:41; Fogolln (B) 10:20. 

Third Periodi 

9. Buffalo, Ramsay (19) (Gara) 
11:25. 

10. Buffalo, Lorantz (9) (Schoon- 
feld, Richard) 11:44. 

11. Buffalo, Robert (31) (Fogolln, 
Perreault) 12:38. 

^12.^Buffalo, t J Fgf p Rytt (35) (Rob- 


12. Buffalo. Parreault 
•t. Schoenftld) 1$:0S. 

13. Buffalo, Perreault 


(maior) 


Shots on goal: 

By Regina 16 8 6 — 30 

By Victoria 14 18 11—43 

Goalkeepers: Rogers, Victoria, 
Anderson, Regina. 

Aflandance: 2587. 

WINNIPEG (3) — Tom Roulston, 
Gerrv Pion. Gord Blumenschlen; 
BRANDON (S) — Dan Bonar 2. Bill 
Derlago, Dale McMullIon, Wayne 
Ramsay. Attendance: 1557. 

EDMONTON (3) — Terry 

McOonald, Ken Burdan, Rocky 
Maze; LETHBRIDGE 19) - Steve 
Tamoellini 2, Gary Wagner 2, 
Darcv Regier, Dale YeklwchuK. 
Brian Pearce, Grant Eakln, Doug 
GHiesoie. Attendance: 2630. 


_ Rgrreault (36) (Mar¬ 
tin. Robert) 19:39. 

‘ Penalties — Wllklna (P) 15:14; 
Luce (B) 15:14. 

Shots on goal: 

Buffalo 11 11 18 — 40 

Pittsburgh 15 19 6 — 40 

Goal — Smith, Buffalo; Plasse, 
Pittsburgh. Attendance — 10,045. 

ST. LOUIS 2, TORONTO 2 
First Period 
No scoring. 

PaftMllas — Turnbull (T), Gas- 
soft (SL) 3:06; Alexander (T) 3:25. 
Second Period 

1- St. Louis, Butler (13), (Unger) 
10:27. 

2. Toronto, Thompson (39), 
(Sittler, McDonald) 10:40. 

3. St. Louis, Leflay (37), (Hess. 
Sanderson) 11:09. 

Penalties - Gassoft (SL), Wil¬ 
liams (T) (majors) 2:49; Boutette 
(T) 6:37; Hammarstrom (T), 

Hess (SL) (majors) 13:27; Ferguson 
(T) 16:23. 

Third Period 

4. Toronto, Williams (17), (Vail- 
quette) 10:12. 

Penalties — Laflev (SL), Gessoff 
(SL) (maior, misconduct), Turnbull 
<T) (maior) 5:38. 

Shots on goal: 

St, Louis 14 7 7-28 

Toronto 12 11 19-42 

Goal -Stanlowski, St. Louie; 
Thomas, Toronto. Attendance — 
16,389. 

DETROIT 3, CALIFORNIA 4. 

First Period 

1. Detroit. Bloom (10) (Cameron) 
3:16. 

2. Detroit. Harvey (11) (McKech- 
nle. Harper) 8:17. 

Penalties — Watson (D1, Girard 
(Cel.) (minors, majors) 0:28. Ca¬ 
meron (D) (minor, maior) MacAd- 
am (Cal) (maior) 3:45, Stewart 
(Cal 7:09, Cameron (D), Bloom 
(D), 12:55, LePointf (D) 15:55. 

Second Parjod 
No scoring. 

Penalties — Cameron (D) 0:53, 
Hextaii (D), Stewart (Cal.) 3:18, 
Malonev (D) (minor, maior), Pesut . 
(Cal.) (maior, misconduct) Watson 
(D), California bench, Stewart 
(Cal) 6:31, LaPoInta (D) 8:04, Wat¬ 
son (D), Stewart (Cal) (minors, 
majors) 8:40, Hemal (D) 10:51, 
Hextall (O), Christ)# (Cal) 
(minors. * “ “ * * * 

(D) 1 .. 

Third 1 ___ , 

3. Detroit. Llbett (18) (McKech- 
nle, Harvey) 3:47. 

4. Calfornia, Girard (12) (Mar- 
rick, Sabourln) 4:22. \ 

5. California, Marukl (27) (Hamp¬ 
ton. Moxey) 5:53. ) 

6. California. MacAdam (29) 
(Maruk, Hampton) 6:22. 

7. California. Ahern (13) 
(Gardner, Moxty) 12-47. 

Penalties — Pesut (Cal) 2:31. 
Jacob# (Cal) 7:46, Maloney (D) 
(major), Christie (Cal (major), 
Ahern (Cal (game misconduct) 
12:58, LaPoInta (O) 15:34, Hampton 
(Cal) 17:14. 

Shots on goal by 

Detroit 9 S 11-25 

California 6 6 14-26 

Goal — Rutherford, Detroit; Sim¬ 
mons. California. 

Attendance — 6.987. 

ATLANTA 4, MINNESOTA 1 


ATLANTA 4, Ml 
First Period 

1. Atlanta, St. 


__ _ Sauveor (21) 

(Kryskow) 8:47. 

Penalty — Quinn (A) 14:47. 

Second Period 

7. Minnesota, Jensen (2) 19:26. 
Penalties — Nona. 

Third Period 

3. Atlanta, Flett (20) (Comeau, 
Bennett) 4:20. 

4. Atlanta, Romanchych (13) 
(Vail, Clement) 6:56. 

5. Atlanta, vail (15) (Clement. 
Qi-lnn) 14:«. 

Penalties — Jensen (M) 5:07, 
Ecceistone (A) 17:50. 

Shots on goal 

Atlanta 16 7 12-35 

Minnesota 5 11 10—26 

Goal — Bouchard. Atlanta 
LoPresti, Minnesota Attendance — 

8280. 


City hoop club stirs mild storm 


HAMILTON (CP) — Victo- 
ria Home Lumber, making 
use of a little-used clause in 
the Canadian Amateur Bas¬ 
ketball Association rules, ar¬ 
rived hero with a bolstered 
team ready to defend the Ca¬ 
nadian women’s basketball 
championship. 

British Columbia teams 
have won the title the last twt> 
years and are heavily favored 
to repeat here in the three- 
day tournament that begins 
with round-robin play today 
and Friday. 

The top two teams In the 
two four-team divisions ad¬ 
vance to the semi-finals Sat¬ 
urday with the two survivors 


meeting in the finale later in 
the day. 

The Victoria team, howev¬ 
er, has already stirred up a 
hornets’ nest by fielding an 
entry supplemented by three 
players who performed else¬ 
where’In the province during 
the season — .Sue Hoefer and 
Gall Kiaver of Simon Fraser 
University, and Sherry Ste¬ 
venson of the University of 
Victoria. 

The seven'other entries art 
club team* without reinforce¬ 
ment*. 

“I was under the impres¬ 
sion that you couldn’t pick up 
a player from another team.” 


said Earl Begg. coach of the 
Ontario champion Hamilton 
Bobcats. 

He said he wasn’t aware of 
the situation until a week ago 
when the eligibility lists came 
in. B.C. first sent a list with 
nine players. The West Coast 
dub then followed up with an¬ 
other roster, naming 10 
players. 

That’s when Begg and Ha¬ 
milton manager Ray Jones 
started pheddng around and 
then the 1- Victoria club showed 
up with a third list, this one 
containing 12 names. 

A check with the CABA dis¬ 
closed that everything was 


above the table. Begg said the 
B.C. Basketball Association 
apparently registers as a pro¬ 
vincial association, enabling 
the championship team to pad 
its roster with pi a vers regis¬ 
tered with the association. 

"As it is, Victoria is a tre¬ 
mendously strong team.” 
says Begg. “They’ve got to be 
favorites to win the tour¬ 
nament. They already have 
three former national team 
members centre MaryCoutts, 
forward Angie Dobie and 
guard Wendy Grant on the 
team.” 

He said Mrs. Dobie quit the 
nationals last year but if she 


played In 70 games each sea¬ 
son, was sent to the Western 
Hockey League by the Bruins 
and carried on to play more 
than 1000 consecutive profes¬ 
sional games before a family 
death ended his streak. 

Wildest of Wednesday's 
games took place in Pitts¬ 
burgh, where the Penguins 
blew a 6-2 lead in the third 
period and lost, 6-7, to Buffalo 
Sabres. 

Penguins, three times tak¬ 
ing advantage of power-play 
chances, struck for five se¬ 
cond-period goals and seemed 
safely in command. But the 
Sabres, led by Gil Perreault, 
pulled it out with an 18-shot 
third period. 

Perreault who drew an 
assist on a first-period goal by 
Rick Martin, scored the tying 
goal at 13:05 and then shot the 
winner at 19:39. He also had 


MONTREAL 5, CHICAOO 1 
Pirat Period 

l. Montreal, Lemelre (18) (Shutt, 
WJIaon) 5:15. 

7. Montreal, Rleebroygh (14) 
(Van Boxmeer, Robinson) 5:36. 

3. Montreal, Lafleur (44) (Sa- 
vard, Shutt) 16:48. 

Penalties - Tellon (C) 3:18; 
Koroll (C) 13:05, VanBoxmeer (M) 
18:15. 

Second Period 

No scoring. 

Penalties — Martin <C). Wilson 
(M) 5:52; Lambert (M), Holt (C), 
White (C) 8:11; Rupell (C) 11:20; 
Boldlrev (C) 13:30; MOhovIkh (M), 
Holt (C) 14:45. 

Third Period 

4. Montreal. Mahovllch (32) 3:03 

5. Montreal. Shutt (36) (Letleur. 
Mahovllch) 9:36. 

6. Chicago, Koroll (17) (Mlkita, 
Marks) 12:26. 

Penalty — Roberts (M) 6:26. 

Shots on goel: 

Montreei 16 17 9—42 

Chicago 8 7 11—26 

Goar — Dryden, Montreal; Espo¬ 
sito, Chicago. Attendance — 18,000. 


an assist on a goal by Rene 
Robert which brought Sabres 
to 5-6. 

, Pierre Larouche, the 20- 
year-old Pittsburgh centre, 
drew assists on three goals to 
i«?t a record for second- 
season players. He has 39 
goals and 52 assists this sea- 
on, one more point than Mar¬ 
cel Dionne managed in his 
second NHL season. 

Wednesday games, 
lames moved closer 
ling a playoff spot by 
taking the down-trodden Min¬ 
nesota North Stars, 4-1, and 
California Seals picked on the 
struggling Detroit Red Wings. 
4-3 


Chicago 
Vancouver 
Sf Louis 
Mlonaaoti 
Kansas City 


SMYTMB DIVISION, 


F A Pis. 

67 26 24 17 203 209 69 
69 78 28 13 232 235 69 

68 24 32 12 209 242 60 
68 18 46 4 164 257 40 
67 12 45 10 157 285 34 


In otfer I 
Atlanta^Fla 
to clincning 


./ 12 45 W 157 
NORRIS DIVISION 

P W L T F A PIS. 

Montreal 69 50 9 10 288 147 110 

Los Angeles 68 37 29 7 220 226 71 

Pittsburgh 68 29 78 11 286 258 69 

Detroit 68 20 39 9 174 263 49 

Washington 67 8 50 9 186 328 25 

PATRICK DIVISION 

P W L T F A Pis. 
Phil*. 67 43 10 14 295 178 100 

NY Isla. 68 37 17 14 260 160 88 

Atlanta 70 30 30 10 233 208 To 

NY Ranears 67 2 35 9 223 279 55 

ADAMS DIVISION 

P W L T F A FIs. 
Boston 66 42 13 11 258 195 95 

Buffalo 68 37 19 12 285 207 86 

Toronto 69 31 25 13 259 233 75 

California 70 25 36 9 222 244 59 

Next games: Tonight —New York 
Rangers at Los Angeles; Buffalo at 
Philadelphia; Toronto at Boston 


Orr’s early return 
denied by Bruins 


BOSTON (AP) — Boeton 
Bruins denied Wednesday m 
report that super*tar Bobby 
Orr would return to the Na¬ 
tional Hockey League team 
this week. 

“I wish the report was cor¬ 
rect, but unfortunately It Isn’t 
true,” managing director 
Harry Sinden said. 

The Herald American re¬ 
ported Wednesday morning 
that Orr, sidelined since Ids 
fifth knee operation last Nov. 
29, was expected to return to 
the lineup against Toronto 


Maple I>c&f* here tonight or 
against the Canadiens In Mon¬ 
treal Saturday night. 

The 27-ydtr-oid Orr. a pe¬ 
rennial all-star defenceman 
until this season, recently 
spent a vacation In Florida. 
He worked out with the 
Bruins In practice Monday. 

The Herald American said 
that Orr’s name had been 
added to the travelling list tor 
the Bruins* game in Montreul. 
Sinden showed a reporter the 
Ust, which did not include 
Orr’s name. 


City schools sweep 
B. C. hoop openers 


VANCOUVER (CP) — Vic- 
toria-area teams shone in 
opening-day play Wednesday 
at the British Columbia high 
school girls basketball tour¬ 
nament. 

The three representatives 
from the provincial capital 
went undefeated in five round- 
robin games in the 16-team 
tournament which runs 
through Saturday. 

Pre-tourney favorite Victo¬ 
ria High Tleers performed as 
expected, winning their two 
“A” division round-robin 
games. 50-35 over Burndbv 
Central and 60-31 over Abbots¬ 
ford. 

Reynolds downed Vernon. 
44-30, in the ”C” division 
while Mt. Douglas won a pair 
in the "B” division, 50-32 over 
Trail and 54-47 over Menno- 
nite Educational Institute, the 
top rated Fraser Valley squad. 

The 16 teams have been di¬ 
vided into four divisions of 
four teams for two days of 
round-robin play that con¬ 
cludes today. The two teams 
with the best record In each 
division will advance to 
quarter-finals Friday. 

Shelley Godfrey and Sandy 
Lewis were ttye big guns for 
the. defending champion — 


Additional sport 
Pages 20, 21, 22 


Tigers. Miss Godfrey tallied 
18 points against Burnaby 
Central and 16 against, Ab¬ 
botsford while Miss Lewis net¬ 
ted 15 and 19 points, respec¬ 
tively. 

Rhonda Keller scored 20 
points to lead Reynolds, while 
Marie Morrison paced Mt. 
Douglas with 14 points against 
Trail and 18 against MEI. 

In other games, Vancouver 


Crusader 

manager 


and District-champion Rich¬ 
mond handled Prince Rupert, 
57-33, led by Rhonda Good 
with 15 points and Jamie 
’Alexander with 10. Luanne 
Hebb was high tor the losers 
with 27. 

Salmon Arm led Cranbrook 
9-8 at half-time but opened up 
tiie second half and cruised to 
a 36-20 victory, sparked by 
Cathy-Ann Jameson with 20 
point*. 


Chilliwack deteated New' 
Westminster 49-38. Sue Peel 
was high scorer for Chilli- 
w'ack with 20 points while Sue 
Henderson replied with 17 for 
the losers. 

Victoria High will meet 
Dawson Creek and Mt. Doug¬ 
las will play Penticton today 
to finish their round-robin 
play while Reynolds will play 
Prince Rupert this morning 
and Richmond at 8:13 p.m. 


Nordique muscles 
fail to stop Jets 


CANADIAN DIVISION 

P W L T F A Pt» 

Winnipeg 70 47 21 2 306 214 96 
Quebec 67 39 24 4 289 262 8? 

Calgary 68 34 30 4 256 235 77 

Edmonton 70 24 41 5 237 295 53 
Toronto 64 18 41 5 271 326 41 

x-Ottawa 41 14 26 1 134 172 29 
EASTERN DIVISION 

P W L T F A Ft* 
Cleveland 66 29 32 5 228 229 63 
Cincinnati 69 31 37 1 255 786 63 
New England 68 28 34 6 713 249 62 
Indianapolis 66 26 37 8 192 206 55 
WISTEKN ^DIVISION # ^ 

Houston 65 42 23 0 267 2)5 84 

Phoenix 66 33 27 6 244 224 72 
San Dlago 66 32 30 4 255 223 68 
y-Minnesota 59 30 25 4 211 212 64 
x, y—euepended from league. 

Quebec Nordiques tried to 
soften up the speedier Win¬ 
nipeg Jets Wednesday night, 
but all they did was to win a 
few battles and lose the war. 

Nordiques, bigger and more 
physically aggressive’ won all 
of the fights in a wild first- 
period brawl, but the Jets 
slirugged off the rough stuff 
and raced to a 10-3 win. , 
Result moves the Jets, who 
have the best record in the 
World Hockey Association. 14 
points ahead of the Nor¬ 
diques, second-place 'club in 
the Canadian Division. . 

Trouble started just aftsr 
the first period ended when 
Bill Prentice of the Nordiques 
began pushing with Ulf Nils¬ 
son. Bobby Hull became in¬ 
volved in a minor way. but 
trouble broke out when Pierre 


Roy of Nordiques left the 
penalty box. 

When referee Ron Fournier 
got things straightened out. 
Nordiques drew four game 
misconduct, two misconduct 
and six major penalties 
while the Jets drew six 
majors, one misconduct and 
one game misconduct. 

Jets were 2-1 at the time, 
and tJiey took advantage of 
power-play chances given by 
the brawl to score three quick 
goals in die second period. 
Nordiques got only one shot on 
goal in the third period and 
the Jets turned it into a rout. 

In other Wednesday games. 
Cleveland Crusaders bested 
Cincinnati Stingers, 5-2. and 
Phoenix Roadrunners edged 
# New England Whalers. 3-2. 

QUEBEC (3) — Chris Bordelea > 
(31st), Marc Tardlf (60lh), Steve 
Sutherland (lath); WINNIPEG HO) 
— Mats Lindh (16th, 17th), Anders 
Hedberg (48th), Thommle Beraman 
(9th), Norm Beeudln (15th), W'illv 
Llndstrom 117th'. Booty Hull 
(42nd). Pater Sullivan (31st), Ult 
Nilsson (37th), Veil Ketola (3lst) 
'Attendance: 10,251. 

PHOENIX (3) Rob Ftorek 
(32nd), Jim Bovd (20th). Del hail 
(37th); NEW ENGLAND (2) - 
Larry Plaau (25th 26th). Atten¬ 
dance 8120. 

CINCINNATI (2) — Bryan Camp, 
bell (21tt), Ball (5th); CLEVE¬ 
LAND (5) — Jarry Plnder (16th, 
17th), Jim Harrison (30th). Danny 
Gruen (20th), Ron Ward (29th). At¬ 
tendance 12 . 286 . 


Argentine lifts 


decided to train seriously 
could probably;, make the 
Olympic team. 

”1 don’t think the other 
provinces realize what is hap¬ 
pening here.” Begg said. “Ap¬ 
parently there is loophole in 
the CABA rules." 

Victoria is matched against 
.Alberta (Edmonton TBA). 
Manitoba (Winnipeg St Vital 
Grads) and Newfoundland 
(St. John’s Black Horse) in 
one division. The other is 
comprised of Ontario, Saskat¬ 
chewan (University of -Re¬ 
gina). Quebec (Montreal Sta¬ 
tion 10 Raiders) and Nov* 
Scotia (Halifax Seniors). 


CLEVELAND (AP) — Jack 
Vivian resigned as general 
manager of the World Hockey 
Association’s " Cleveland Cru¬ 
saders on Wednesday night. 

Crusader owner Jay Moore 
and Vivian met earlier in the 
day with team represent¬ 
atives to try to convince the 
players not to wear black 
armbands in their game with 
Cincinnati Stingers here 
Wednesday night. 

■The players say they wore 
the armbands to show dissat¬ 
isfaction with management 
and protest a proposal to 
move Kansas City Scouts of 
the National Hockey League 
to Cleveland. 

Vivian, the only general 
manager in the Crusaders’ 
history, came here in 1973 
from Bowling Green Universi¬ 
ty. 


Hockey scores 

American 

Herthey, 5, Springfield 2. 

North Aifierlcan 

Eria 6. Beauce 5. 

Saskatchewan Junior 
Swift Current 11, Humboldt 4 
(Svrttt Current leede beef-of-eeven 
quarter-final, 3*2). 


ban on driver 


BUENOS AIRES (Reuter 1 
The Argentine government 
has lilted a seven-year driv¬ 
ing ban imposed on French 
race car driver Jean-Pierre 
Beltoise for his part in a 
crash that killed Italian 
driver Ignacio Giuiiti. 

A decree published Wednes¬ 
day said the ban was lifted at 
the request of several persons 
linked with local and interna¬ 
tional car racing activities. 

The ban was imposed two 
years ago against Beltoise, 
who also received a one-year 
suspended jail sentence. 

The sentence and ban fol¬ 
lowed a crash during the 1971 
t City of Buenos Aires 1000-' 
kilometre race for sports cars 
when Giuntl’s Ferrari crashed 
into Beltoise's Matra as the 
Frenchman was pushing his 
car across the track. 

Beltoise’s car had run out of 
fuel .and he was pushing it to 
the pits. Giunti, in the lead on 
the 38th lap of the rare, came 


out of a hairpin turn behind 
several cars which prevented 
him from seeing the Matra 
until the last second. 


WRESTLING 
MEMORIAL ARENA 

TONIGHT, 8:00 p.m. 


8C8E KINISKI « SH6FREJ0 STEINKE 
(Champions) 

DON LEO JONATHAN 8 6E086E WELLS 
(Chattowpors) 


KINJi SHISffYA DENNIS STAMP 

Sky Hi M*f88 n .. Dsaa Hitachi 


Vast Fuji , 


. Tami Samoa 


4-MAN TAG TEAM 

Eric FmiicA — ft — Ksltti Fmhs 

98. 

t|8f Volkoff ■■ A . JtMBf Kiln 
Tickets on solo a) ARENA BOX 
OFFICE 83.98. 83.00 
Rush 82.80, Under 12, 82.08 
_8gHd st ths door tnty 
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JDailp Colonist Victoria, B.C, Thurs , March 11, 1976 


Sport 

today 


HOCKEY 

9:£5 p.ra. — Seventh game, 
best-of-seven final, Big Six 
League, London Boxing Club 
va. Western Home Bur karoos, 
Pearkea Arena. 

BASKETBAIJ, 
t p.ra. — Second game, 
best of-three Victoria Senior 
"B” Men’s League seral-flnal. 
Oak Bay vi. James Ray, 
Spectrum High School. 


Alberta on top with help from B.C. 
Newfoundland big surprise 


but 


REGINA — Alberta is on 
top. but the Canadian men’s 
curling championship is still 
a wide-open affair with five 
draw’s remaining. 

Wayne Sokolosky's Calgary 
rink won the only game it 
played on Wednesday, then 
Berate Sparkes and his B.C. 
champions gave the Albertans 


first plat*® on the evening 
draw when they stole a point 
on the home end to nip the 
surprising 'New Brunswick 
rink, 6-5. 

It was only the second loss 
for lefthander Frank Sullivan, 
who lost to Alberta on the 
first draw and then raised 



Ten rocks were in the house Wednesday when Rick 
If I •If Lang, skip of the Northern Ontario rink, sized up 

R U/t/t/ his last shot on an end against Quebec during Brier 

j action in Regina. Lang, a member of Bill Tetley’s 

ilOliSC winning rink a year ago, ended up on the wrong 

end of a 7-5 decision to Jimmy Ursel. 


Sport digest 

B.C. side 


bows in Wales 


LLANELLI. Wales f Reuter) 
The British Columbia 
Rugby Union team was bea¬ 
ten, 22-3, by Llanelli Wednes¬ 
day night in a hard-tackling 
and rugged match. 

The tourists’ only score was 
a penalty goal kick by Pat 
Simmons of Cowichan. For 
IJanelli, Welsh internationals 
Phil Bennett and Roy Ber- 
giers scored tries. Bennett 
getting two, and Keri Coslett 
scored another. Bennett con¬ 
verted two of them and Clive 
Griffiths one. 

Llanelli lost two players 


The Q£igin«! Knight 

vSOLUNAR TABLES 

T Wh.n T. FishSJX 
Or Hunt 


According to ttw Sotunar Tables 
calculated for this area, the best 
timaa for hunting and fishing for 
the next 10 days will ba as follows 
(Times shown srs Pacific Standard 
Timaa): 

Minor Major Minor Major 

A.M. P.M. 

TODAY 

12:20 7:00 12:50 7:25 

TOMORROW 

1:10 7:50 1:40 «:15 

Minor ptrloda, shorter duration, 
light type. 

Malor periods, lasting lVa to I 
hours, dark type. 


Bulldozers, 

** \ 

Optimists 
play tonight 

Victoria Optimists and" Car¬ 
bon’s Bulldozers will meet to¬ 
night at Esquimalt Sports 
Centre in the opening game of 
a two-game, total-goals series 
tor the Vancouver Island girls 
hockey championship. 

The second game will be 
played Friday, starting at 
6:30 p.m. at Oak Bay Recrea¬ 
tion Centre. 

Optimists reached the semi¬ 
finals of the recent Western 
Canada championship in Re¬ 
gina, defeating St. Francis 
Stars 4-2 and Lethbridge 
Saints 3-1 before being elimin¬ 
ated by Winnipeg Bord-Are 
8 - 1 . 

Bulldozers were defeated 
4-0 by eventual champion Ed¬ 
monton Chimos after scoring 
a 2-1 win over Saskatchewan 
Molsons. 


through injuries scrum half 
Colin Thomas in the first half 
and Bergiers soon after the 
interval. Bergiers was carried 
off on a stretcher. 

★ * * 

VANCOUVER (CP) — Van 
rovuer Canucka official* *ald 
Wednesday they had do In¬ 
dication when defenceman 
Harold Snepats, whose ear 
wan almost severed by a 
skate cut Tuesday night, 
would be able to rejoin the 
National Hockey league 
team’s lineup. 

Plastic surgeons in Los An¬ 
geles sewed Snepsta’s ear 
after he was cut by the skata 
of Vancovuer goalkeeper 
Gary Smith during a goal¬ 
mouth scramble In a game 
against Los Angeles Kings. 

Pat Dunn, Canuck trainer, 
said that when the defence- 
man was taken to hospital 
“his ear was hanging only by 
a thread, by an inch or two.’’ 

Team officials also said that 
centre Mike Walton, out of ac¬ 
tion with a charlryborse, Is 
not expected to be able to 
play again until the weekend 
or .early next week. 

* ★ ★ 

WELLINGTON. New Zea¬ 
land (Reuter) — A threat by 
the 46-nation Supreme Council 
for Sport in Africa to boycott 
the Montreal Olympics if New 
Zealand competes has been 
described as illogical by- 
Lance Cross, chairman of the 
New' Zealand Olympic Com¬ 
mittee. 

The threat came from the 
council’s president, Abraham 
Ordia, in a letter to a staff 
member of the New Zealand 
Herald. It was critical of New 
Zealand’s continued participa¬ 
tion in sports against teams 
from South Africa in the f*ce 
of its race-segregation poli¬ 
cies. 

Cross said New- Zealand Is 
proceeding with ( plans .to take 
part in the Olympics. 

★ ★ ★ 

johnny McKenzie. 39 - 

year-old firmer Boston Bruins 
winger, has been acquired by 

Cincinnati Stingers in the 

World Hockey Association 
draft of members of the de¬ 
funct Minnesota Fighting 
Saints . . . And Toronto Toros 
have come to terms for the 
balance of the season with de- 


BISSON’S MOVING 
« STORAGE LTD. 

3144442 

LOCAL AND 

3.10 UP ISLAND MOVING 


GOLFERS 

Turtle Neck Shirts 

Great lor cold weather 
golf. Ladles' and Men's! 


/Reg. $14.99 

SALE11.24 


595-6322 




eyebrows 

victories. 


with five- straight 


fenceman Jerry ZrmiLak. a 
former Fighting Saint . . . 
Floyd Thomson of St. Louis 
Blues was listed in satisfac¬ 
tory condition Wednesday in a 
Nassau (N.Y.) County medi¬ 
cal centre, recovering from 
head injuries suffered when 
ills head hit an upright that 
holds boards in place after 
being checked by Denis Pot- 
vin of N.Y. Islanders in af 
Tuesday National Hockey 
League game . . . Boston 
Bruins have called up former 
University of New Hampshire 
right - w’inger Gordie Clark 
from Rochester of the AHL to 
replace Bobby Mchniautz who 
returned to his home in Cana¬ 
da for the funeral of a sister 
w'ho died following surgery 
. William Cheralsh. 18, of 
Welland. Ont., was remanded 
to April 20 for sentencing 
after pleading guilty to 
charge of assault causing bod¬ 
ily harm which resulted from 
a Dec. 9 hockey game in 
which a linesman was 
punched on the jaw- and 
knocked unconscious in the 
final mindte of play. Gbry Ga¬ 
la mhos spent five days in hos¬ 
pital with bruises to the iaw, 
neck pain and possible con¬ 
cussion . Ray Scott, former 
coach ol Detroit Piston* of the 
National Bpsketball Associa¬ 
tion. has been given a four- 
year contract to coach East¬ 
ern Michigan University . . . 
Sports-car driver Janet 
Guthrie of New York, who 
holds an international compe¬ 
tition licerrtfe, has become the 
first woman ever to enter the 
Indianapolis 500. She filed 
entry Tuesday. 


CLEARANCE 

SALE 
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However. Sullivan’s heroics 
have been more than matched 
by Jack MacDiiff of St. 
John’s, who has led New¬ 
foundland into contention by. 
backing his steady rink with 
strong finishing. 

Newfoundland, usually 
counted on to be last when all 
the shooting has ended, 
bowled over Manitpba and 
Nova Scotia on Wednesday to 
set a record for the province. 
That boosted the New¬ 
foundland record to 5 -p. which 
gives a share of second place 
and is in easy reach of 5-1 Al¬ 
berta, and marks the first 
time a Newfoundland Brier 
rink has won more than four 
games. 

Territories, another sur¬ 
prise rink, and B.C. are tied 
for fourth place with 4-2 
records. Manitoba Is next 
with 3-3. and is the only other 
province with any reasonable 
chance of winning the Brier 
Tankard. 

Alberta, the steadiest of the 
rinks to this npint. scored a 
methodical 9-4 afternoon win 
over Ontario, but the feature 
game on this draw was the 5-4 
win scored by Territories over 
Saskatchewan. The .last four 
ends were blanked as Howie 
Brazeau kept control after 
Roger Anholt scored one on 
the eighth end to. get to 4-5. 
Brazeau held his lead with a 
last-rock takeout on the 12th 
end. 

Meanwhile. Sparkes was be¬ 
ginning to put things together. 
The Burnaby rink took Princ e 
Edward Island. 6-3, in the af¬ 
ternoon, and then got on the 
winning side overall with the 
evening win over New Bruns¬ 
wick. 

Territories dropped back in 
the evening when Rick Lang 
and his Northern Ontario 
champions, out of it at 3-4, 
came up with their best game 
to score a 9-6 win. 

Alberta has already met 


eighth round 

Sisk. 303 001 010 OOx— ft 

P.E. Island 010 100 100 tlx— S 


Ontario 000 102 002 000- S 

Oueoec 010 020 110 021- • 

Byes. Manitoba and Alberta. 
SEVENTH ROUND 


a|d conquered Manitoba and 
'Saskatchewan, but the way 
things are this year there is. 
no chance to relax. The Cal¬ 
garians play Newfoundland 
this afternoon and B.C. to¬ 
night. lace Northern Ontario 
and P.E.I., on Thursday, and 
linish off Friday afternoon 
against Quebec’s Jim Ursel. 
coming on strong after an un¬ 
happy start. 

The record for most 
blanked ends in a Canadian 
men’s curling championship 
was broken Wednesday night. 

Sparkes elected to blank the 
fourth end in his eighth-round 
game against Sullivan. 

That made it a total of 121 
blanked ends in the 12-rink 
round-robin competition which 
passed the halfway mark in 


Hamilton 


afternoon’s sev- 


Wednesday 
enth round. 

The previous total for most 
blanked ends was 120 for the 
complete schedule of 66 


W L 

Albert* * S 1 

New Brunswick 5 2 

Newfoundland i 2 

British Columbia 4 3 

Territories 4 3 

Manitoba #3 3 

Nova Scotia 9 - 4 

N. Ontario 3 4 

Quebec . —— • 3-4 

Ontario 2 6 

P. E. island 2 5 

Saskatchewan 2 S 

TODAY'S DRAWS 
Afternoon — B.C. vs. Nova Sco¬ 
tia. Manitoba vs. Ontario: Alberta 
vs. Newfoundland; P.E.I. vs. New 
Brunswick; Saskatchewan vs. 
Northern Ontario. Byes — Quebec, 
Territories. 

Evening —• Northern Ontario vs. 
Ontario; Alberta vs. B.C.; Terri¬ 
tories vs. Manitoba; Quebec vs. 
Saskatchewan; P.E.I. vs. Nova 
Scotia. Byes — Newfoundland. N.B. 


games in the 45th cham¬ 
pionship two years ago in 
Ijondon, Ont. 


retires 


VANCOUVER (CP) — \et 
eran goalkeeper Don Hamil¬ 
ton of Vancouver Biirrartl* 
has announced Ida retirement 
after 20 year* of *enlor la¬ 
crosse play. 

Hamilton, 39, began his ca¬ 
reer with Victoria Shamrocks 
In 1956 and the next year he 
played goal for Victoria Cou¬ 
gar* of the Old WeMern Hock¬ 
ey League. 

In I960. Hamilton wa* trad¬ 
ed to Vancouver and the next 
season recorded the only shut¬ 
out in Mann Cup history. Ha¬ 
milton. a veteran of more 
than 300 games, will tie a 
team director of the Bur- 
rard*. 


HOREEN St DEBBIE 

formerly of the 
HeifM’s Barber Shop 

are pleased to announce 

THE 

MEN’S ROOM 

Hairstylists 

105 -1841 Oik Bay Avs. 


HEWHOIAUGHS 

LAST 

PR0BAB1Y 

OWNS A MINI 



At 3.074 the Austin Mini 
is the lowest priced car 
in Canada. Costs just 
pennies a mile. Gives up 
to 40 miles to the gallon. 
Parks anywhere 
Test-drive a Mini today 


AUSTIN 

MIN 


PLIMLEY 



ClothTalk 

kjr 

Peter George 


By far the most popular slack 
fabric remains pure wool. It’s 
warmth, variety of patterns 
and wrinkle resistant qualities 
make K the best all around 
material lor men’s slacks. Un¬ 
fortunately. these qualities do 
not come cheap. As a conse¬ 
quence. wool is naturally 
woven into quality garments 
rather than knitted as man 
made fabrics are normally 
used. They must also be dry- 
cleaned 

The types of woven wool elothft 
are fairly well known. They 
range from the hand finish of a 
gabardine to the soft nap of a 
full flannel. Many of these 
weaves have their own distic- 
live appearance Most men 
will recognize twista. twills, 
tweeds, hopsacks or worsteds 
on sight 

Knitted fabrics are notorious 
for “bagging" and “picking 1 ; 
although they can bo marvel¬ 
lously crease resistant They 
are machine washable 
Because they do not hold their 
shape, well known manufac¬ 
turers produce them principal¬ 
ly in man-made fibres catering 
to the lower price market 

The pattern possibilities are 
greatly increased with knitted 
cloths Most common are 
geometric and check patterns 
You will notice however that 
many of the knitted patterns 
will look as crisp and well 
defined as woven patterns 


(C>UVELIEI\i: 


o 

■4 

O 

a 

> 

< 

s 

I 

■< 

o 

> 

o 

o 

e 


•17 JOHNSOMST 




Enjoy Spring 
Leisure Arts 
atEnT* 


PROGRAMS STMT WEEK OF 

MARCH 15th 

• TRI-CHI 

• ORGANIC MRIEHIHS 

• ANATONT IF A OH 

• PUPPETRY 

• BUSINESS Md CREATIVE 


*08-7911 
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jpuTwo words for smooth 
Special Old. 


Being a specialist in the muffler business means 
you’ve got to know everything you can about 
putting every kind of muffler on every kind of car. 

Today thafstougherthanever.lt seems 
there’s more cars in more sizes and shapes than 
ever before. 

Which is why just down the street from you 
there’s a Speedy shop full of mufflers and pipes 


for most every kind of car From Datsuns to Caddies. Mercedes-Benz. 


And at the door there’s a Speedy guy waiting with 
a smile and a head full of facts about how to get 
your car back on the road as quickly as possible. 

He’ll give you an exact estimate before he 
begins He’ll never sell you a part you could do with¬ 
out He won’t charge you an extra cent for labour. 

And the free Speedy cigars are the same size 
whether you drive up in a Volkswagen or a 


At Speedy yotfre a Somebody 

• In Vlctorli: 2694 Douglas Street. Tel: S8J-8717 ' I 
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Players’ counsel says offer 
same old deal in disguise 


NEW YORK (AP) — The 
baseball owners disclosed on 
Wednesday their latest pro¬ 
posal to the Major League 
Players’ Association. In It, a 
player with six years of ma¬ 
jor-league service could play 
out his option and become a 
free agent in his eighth year. 


However, if the club wants 
to keep control of the six-year 
veteran for one or two more 
years, it needs only to guar¬ 
antee him a contract for an¬ 
other one or two years. 

Thus, with the option year, 
the player could still be bound 


to his club until his 10th sea¬ 
son. 

"A club may elect,” the 
proposal said, “when conclud¬ 
ing its contract arrangements 
for a player’s sixth year of 
major league service, to con¬ 
tinue control of the players 
for up to two additional years 


Juvenile soccer schedule 


Schedule of weekend 
matches in the Lower Island 
Juvenile Soccer Association: 

SATURDAY . 

10 a.m. 

DIVISION 8: (Laagua Champ.) 
Lakehill Jadrasko Construction vs. 
Prospect Lake Redstars, Pember¬ 
ton Park; Gorge FC vs. Duncan, 
Pemberton Park (11 a.m.). 

DIVISION 8: (District Cup) Lans- 
downe Evening Optimist Tigers vs. 
Juan de Fuca Rangers, Lansdowne 
No. 1; Prospect Lake Risers vs. 
Oak Bay Titans, Prospect Lake 
Park; View Royal Kings vs. Penin¬ 
sula Ravens, Rosedale Park; Lang¬ 
ford Building Supplies vs. Sooke 
Coasters, David Cameron Elem.; 
Gordon Head -Lum's Greenhouses 
.vs. Peninsula Cougars; Vantrelght 
Park; Lakehill Bullfrog Service vs. 
Cordova Bay Tigers, Braefoof 
Park; Lansdowne Evening Optimist 
Panthers vS. Esquimau Police 
Union, Lansdowne No. 2; Victoria 
Bovs' Club vs. Cadboro Bay Ocean 
Construction, Central Jr. Sec. 

DIVISION 8: (Exhlb.) Peninsula 
Thunderblrds vs. Oak Bay Tykes, 
Airport Park. 

DIVISION 9: (League Champ.) 
Gorge FC vs. Cadboro Bay 
Raiders, Hollywood Park; Oak Bay 
Optimist MAverlcks, bye. 

DIVISION 9: District Cup) Gor¬ 
don Head London Boxing Club vs. 
Oak Bay Optimist Mustangs, Lam- 
brlck No. 1; Prospect Lake Strikers 
vs. Gordon Head Cosmo-Royals, 
Copley Park; Peninsula Bobcats 
vs. Propsect Lake Toros, Centenni¬ 
al Park; Esquimalt Meat Market 
vs. Lansdowne Evening Optimist 
Mustangs, Bullen Park; Lake Hill 
Kickers vs. Peninsula Dolphins, La- 
kehlli Elem.; Lakehill Oddfellows 
vs. Gordon Head FC, Rudd Park; 
Juan de Fuca Home Lumber vs. 
Juan de Fuca Oak Park Motel, 
Sangster Elem.; View Royal Cralg- 
flower Motel vs. Lansdowne Eve¬ 
ning Optimist Colts, Layritz No. 1. 

DIVISION 9: (Exhlb.) Gorge Ca¬ 
nadians vs. Cordova Bay Colts, 
Colqultz Jr. Sec. 

11 a.m. 

DIVISION 6A: (B.C. Cup) Lans¬ 
downe Evening Optimist Patriots 
vs. Duncan Fraser Construction, 
Lansdowne No. 1. 

DIVISION 6B: (League) Lakehill 
Mackenzie Esso vs. Peninsula 
Flyers, Lakehill Elem. 

DIVISION 6C: (District Cup) 
Gorge Canadians 6C vs. Lakehill 
Trio Reddi-Mix 6C, Hyacinth Park; 
Esquimalt Lions 6C vs. Juan, de 
Fuca Hospital Union No. 180 6D, 
Bullen Park; Peninsula Sabres 6C 


_ _ _.aning c. 

Celtics 6D, Airport Park; Gordon 
Head Machinists 6D vs. Gordon 
Head Coppen Jewelters 6C, Males- 
tlc Park. \, 

DIVISION 6: (Exhib.) Peninsula 
Jets 6A vs. Gordon Head Eagles 
6A, Wains Rd. Park; Oak Bay Bull¬ 
dogs vs. Victoria Boys' Club, Holly¬ 
wood Park; Oak Bay Bisons 6A vs. 
Juan de Fuca Columbia Ready- 
Mlx, 6B, Windsor Park; Prospect 
Lake Rangers 6B vs. Cadboro Bay 
Vikings 6B, Layritz No. 2; Duncan 
Gyros 6B vs. Lansdowne Evening 
Optimist Blues 6B, Sherman Rd. 
Park; Cordova Bay Hawks 6C vs. 
Gorge FC 6B, Lochside Park; 
Sooke Checkers 6C vs. Duncan 
Dees 6D, Elward Milne Sec.; Pros¬ 
pect Lake Northrldge 6D vs. View 
Royal Green Ghosts 6C, Copley 
Park. 

DIVISION 7A: (B.C. Cup) Juan 
'de Fuca Van Isle Moudllng vs. 
Lakehill Radlcon, Sangster Elem. 

DIVISION 7B: (League) Peninsu¬ 
la Mustangs vs.Lansdowne Evening 
Optimist Chinooks, Saanlchton 

DIVISION 7C; Duncan Rangers 
vs. Lansdowne Evening Optimist 
Ramblers, Sherman Rd. Park; 
Juan de Fuca Suburban Realty vs. 
Esquimalt Legion", Belmont Sec.; 
Gorge Canadians vs. Gordon Head 
Graham Meats, Colqultz Jr. Sec.; 
Gordon Head ANAF Vets vs. Co- 
wichan Darts, Lambrlck No. 1. 

DIVISION 7C: (Exhlb.) Gordon 
Head Smith Bros. Foundry 7A vs. 
Gorge FC 7A, Lambrick; Peninsula 
Pumas 7A vs. Lansdowne Evening 
Optimist Rovers 7A, North Saanich 
Jr. Sec.; Cowlchan Roadrunners 7A 
vs. Prospect Lake Rovers 7B, Sher¬ 
man Rd. Park; Cadboro Bay 
Rangers 7A vs. Lakehill Cablevl- 
slon 7B, Uplands East; Juan de 
Fuca Gordon's Plumbing 7B vs. 
Oak Bay Falcons, Dunsmuir 
Elem.; Cowlchan Moose vs. Cor¬ 
dova Bay Bruins, Sherman Rd. 
Park. 

DIVISION 4A (B.C. Cup) Gordon 
Head B.C. Land and Insurance vs. 
Lansdowne Evening Optimist 
Royals, Lambrlck No. 4. 

DIVISION 4C: (District Cup) 
'Gorge Canadians vs. Cadboro Bay 
Mariners, Spectrum Elem. 

DIVISION 4: (Exhib.) Peninsula 
Vikings 4A vs. Langford Legion No. 
91 4A, Airport Park; Duncan 

Domans 4A vs. Gillespie Electric 
4B, Sherman Rd. .Park; Victoria 
Boys' Club 4B vs. Oak Bay Spar¬ 
tans 4B, Central Jr. Sec.; Prospect 
Lake Cubs 4C vs. Duncan Dynamos 
4B, Prospect Lake Park; Juan de 
Fuca 4C vs. Lansdowne Evening 
Optimist Blues 4B, Glen Lake 
Elem,; Sooke Tyees 4C vs. Cordova 
Bay Seals 4B, Edward Milne Jr. 


Esquimalt, Spectrum win 


Esquimalt defeated Victoria 
High 4-2 Wednesday in the 
opening round ,of the Victoria 
Inter-High School girls soccer 
league. 

Robyn Bartlett, Florence 
Broughton, Ctorinne Campbell 
and Cindy Langlois scored for 
Esquimalt and Wendy Burton 


and Sherry Pynn scored for 
the home team. 

In another match, Spectrum 
blanked Mount Douglas, 4-0, 
with Pam Kozak (2), Debbie 
Matthews and Ann Farmer 
scoring the goals. 

A match between Clare¬ 
mont and Dunsmuir was post¬ 
poned due to poor fidd condi¬ 
tions. 


Bare protest bears fruit 


DERBY, Conn. (AP) — 
Members of Yale University’s 
women’s rowing team who 
disrobed last week to protest 
a lack of showers at their 
practice facility here will get 
a private locker room. The 
city zoning board of appeals 
has voted unanimously to 
allow the women to use a 
50-foot trailer for showers and 
changing. 

Twenty women ■ crew 


members disrobed iif their 
woman athletift director’s of¬ 
fice to protest delays in con¬ 
necting the trailer to utilities. 
They complained they were 
forced to ride 30 minutes back 
to Yale before they could 
shower and change. 

Yale plans a permanent 
locker room for the women to 
match the one provided for 
the 


Sec.; Gordon Head Shell 4B vs. 
Peninsula Panthers 4C, Lambrick 
No. 3; Sons of Norway (Esq.) 4B 
vs. Lakehill Mercury Marine 4C, 
Bullen Park, Oak Bay Tigers 4C 
vs. Peninsula Hawks 4C, Windsor 
Park; Gordon Head Century Inn, 
bye. 

DIVISION 5A: (B.C. Cup) Gal- 
laugher Home Service vs. Gordon 
Head Cosmos, Reynolds Rd. Park; 
Gorge FC vs. Lansdowne Evening 
Optimist Cobras, Colqultz Jr. Sec. 

DIVISION 5C: (District Cup) 
Prospect Lake Hotspurs 5C vs. 
Peninsula united 5D, Copley Park; 
Ccrdova Bay Cougars SC vs. Cor¬ 
dova Bay Eagles 5D, Lochside 
Park; Cowlchan Big ; 0' 5C vs. 
Juan de Fuca SC, Sherman Rd. 
Park; Sooke Mustangs SC vs. Lans¬ 
downe Evening Optimist Blues 5D, 
Sooke Athletic Park. 

DIVISION 5: (Exhlb.) Ridley 
Bros. Construction 5A vs. Gorge 
Canadians 5B, Dunsmuir Sec.; 
Saltspring Canadians 5C vs. Gordon 
Head Imperial Builders 5B, Pulford 
Park (10 a.m.); Lakehill Suburban 
Motors 5A vs. Victoria Refriger-4 
atlon (Esq.) SB, Braefoot Park; 
Victoria Bbys' Club 5B vs. Duncan 
Stenmarks 5A. Carnarvon Park; 
Oak Bay Rangers SA vs. Duncan 
Trio 5B, Henderson West; Peninsu¬ 
la Falcons SB vs. Caoboro Bay 
Buccaneers SC, Wain Rd. Park; 
Gordon Head Teamsters 5D vs. Ed 
Paul Construction 5D, Lambrick 
No. 2. 

DIVISION 10: (League Champ.) 
Prospect Lake United vs. Lans¬ 
downe Evening Optimist Pintos, 
Lochside Park (11 a.m.); Reg 

Mldgley Good Guvs vs. Cordova 
Bay United, Lochside Park. 

DIVISION 10: (District Cup) 
Juan de Fuca Tigers vs. Oak Bay 
Beavers, David Cameron Elem.; 
Cadboro Bay Norsemen vs. Juan 
de Fuca Pirates, Maynard Park; 
Lakehill Bullfrog Automatics vs. 
Prospect Lake Royals Blair Park, 
Esquimalt vs. Prospect Lake Cel¬ 
tics, Bullen No. 2. 

DIVISION 10 (Exhlb.) Oak Bay 
Sharks vs. Cordpva Bay Bears, 
Fireman's Park; Gordon Head 
RCAF vs. Gordon Head FC, Lam¬ 
brick No. 1. 

SUNDAY 
II a.m. 

DIVISION 1A: (B.C. Cup) Gordon 
Head University Heights Esso vs. 
Lakehill Frisia Construction, Lam¬ 
brick Park. 

DIVISION 2A: (B.C. Cup) Gorga 
FC vs. Lakehill Rogers Plumbing 
and Heating, Hyacinth Park. 

DIVISION 3A: (B.C. Cup) Lans¬ 
downe Evening Optimist Olympics 
vs. Gordon Head Cosmos, Lans¬ 
downe No. 1. 

DIVISION t: (District Cup) 
Gorge FC 1A vs. Club 44 (Esq.) 
1A, Hyacinth Park; Cowichan In¬ 
vaders IB vs. Glenwood Meats 1A,. 
Sherman Rd. Park; Cordova Bay 
Chiefs IB vs. Lansdowne Evening 
Optimists 1A, Lochside Park; Dun¬ 
can Mr. Mikes 1A vs. Cadboro Bay 
Royal Trust IB, Sherman Rd. 
Park; Prospect Lake Vampires IB 
vs. Gofdoh Head CostWfS TA, Pros¬ 
pect Lake Park. 

DIVISION I: (Exhlb.) Lansdown* 
Evening Optimist Titans 1A vs? 
Gordon Head Cosmos 2A, Lans¬ 
downe No. 2. 

DIVISION 2A: (District Cup) 
Gorge Canadians 2B vs. Purvis 
Flack Trailer Sales 2A, Layritz No. 
2. 

DIV'SION 2: (Exhib.) Cowlchan 
Hornets 2A vs. Buffer La Faroe IB, 
Sherman Rd. Park; Oak Bay Op¬ 
timists 2A vs. Prospect Lake Lions 
2B, Windsor Park; Gordon Head 
Cablevislon 2B vs. Cadboro Bay 
Rovers 2A, Majestic Park; Saltspr¬ 
ing Orange 2B vs. Cordova Bay 
Royals 2A. Fulford Park (10 a.m.); 
View Royal Advance collision' 
Tigers 2B vs. Peninsula Wanderers 
2A, Helmcken Park; Colwood 
RCMP, 2B, bye. - 

DIVISION 3C: Lansdowne Eve¬ 
ning Optimist Roadrunners vs. Vic¬ 
toria Boys' Club, Lansdowne No. 1; 
Lakehill Longhorns vs. Colwood 
6-Mile, Braefoot Park; Cadboro 
Bay Marauders, bye. 

- DIVISION 3: (Exhlb.) Cowichan 
Hearsey Transport 3B vs. DUncan 
K and R United 3A, Sherman Rd. 
Park; Gorge FC 3A vs. Peninsula 
Tigers 3C, Spectrum Elem.; Lake¬ 
hill Totem Towing 3A vs. Gordon 
Head Acme Commercial Painting 
, 3B, Reynolds Rd. Park; Lunt De¬ 
sign (Esq.) 3A vs. Cadboro Bay 
Metro ToyOta 3A, Bullen Park; 
Prospect Lake Leos 3B vs. Gorge 
Canadians 3B, Copley Park; Cor- 


plus the option year by offer¬ 
ing him a guaranteed contract 
for the sixth and seventh 
years of service/ 1 with the sev¬ 
enth year salary to be not less 
than the sixth year’s salary.” 

The owners’ previous pro¬ 
posal on the reserve system 

— the so-called 8-and-l plan 

— gave players with eight 
years in the major leagues 
the chance to become free 
agents in their 10th year. 

"It’s still 8-and-l no matter 
how you slice it,” said Dick 
Moss, counsel for the players’ 
association. “They just tried 
to disguise it a bit.” 

Meanwhile, negotiators for 
both sides went south Wednes¬ 
day for a special meeting 
today and then bargaining 
session No. 27 Friday. 

The players’ association in¬ 
vited ail 24 club owners to 
come to its executive board 
meeting today in Tampa, but 
the owners’ bargaining group 
—- the Player Relations Com¬ 
mittee — said it wftuld come 
instead. 

The reason for the Invita¬ 
tion, Moss said, was that 
some players had expressed 
concern that the PRC — con¬ 
sisting of six owners and the 
two league presidents — was 
not supplying the other 38 
owners with accurate infor¬ 
mation about the progress of 
the negotiations. The PRC is 
the bargaining body for the 
owners. 


Little cars 
should be seen 
not heard. 


/ 
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Two sides picked 
to test nationals 



Ray Telford 



Bob Bolitho 


Victoria West and the Van¬ 
couver Island Selects will 
provide the opposition Satur¬ 
day fur two games against the 
national soccer team here. 

Vic West will meet a team 
of national players at Central 
Park, starting at 12:30 p.m. 
while the Selects will play a 
stronger national side at 
Royal Athletic Park, starting 
at 2:30 p.m. 

The games are part of a 
whirlwind five-game-in-five- ( 
days schedule for the na¬ 
tionals, who will leave for a ] 
tour of Britain on April 10. j 
Handling the national team j 
are mane geo- Bill Thomson erf 
Ottawa, coach Colin Morris , 
and assistant coach John Bu¬ 
chanan of Vancouvr. 

University of Victoria coach 
Brian Hughes will handle the 
All-Stars and he’ll have na¬ 
tional players Brian Robinson 
and Bob Bolitho of London 
Boxing Club and Ray Telford 
of Nanaimo City in his lineup. 

Hughes will complete his 
starting 11 from the following 
players: Frank Woods, Kjeld 
Brodsgaard, Howie Anderson. 
Ron Thompson and Garnett 
Moen, all of Boxing Club: 
John McGuire, Steve Fors- 
lund and Darryl Hooker of 
Vic West; Ike MacKay and 
Don Attig of Nanaimo City 
and Ken Ross and Danny 
Lomas of UVic. The Vdc West 
team will use substitutes for 
the three players on the 
Selects. 


Veteran bowlers 
in coast rolloff 


Victoria will be represented 
by veteran teams in the Pa¬ 
cific Coast fivepin cham¬ 
pionships, scheduled May 
22-24 at Town and Country 
Lanes. 

Vera Lysne led the women 
in the 18-game trials held 
over the weekend, posting a 
4332 count for an average of 
241. ' 

Completing the distaff team 
are Moe Wood (4189), Marg 
Vickery (4138), Dot Krimmer 
(4129), Marie Fisher (4092), 
Barb Hyde (4051) and Inger 
Schlutter (3963). 


Wally Weinberger led the 
men's trials, averaging 270 to 
post an 18-game count of 4861. 
Mike Thompson was second 
at 4692, Bill Cool third at 4565, 
Bob Waller fourth with 4474, 
Jake Jacob fifth with 4473. 
Jim Lebold sixth at 4357 and 
Brian Peddlesden grabbed the 
last team spot with 4330. 

June Peddlesden was select¬ 
ed as manager for the Victo¬ 
ria teams wliile Don Brown 
will coach the men and Evie 
Weinberger will be the wo¬ 
men’s coach. 


Island football league 
to hear applications 


Vancouver Island Juvenile 
Football league directors will 
hear membership applications 
from three up-Island cities 
Sunday at the James Bay 
Athletic Association clubhouse 
at Macdonald Park. 

Groups from Nanaimo, 
Courtenay and Campbell 
River are interested in joining 
the league, which operated 
last season with Oak Bay 
Farmer Construction, Saanich 
Cliew Hornets, Cowiehan Tim- 

f *f r ' 


bcrnien and Saanich Vam¬ 
pires. 

Nanaimo last competed in 
the league In 1969 as the 
Rams and the Redmen played 
In the mid-1960s. 

Campbell River Raiders 
played in the league until the 
1965 season while Courtenay 
has had bantam and junior 
bantam teams 'for several 
seasons. 

Sunday’s meeting starts at 
11 a.m. and those Interested 
are invited to attend. 


Kapp an enigma 
Rozelle contends 


SAN FRANCISCO (AP) — 
"Joe Kapp was somewhat of 
an enigma,” National Foot¬ 
ball League commissioner 
Pete Rozelle said in a deposi¬ 
tion read Wednesday in U.S. 
district court. 

The appraisal j was of 
Kapp’s talent as a quarter¬ 
back. Kapp is seeking a mul¬ 
ti-million dollar settlement 
against the NFL. 

Rozelle said that from talks 
with NFL coaches and other 
football people, as well as his 
own observations, he conclud¬ 
ed that Kapp “had great lead¬ 
ership qualities; he was an 
exceptional competitor. ” 

But he added: “There were 
reservations about how good a 
pure passer he was . . . reser¬ 
vations about how much the 
quality of the team he was 
with contributed to his suc¬ 
cess.” 

Kapp was quarterback for 
Calgary Stampeders and Brit¬ 


ish Columbia Lions of the Ca¬ 
nadian Football League and 
of Minnesota Vikings when 
they went to the Super Bowl 
following the 1969 season, the 
final year in his three-year 
contract. 

He doubled his salary, lo | 
$200,000 a season, by signing 
with Boston (now New Eng¬ 
land) Patriots in 1970, but re¬ 
fused to sign a standard NFL 
player contract in 1971 and 
was told he could not nJay 
unless he did. 

William Sweigert, a U.S. 
district court judge, ruled in 
late 1974 that some NFL rules 
were unconstitutional in their 
restrictions against players 
and he ordered a trial to de¬ 
termine damages due Kapp. 

In his deposition, Rozelle 
afso was questioned about 
such matters as the incomes 
and selling prices of NFL 
teams. 


Pond rules to apply 
to “ fun-ockey ” event 


Call It “fun-ockey” or 
shinny, It’# a new program 
for Victoria youngsters which 
will be held at Memorial 
Arena during the upcoming 
Easter Holidays. 

For rinks — 60x85 — will be 
used for games between five- 
player teams. Games will be 


onc-iiour long and the fee is 
only 60 cents per player. 

Pond rules will apply, no slap 
shots or mixing the puek and 
no offsides or Icing. 

The program starts March 
29 and more Information may 
be obtained by calling 
884-0444. 



3 Sale Days — Thursday, March 11th, through Saturday, March 13th! 





100% Polyester 
60” Crimpknits 


1st quality-no sec¬ 
onds! Easy-care 
machine wash-and- 
dry 100% polyester 
double knits are 
ideal for pants, suits 
and skirts, come in 
assorted fashion 
colours! Stock up 
m 


38” “Polyanna" Print* 

Machine-washable and dryable 50% col¬ 
ton/50% polyester prints ideal for tops, 
dresses and housecoats ! Assorted col¬ 
ours and fresh spring patterns. 


Zallara Big Big Buy 
Acrylic Yarn 

Big 100-gram skeins of Zellers own 
100% acrylic worsted 12 different 
wash-fast shades I 


74 


Zallara 3-ply 
“Dazzla” Yarn 

Zellers own 3-ply worsted in a 
choice of “dazzling" shades! Fully- 
washable 60% acryHc/40% nylon. 
Approx. 4-oz. skein. 


33 %°" 


36” 100% Cotton Flannelette 

100% cotton flannelette in assorted solid 
colours and floral, geometric or chil¬ 
dren's and men's prints. Machine wash¬ 
able. For family nightwear. 



1 REG. PRICE I 

Cushion-Handle Shears 


Sharp stainless- 
steel blades cut 
tabric with ease I 
Plastic-coated 
grips are slip- 
proof. no »a - 
tiguing. 
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Credit Convenience at Zellers! Any of Thoeo Credit Card* Accepted I 

Hillside 


OPEN 9:30 A.M.'- a 9:30 P.M." Shopping Contra 
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Santa Anita results, entries 


ARCADIA, Calif. — Results 
of Wednesday’s thoroughbred 
racing at Santa Anita and en¬ 
tries for today: 

First Race 

(Gonzalez) $20.60 $8.40 $6.» 

Trade Secret (Toro) 10.80 3.30 
T.V. Money (Howard) 12.40 

Scratched — Ruloall, Rare Ad¬ 
venture. Magnificent Macho, Fa- 
simbd. Time — 1:11 3-5. 

Safi?" - (Toro) $6.80 $4.20 $3.40 

Make Me A Star , _ , ^ 

(Hawley) 7.20 4.80 

Duncan Duchess (Aragon) 6.00 

Daily Double paid $71.20. 

■No scratches. Time — 1:11 1-5. 


Third Race 
Wendy's Rebel 

(Ramirez) $18 80 $7.60 $5.20 

Second Der (Pincav Jr.) 6.80 4.80 
Proper Pride (Rosales) 5 40 

Scratched — Mia Arnica, Her 
Serenade, Desca Call, Cunning 
Queen. Time 1:46 2/5. 


Holford tames 
India’s batting 

BRIDGETOWN, Barbados 
(Reuter) — Dynamic bowling 
by David Holford helped re¬ 
duce India's batting to tatters 
as the West Indies marched to 
a commanding position on the 
opening day fo the first crick¬ 
et test Wednesday. 

India was dismissed for 177, 
with Holford taking five wick- 
icts for 23 runs, and at the 
close the West Indies had 
made 97 for one in reply. 


Fourth Raco 
Cover Gamo 
(F. Mena) 
Traveling Km 
(Gonzalez) 


$9.20 $5.00 $4.20 


Classic Triclc (Olivares) " 4.20 

No scratches. Timo — 1:11. 

Filth Race 

Chief's Holiday 

(Vergara) $10.00 $5.40 $3.40 

Special Deal (Shoemaker) 8.60 4.60 
Nacho (Hawley) 3.00 

Exacta ($5) paid $230.00. 

No scratches. Time — 1:16 2-5. 

Sixth Race 
Harlie Double M. 

Rising Fleet.(Plncay Jr.) 4« 3.30 

(Plncay Jr.) 4.60 3.30 

Marlanao (Vergara) 10.60 

No scratches. Time — 1:11. 

Seventh Race 
Dream Of Spring 
(Shoemaker) $5.00 S4.00 S3.40 
Dans Hoolev (Pincav Jr) 8.60 5.40 
Obey The Helm (Hawley) 4.60 
Exacta ($5) paid $120.50. 

No scratches. Time — 1:17 2-5. 

Eighth Race 

Miss Tokyo 

(Mena) $14.20 $7.00 $3.80 

Quaze Quilt (Vergara) 9.60 3.60 
Raise Your Skirts 

(Shoemaker) 2.60 

Scratched — Jolt Vert, Lucky 
Spell, Cut Class. Time — 1:48 4.5. 

Ninth Race 
Key Ridge 
!R. M. Gonzalez) 

$27.20 $9.80 $6.00 
Ascari (Shoemaker) 4.30 3.80 

Goldbold (Olivares) 5.20 

Exacta ($5) paid $265.00. 

Scratched — Metraie, Proficient, 
Operto, Carmest 2D. Time — 2:04 
2-5. 


Honey Breeze (116) 

Most Promising (116) 
x-Huntington Lady (116) 
x-Gentle Bosun (1)31 


Mena 

Toro 

Campas 

Hawley 

Olivares 

Hawley 

Gonzalez 

Semkin 


Entries 


FIRST RACE — $8,000. 
four-year-olds and up, I 
mares, six furlongs: 
Special Sally (116) 

Ms. Bold One (116) 
Tierrita (116) 

Thetwodees (121) 

Qulta Honey (116) 
Pleasure Rovale (116) 
Pepper Roma (116) 

Viva Liberty (114) 


Alvarez 

Velasquez 

Howard 

Olivares 

Noguez 

Harris 

Pincav 

Lopez 


SECOND RACE — $7,000, claim¬ 
ing, three-year-olds, colts and geld¬ 
ings, one mile: 

x-Markeer (11) Aragon 

Ruling King (116) Campas 

Lucky Meritorious (121) Howard 
Flop Along (116) Noguez 

Dolls Hand (116) Vergara 

x-Regal Intent (109) Gonzalez 

Its Today (121) Toro 

Dugwins Boy (114) Skinner 

x-Mr. McNasty (111) Olivares 
Ispy (121) Pincav 

Sir Gun Box (118) / Luckle 

Marked Tradition (1161 Valdez 
Desert Sailor (118) Shoemaker 
Hello Judge (116) T6ro 

THIRD RACE — $6,500, claiming, 
three-year-old maidens, colts and 
geldings, one and one-sixteenth 
miles: 

Legendary Knight (118) Pierce 
Supply Boat Johnny (114) Skinner 
Rise To Riches (1)4) Shoemaker 
Gold Account (118) Burkes 

Fourth Estate (118) Lopez 

x-Walloon (109) Aragon 

Chuck Pat (118) Olivares 

Black Majesty (118) Campas 

Hayti (118) Ross 

Osso Bucco 018) Noguez 

Running Royal (118) Overstreet 
Always Remember (118) Hawley 
Sailors Reflection (114) Morales 
Big Waddy (118) Pierce 

Tell Me First (118) Howard 

Izzahorsacorz (118) Valdez 

FOURTH RACE — $6,500 maid¬ 
ens, Ihree-vear-old colts and geld¬ 
ings, six furlongs: 

Salad Sam (118) 

No Arrhythamia 018) 

Bucky Be Lucky 018) 
x-My Red Knight 013) 

Ramat Gan 018) 

King Sebastian 018) 

Promlsina Klrsch (113) 

African Nite (118) 

On The Right Track (118) 

Shoemaker 

No Ka Oi 018) Rosales 

Godess Proof (118) Skinner 

Great Distance 018) Lopez 

Time For Glory 018) Noguez 

Proper Results 015) Aragon 

x-Quick King (113) Semkin 


Fernandez 

Olivares 

Aragon 

Campas 

Ramirez 

Gonzalez 

Valdez 

Hawley 


FIFTH RACE — $13,000, allow¬ 
ance, four-year-olds and up, fillies 
and mares, one and ona-eighth 
miles, turf: 

Davids Tobin (114) Pierce 

a-Coniunction 009) Semkin 

Monarm 014) Mena 

Chill (114) Toro 

a-Miss Elite (120) Vergara 

Sister Prune 014) Hewlev 

x-Emerald Meadow 009) Gonzalez 
b-Baby Times 014) Plncay 

Graceful Banner (117) Valdez 

Missile Clown 014) Ramirez 

Star Belle (114) $hoemaker 

Pearl Alot (114) Alvarez 

b-No Bid (114) Lambert 

a—Entry, b—Entry. 


SIXTH RACE — $10,000 claiming, 
three-year-olds, fillies, one and one 
sixteenth mile: 

Bold Flurry 017) Noguez 

Our Trudy (115) Hawley 

Cameo Role (113) Gonzalez 

Twice Told Tale 021) Toro 

x-Local Cause (112) Martini 

All Week End (117) Cespedes 

Gummtime(113) Lambert 

Gay Terresto (113) Pincav 

x-lm Superb (108) De Nicola 

Thais The Mamas 021) Olivares 
Authorized 015) Shoemaker 

Franmari (115) Pierce 

Happy Fawn (117) Pincay 

SEVENTH RACE — $13,000 al¬ 
lowance. four-year-olds and up. one 
and one sixteenth mile: 

Sunniest Day (114) Pierce 

Roiig (114) Alvarez 

Paranoico (114) Fernandez 

Give M Time (114) Mena 

Noble Lark 020) Skinner 

Graham Heagney 014) Olivares 
x-Prince Harold 012) Gonzalez 

Margin Call (120) Hawley 

Pass Thru (114) Ramirez 

x-Justimus (109) Semkin 

Advisedly 017) Shoemaker 

Ecepto 014) Pincay 

Slivers of Glass (114) Toro 

Kicking Up(1l4) Ramirez 

Queens Minster 014) Valdez 

EIGHTH RACE — $22,000 allow¬ 
ance. four-year-olds end up, fillies 
and mares, one mile: 

Lucky Spell (114) Alvarez 

Mercy Dee (119) Grant 

Sun Festival 014) Pierce 

Exotic Age (lie) Shoemaker 

Special Goddess (114) Hawley 

x-Effusive (109) Semkin 

Mia Amore 017) Olivares 

Mama Kali 019) Mena 


NINTH RACE - $8,300 claiming, 
three-year-olds, one mile: 
Mariykesparadc 012) Dl Nicola 
Royal Armor (117) Fernandez 

Dr. Felix Starr (117) Hawley 

Swift Socks 021) Pincay 

x-Solar Ruler (116) Gonzalez 

Articulation (116) Noguez 

Coram Nobis (117) Shoemaker 

Talarlk (115) Mena 

Moucher (117) Plerca 

Madera Sun (115) Vergara 

Clear and Fast. 1st Post 12 p.m. 


Selections 

1. Quita Honey, Pleasure Royale, 
Viva Liberty. 

2. Flop Along, lt» Today, Lucky 
Meritorious. 

3. Black Majesty, Gold Account, 
Supply Boat Johnny. 

4. King Sebastian, Salad Sam, On 
The Right Track. 

5. Chill, Davids Tobin, Graceful 
Banner. 

6. Twice Told Tale, Bold Flurry, 
All Week End. 

7. Give M Time, Roiig, Margin 
Call. 

8. Sun Festival, Mama Kail, 
Lucky Spell. 

9. Moucher, Royal Armor, Swift 
Socks. 

One Best: Sun Festival. 


U.K. 


soccer 


LONDON (CP) — Results of 
soccer games In the United King¬ 
dom Wednesday: 

ENGLISH LEAGUE 
Division III 
Hereford 5, Chester 0. 
Peterborough 2, Sheffield W. 
Brighton 2, Shrewsbury 2. 

Division IV 

Bradford 1, Southport 1. 

Hartlepool 1, Crewe 3. 

Torquay 2, Tranmere 1. 

SCOTTISH LEAGUE 
FA Cup 

Quarter-Final Replay 
Hibernian 1, Motherwell 1. 

Spring Cup 
First Round 

Berwick 0, Kilmarnock 0. 
Dumbarton 4, Albion 1. 

Raith 4, Queen of S 2. 


What can this famous team 
do for you? 

Lots... 
and all of it 

great. 



Renew, refresh, 
recharge 

interchangeables 
to round out a new 
spring wardrobe. 

A. Stacks in 100% polyester doubleknit. 
Young executive style with moderate flare. 
In an eye-pleasing play of plains or patterns. 
Sizes 32-40. 


Sale Price , 


17 " 


B. Sportscoat fashionably styled in 100% 
texturized polyester. In the latest spring 
fashion colours. Sizes 38-46. 


Sale Price 


62 " 


C. Blazers for year round wear. Distinctive 
good looks in texturized 100% polyester. 
Fully lined. Fashionable new shades. Sizes 
38-46. 


Sale Price . 


62 " 


Woodward's Men's Shops, Main floor. 


Woodward's Mayfair, phone 386-3322. Store Hours: 9:30 a m.-5:30 p.m. 
Monday to Saturday. Evening shoping Thursday and Friday 'III 9:00 p.m. 


FULL MEASURE OF FOOD VALUE FOR yOUR FOOD DOLLAR 


1 


Km's low Cost In! MM.. 658 W. Bumslds 

Lswts Low Coast. 2(97 Fnl lay Host 
Prics's Law Cost. 714 Coldstream Road 
Raynor Law Coat. 3931 Blonkinaop Road 
Supar Low Coat. R99 Esquimau Rsad 
Wallburn'a Supar Marl. 1058 Pandora 
Lao 4 Sms law Coal. 40(5 Quadra Straot 
T 4 W Low Coat. 1165 Nawport Avauua 


Vito Way Low Coat 4 Florist. Rorealdi 
(room's Low Coat. 204 Maui as St. 
Choong'a Low Coat. 811 Crelgfluwar Road 
Oaap Cotta Tradiw* Co.. Ooop Con 
Gorgewiy Low Coat. 300 Sorgo Rood W. 
Hillaido Low Coat. Hillsjda Annua 
Jim's Law Cost. 2(4 (almoin Road 
Voong'a Low Cost. 3888 Carey Road 


WELLBURN’S COUNTRY MARKET 

CORNER OF WILKINSON 4 INTERURBAN RD. 

PRICES EFFECTIVE: Wo rotorvo tho right 

to limit quontitieo* 


SPECIAL BUYS 


FRYING Cl 

MAPLEWOOD 

WHOLE. 

BAG6ED ■ n 
6R. “A" LD. 


IN 


COOKIE MIXES 


CHOC. CHIP. 
OATMEAL. 
PEANUT BUTTER, 
SUGAR, 12-«z. 


10 


KADANA 


100 

bags 


TEA BAGS 

89° 


COFFEE 

Chase & Sanborn 


MR. CLEAN 4**^ 

CLEANSER gO 0 


8 - 01 . 


CLOVER LEAF 

BABY 

CLAMS 

5.2 dniimd. 10-oz. fluid 


!0 


HUSKY 

PET O 
FOOD 


25V«-oz. 

tins 


10 


MARGARINE 
MOM’S 135 

3 LBS. 


DUNCAN HINES 

CAKE MIXES 

DELUXE II 
PIUS BROWNIES 

mi. 


10 


MAXWELL HOUSE 


69 


10 oz. 


DOMINION GARBAGE BAGS 

KITCHEN M Hi 
CATCHERS 4H 

pttg. at 10bags ...... 


SANIFOAM 


BATHROOM nn? 
CLEANER JJiL 

20 oz. 


AEROWAX 


27 n. 


59 


COMET a no 
CLEANSER 


22 az. 


WESTERN FAMILY 


WESTERN FAMILY 


45 


CHEESE SLICES —. 1 

WESTERN FAMILY M AFtt 

JELLY POWDERS 4 ,„ s 90 c 

3-oz. 

WESTERN FAMILY ^ A A A 

PAPER TOWELS Z *99° 


EASY OFF M 


BIG MONEY SAVERS 


WINDOW CLEANER 

45 * 
49 * 


WITH SPRAYER 

-12 oz. .. 

WINDOW CLEANER 
REFILL, 27 oz. .... 


JOY LIQUID 


DETERGENT 

New larger size 
1.5 Litre . 


TIDE 

DETERGENT 

KING 

SI2E . 


149 


WELCH’S 

GRAPE 

JUICE 

40oz. ... 


14-oz. 

pkg. 


CHEERIOS 

89 c 


NABOB 


WAFFLE 

SYRUP 


09 


32 oz. 


REGAL JAMS 

99° 


APPLE and 
STRAW. 

APPLE and RASP. 

24-OZ. 

tin . 


79' 


I 3-11 

8NOBOY CALIF. 

BROCCOLI 

SNOBOY CAN. No. 1 

CARROTS 

MEXICAN VINE-RIPENED 

TOMATOES 


FRESH PRODUCE 


PURITAN MEAT DINNERS 
REEF STEW. IRISH STEW 
MEATBAUSTEW ... 24oz. 

SPAGHETTI aid dtdb A 

MEATBALLS KUv 

... 


24 u 


29 * 
* 39 * 


FULL MEASURE OF FOOD VALUE FOR YOUR FOOD DOLLAR 


r 


FULL MEASURE OF FOOD VALUE FOR YOUR FOOD DOLLAR FULL MEASURE OF FOOD VALUE FOR YOUR FOOD DOLLAR FULL MEASURE OF FOOD VALUE FOR YOUR FOOD DOLLAR 
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Nixon discloses new facts Senate 
about wiretapping in U.S. 


inquiry 

bombs 


v ' ■ 

JDailp Colonist Victoria, B.C., Thurs., Maroh II, ^3 

Richardson says Lockheed 
misled Ottawa—newspaper 


WASHINGTON (UPIi 
Former president Richard 
Nixon said that within two 
days after he became pres¬ 
ident in 1968, the late FBI 
director J. Edgar Hoover 
gave him a secret memo say¬ 
ing the FBI for years had 
been watching a British corre¬ 
spondent suspected of work¬ 
ing for British Intelligence. 

“The memorandum dealt 
with a British corre¬ 
spondent.” Nixon said in the 
deimsition made at his Pacific 
residence dan. 15 and re¬ 
leased Wednesday “I called 
Mr. Hoover and said, 'What is 
this all about?’ 

“He said, ‘Well, this individ¬ 
ual is named as one who we 
have been surveilling.’ and he 
indicated they used electronic 
surveillance for a number of 
years . . . 

"I don’t know whether it 
went clear back to the Ken¬ 
nedy administration or the Ei¬ 
senhower administration, but 
he said, ‘We have been sur¬ 
veying him for years because 


our information is that he is 
probably an intelligence agent 
for the British and also we 
Wherefore have every reason 
to believe that information he 
gets through a broad range of 
contacts within the govern¬ 
ment might get outside of 
channels and without any in¬ 
tent to harm the United 
States, be leaked and there¬ 
fore be harmful without his 
intent to do so.’ ” 

Nixon did not identify the 
British correspondent, but he 
said he called in Henry Kis¬ 
singer. then his national secu¬ 
rity adviser. 

The Nixon deposition was 
taken by attorneys represent¬ 
ing former Kissinger aide 
Morton Halperin, one of the 
targets of the 21-month wire¬ 
tap. who said he and his co¬ 
plaintiffs hope to bring their 
damage suit to court this 
spring with Nixon and Kis¬ 
singer as witnesses. 

Nixon also said former 
president Lyndon Johnson had 
an “almost obsession about 


the possibility of leaks” and 
toward the end of his term 
could not have run foreign 
policy without the help of 
Hoover. 

Nixon said he talked to 
Johnson on national security 
matters and leaks both before 
and after he succeeded John¬ 
son as president in 1968. 

President Johnson said he 
had noted my decision to rein¬ 
stitute the regular meetings of 
the National Security'Council 
and rebuild the staff.“ Nixon 
said. 

“He said, and I am piloting 
him from recollection, that I 
must warn you’ that the rea¬ 
son he had not had the forma¬ 
lized procedures in the Na¬ 
tional Security Council with 
the broad range of discussion 
that would he entailed was 
his. I would say. almost 
obsession about the possibility 
of leaks.” 

Nixon also said he ordered 
Kissinger to give the FBI the 
names of “loose-mouthed” of¬ 


ficials and newsmen to be 
wiretapped in a 1969 security 
drive. 

Nixon said his first adminis¬ 
tration was so riddled with se¬ 
curity leaks that he asked 
Hoover for advice, and 
Hoover told him “four pre¬ 
vious administrations” used 
wiretaps in such crises. 

Nixon added there were 
fewer national security wire¬ 
taps under him than the pre¬ 
vious two presidents, and the 
peak came under John F. 
Kennedy. 

“It was no secret that wire- 
tawing technically had lieen 
used very, very heavily in 
previous administrations," he 
said. 

“As a matter of fact, when 
the subject came up before I 
made the decision, I checked 
as to what had hapjiened and 
I found that the highest 
number of wiretaps during 
the previous 20 years had 
been during the third year of 
the Kennedy administration.” 


WASHINGTON (UPII 
Senator Frank Church, Idaho 
Democrat, said Wednesday 
the U.S. Senate inquiry into 
Izxkheed corjKiration’s al¬ 
leged bribes in the Nether¬ 
lands and West Germany is 
ended. He said his committee 
could not tell who was telling 
the truth. 

Church s|>oke with reporters 
after his senate subcommittee 
on multinational cpr|>orations 
took more than one hour of 
private testimony from U.S. 
ambassador to Japan James 
Hodgson. 

Public disclosure of the ex¬ 
tent of Lockheed payoffs 
touched off investigations in 
Japan, the Netherlands. Tur¬ 
key and Italy. Lockheed fired 
former ‘chairman Daniel 
Haughton and former pres¬ 
ident Carl Motchian. 

Church said the subcommit¬ 
tee could not determine 
whether former Lockheed 
sales representative Ernest 
Hauser was telling the truth 
about the firm's alleged 
payoffs to stimulate sales in 
the early 1960s of the F-104. 
which became known as the 
“flying coffin" because more 
than 80 pilots died in crashes. 


HAMILTON (CP) — The 
Spectator says Defence Min¬ 
ister James Richardson has 
confirmed that the federal 
government was misled by 
Lockheed Aircraft Corp. in a 
51-billion deal over the pur¬ 
chase of 18 long-range patrol 
aircraft. 

The newspaper says in a 
copyright story that Richard¬ 
son, in 'a telephone injer- 
view from Oslo, Norway, said 
the government decided to 
buy the aircraft from laock- 
heed on the strength of finan- . 
cial promises from the corn-* 
panv. 

The Spectator quotes Rich¬ 
ardson as saving: 

• Lockheed led the govern¬ 
ment to believe the company 
was able to provide adequate 
financing to begin the project 
and this was a major consid¬ 
eration of the government in 
agreeing to the deal. 

• Lockheed was aware it 
would not be able to provide 
the required funds to begin 
production of the aircraft. 

• The government was un¬ 
aware of Lockheed’s inability 
to fulfil its financial promises 
until shortly before the con¬ 
tract was to lie signed in Jan¬ 
uary. 


• About 5300 million now is 
required in government ex¬ 
penditure over the next three 
years to get the aircraft into 
production, but the govern¬ 
ment is unprepared to mak# 
major financial contributions 
to the project until 1979. 

• The project now is sev¬ 
erely threatened. 

“There is no doubt that 
there was a belief among ne¬ 
gotiators that Lockheed would 
be able to provide all the 
major initial financing,'’ The 
Spectator quotes Richard¬ 
son as saying. “I cannot say 
if it was a deliberate attempt 
to mislead us hut we did have 


Church makes 
Chile point 

TORONTO (OP) — The 
United Church of Canada has 
voted to urge Canadian cor¬ 
porations not to make invest¬ 
ments or loans to Chile unless 
workers are assured the same 
laws and practices enjoyed by 
Canadians, a church new-s re¬ 
lease said. 


their (Lockheed’s) assur¬ 
ances.” 

The newspaper quotes 
Richardson as saying Lock¬ 
heed made the offer to pro¬ 
vide the initial production 
costs in an effort to meet a 
similar offer from Boeing Co., 
wliich had guaranteed to 
come up with money for start¬ 
up costs. 

The final agreement with 
Lockheed was to have been 
signed Jan. 4. says The Spec¬ 
tator. but the government 
backed away, blaming the wi¬ 
dely-publicized United States 
investigation into alleged 
Lockheed bribes to overseas 
government officials. 

But the newspaper says 
Richardson told it that the 
government learned of Lock¬ 
heed’s inability to meet the fi¬ 
nancial promises just before 
the official wgning date. 

The n e ursp a p e r quotes 
Richardson as saying Lock¬ 
heed may have had trouble 
funding the project because 
no official agreement had 
been signed with the Canadi¬ 
an government. 

Richardson is attending a 

NATO exercise in Norway, 
and is not expected back in 
Ottaw-a until Friday. 


At Woodward's we aim to please 
with up-to-the-minute appliances 
for your 'round-the-home pleasure 

and convenience 
At savings now! 


The Electrohome "Lexington" 

"Lexington” from Electrohome's Medallion series 
boasts such fine features as AM/FM/FM stereo tuner, 
BSR record changer, diamond stylus and quality 
speakers. Built with pride by true artisans in colonial 
style with a genuine Candlelight maple finish. 
Concealed casters. Dimensions: 42"W x 18"D x 28"H. 
Sale Price.. 

Barcelona console stereo in smart Mediterranean styling. 
Sale Price... 


Console Stereo 


418 00 

.748 00 


Admiral Deluxe Refrigerator 

Admiral's top-of-the-line 14 cu. ft. refrigerator with 6 split 
cantilever shelves, beverage can dispenser, easy-roll wheels 
and 4-sided magnetic door seals. Its frost-free freezer has shelf 
and easy-cube ice 
bucket tray. Butter conditioner 
included. Your choice or 
white or harvest gold. 

Sale Price. 


528 00 


Woodward's Mayfair, phone 386-3322. 

Store Hours: 9:30 a.m.-5:30 p.m. Monday to Saturday. 
Evening shopping Thursday and Friday 'til 9:00 p.m. 


Admiral Portable Dishwasher 

Total portable convenience from table to sink. Six pushbutton 
cycles allow you,the choice of the exact cycle you need with 
simple fingertip control. Two energy saving cycles reduce 
operating costs. Heavy duty, laminate chopping board top. 
Dual detergent 
dispenser automatically 
releases detergent. 

Easy-roll casters. 

Sale Price. 


■ i.aiv LMJdMJ lUp. 

368®° 

Woodwaf&s Major Appliances, Second Floor 

(Momkiiuls 


t<- 


Jenn-Air Single Countertop Grill 

Jenn-Air's char-flavor grill delivers that great outdoor flavor 
without the smoke and fuss. Permanent grill-rock cartridges, 
electrically heated, turn smoke into flavor. Exclusive built-in 
ventilation system is extremely quiet. Utilizes most of lenn-Airs 
accessories from rotisserie to deep fryer. It's a proven concept of 
indoor cooking that puts dramatic flair and fun into every meal. 
18"x21 Vi" countertop installation. 


Sale Price 


298 00 


Shishkebab Kit .... Rotisserie Kit . _ nn 

Sale Price. 37 00 Sale Price. 45 00 
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FRESH PRODUCE 


There's a delicious 
difference in the 
variety of 

Woodward’s Fruit 
and Vegetables, but 
one thing they all 
have in common ... 
picked at their prime 
and rushed to 
Woodward's to be as 
fresh as they can be! 


SNACKERY __ 

Pancake Mix Buttermilk or Regular.. 2-lb. big / J 

LUMBERJACK 

Syrup 147 

Serve with our own Buttermilk Pancake Mix. 44-fl.-©x. bottle 1 

JELL-O 

Dessert Powders 9 

Assorted flavours. 3-ox. pkt. mm lor J J 

NEW NESTLE 

Cookie Mix Assorted varieties. 12-ox. pkt. / 

67* 
2,.85* 

Muffin Mix All flavours . 12-oz. pkL 59* 

yCERBERS STRAINED * 

Baby Food Easy to prepare 4Vi-fl.-oz. far ■ for J 
WOODWARD'S SUPREME 

Salad Dressing 

89* 

Alphabits Cereal nq^ 

IS-oz-ctn. 

KENAIR 

Pineapple Pieces 9 r 

14-R.-oz.tii).*. AforO 

MILNE'S CHOICE 

Tomatoes 

Useful so many ways and easy on the budget too! .... 19*ft.-oz. tin 4^4^ 
BERRYLAND 

Beans and Pork 9 r r c 

In Tomato Sauce . 14-fl.-oz. tin mm for J 

SUNRAY CHOICE 

Asparagus Cuttings o 7c 

12-fL-oc. tin......3/ 

KAM 

Luncheon Meat 


COATING MIX 


Shake 'N' Bake 


Assorted flavours 


S- 07 . ctn, 


L ETON'S 


Soup Mix 


Chicken Noodle 4 V.-oz. packet* 


MONARCH 


32-fL-oz. |ar 

POST SWEETENED 


3 varieties ... 12-oz. tin 

SUNLIGHT 


Liquid Detergent rq^ 

24-fl.-oz. bottle.....J -7 

SURF 

Laundry Detergent ^ 8 5 

S-lb. carton.8 

BEEF FLAVOURED 

Gainsburger 939 

Feed your dog the best! . 2 Kg. (72 on.) 

ROY ALE 

Facial Tissue 9 pq c 

Now Available! 

Pandalus Fine Quality Prawns from our own B.C. 
waters! This seafood favourite is uncooked and 
quick frozen with heads on. Visit our Bea Wright 
Kitchen for your Free recipe sheet No. 34 'Prawns 
from B.C. Waters.' Prawns and recipe sheets 
available at Woodward Stores. 

B.C. Prawns 


lb. 


*199 *1ft99 

19-lb. box lw 


B.C. CROWN, GRADE CANADA FANCY 


CALIFORNIA FRESH 


Apples 


99* 


Spartans, large size .dozen 

1 CANADA No. 1 IMPORTED FRESH 

Tomatoes 9 704 

Vine ripened for better flavour. mm lbs.» 

CANADA No. 11MPORTED 

Cucumbers 704 

Long English Variety . each M 

CANADA No. 1 IMPORTED FRESH 

Cucumbers 29c 


Radisheso 27<t 

Green Onions, Parsley ... mm btlfiches mm ™ 

N) 

CALIFORNIA FRESH ^ AA 

Broccoli 3J 00 


MEXICAN FRESH GREEN 


Peppers c *|00 

Large size . . . 4^ for ■ 


Large 
ARIZONA 


Grapefruit qq^ 

Sunkist Rubf . Do*. 


White Spine . 

HAWAIIAN FRESH 


CALIFORNIA FRESH 


Papayas cog 

Extra Large tropical fruit. each 4^ 


Vegetables 

Red Lettuce, Butter lettuce, Romaine, 
Watercress, Bunch CarrOTs, Bunch 
Spinach, Avocados. Mix or Match. 


4J 0# 


ALBERTA BONELESS BEEF OVEN 


DAIRYLAND ASSORTED FLAVOURS OF 


ALBERTA BONELESS SHOULDER 

Pot Roasts Canada A 

FRESHLY GROUND 

Shoulder Beef A budget saver 

OLYMPIC 


Roasts c. * 169 

Sirloin Tip, Bottom Round, Rump . lb. | 

ALBERTA BONELESS BEEF ^ *70 

Barons Canada A.lb. I 

, 1 *» 

.99* 

Dinner Sausage 109 

A mixture of nork and beef.1 -lb. tray R 

,.99* 
.79* 

Sliced Cooked Ham 6-oz. vac. pzck.1 

SMOKEHOUSE -1 QQ 

Sliced Side Bacon idb.v« P «k 1° 

OLYMPIC 

Ukrainian Sausage qq^ 

12-oz. stix, vac. pack . 


A mixture of pork and beef 
FLETCHER'S FULLY COOKED 

Smoked Picnics Whole or shank cut- • 


WOODWARD'S REGULAR OR 

All Beef Wieners 1-lb. vac. pack 


SOOgram ... 

IMPERIAL 

Margarine 

Delicious with our own fresh-baked bread 


* 

EASY MAKE 

Pancake Mix 

7 

SARA LEE 


Layer Cakes 

Assorted flavours. 


GREEN GIANT BONUS PACK 


Niblets Corn 

Peas or Mixed Vegetables . 



i 65 


75* 


WOODWARD'S 


WOODWARD'S SUPREME FLORIDA 

Orange Juice 

Concentrate.12Va-fl.-o£. carton 


WOODWARD'S 

Devil's Food Cake 


2,0.89* 


each 

HOME MADE STYLE 


White Bread 

Serve with our own soft margarine 


. 16-oz. loaves 




Using Woodward's Salad Dressing 
adds a lively touch of flavour to our 
fresh produce, whether you mix It in 
with other ingredients or alone as a 
tasty topping. Just another one of 
Woodward's own brands you can 
count onl 


Prices Effective Mar. 10 to Mar. 13. 
Personal Shopping Only. We 
Reserve the Right to Limit Quan¬ 
tities. 

Store Horus: 9:30 a m. to 5:30 p.m. 
Mon., Tues., Wed. and Sat. Shop til 
9 p.m. Thurs. and Frl. 
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Contaminated by dangerous substance 

i 

Baby powders suspect 


NEW YORK (AP) - Ten 
out of 19 body and baby 
powders tested at Mount Sinai 
Hospital here were contami¬ 
nated with asbestos fibres ca¬ 
pable of causing a rare form 
of chest and abdominal 
cancer, researchers said Mon- 
-day. 

Dr. Arthur Rohl, who con¬ 
ducted the tests with Dr. Ar¬ 
thur Langer, said there has 


been no investigation of the 
dangers from asbestos in such 
powders. "There should be 
some sort of quality control 
instituted either by the in¬ 
dustry or by congressional le¬ 
gislation." he said in an inter¬ 
view. 

The researchers said the 
contamination usually was 
found in the tale used in ihe 

powders. 


Asbestos fibres can cause 
mesothelioma, a chest and ab¬ 
dominal cancer, and can also 
result in the scarring of lung 
tissue and gastrointestinal 
difficulties. Rohl said. 

The researchers said: 

• Ten of the 19 American 
samples contained from two 
per cent to 20 per cent asbes¬ 
tos fibres. The highest concen¬ 
tration was in ZBT Baby 


Powder with Baby Oil; 
Cashmer Bouquet Body Talc. 
Coty Airspun Face Powder 
and Rosemary Talc. These 
were In the elght-per-cent to 
20 -per-cent bracket. 

• Rosemary also con¬ 
tained 30 per cent quartz. 

• Bauer and Black Baby 
Talc, no longer on the mar¬ 
ket, had a 15-per-cent concen¬ 
tration. 


First aid for all 
St. John’s ’76 goal 


tint turnitur • • ptintingt • prints 

THE ISLAND GALLERY 

2166 Oak Bay Avenue Tuaa-Sat 


Vancouver Island branches 
of St, John Ambulance have 
been brought up to date on ac¬ 
tivities which will be part of 
the organization's national 
awareness program this year. 

John Erb. of Victoria, 
member of the St. John Am¬ 
bulance provincial council, 
and former civil defence co¬ 
ordinator for the province, vi¬ 
sited Island branches recently 
in connection with the pro¬ 
gram. 

TTie program centres on the 
first Aid training courses 
which St. John Ambulance 
makes available, save-a-life 
courses for the public starting 
on May 20, and brigade re¬ 
cruiting which gets under 
way in Septemlier. 

Erb said the program will 
emphasize the need for every¬ 
one. including motorists and 
even school children — to 
have proficiency in first aid. 

In a statement supporting 
the national awareness pro¬ 
gram. Provincial Secretary 
'■-race McCarthy said the St. 
1 tin service to Canadians 
"too often has gone unrecog¬ 
nized." arid wished the orga- 
•''•/Htion well in its campaign 
to inform Canadians of the as¬ 
sistance and services it is 
ready to provide. 


Advertising 
serves by 
informing. 

CANADIAM ADVERTISING AOV'SOPv 8OAB0 


THE SPORTY MOC By Amain 

Our advance Spring '76 interpretation of a 
great Canadian classic. 

"Gallio,” with inset rope wedge and neatly 
stitched detailing caramel, bone and 
navy calf. $58 


120:1 Douglas Strop! 

ill 


783-2211 


Sun-Rype Pie Fillings, 
flavour natural as 
a smile. 


For your copy of our colourful 16 page redpe booklet "Round the dock u4th Sun Rspe" send 25C In cotn to "Redpes" Sun-Rspe Product* Ltd.. Kelowna. B C 


T-shirts 

deceive 


NEW YORK fUPI) — The 
Jewish Armed Resistance has 
claimed responsibility for a 
bomb that blew up outside a 
Soviet airlines office in mid¬ 
town Manhattan. 


the eye 

I 

Models display latest wrinkle 


in the startling evolution of 
the T-shirt, once just an issue 
Item for sailors In the Second 
World War. Called body lan¬ 
guage hy Its creators, the new 
collection. like those de¬ 
layed above, speaks for It¬ 
self. However, some of the 
new T-shirts, like the one mo¬ 
delled at left — a likeness of a 
man's chest — may soon ' 
make the double take an insti¬ 
tution on city streets. 


Pre-Confederation 

Furniture 

797B Alderbridge Way. Richmond. B C 
Tel; 278 2817 


Bomb admitted 


An exclusive new store 
featuring handcrafted 
solid pine reproductions 
of early Canadian designs... 
at workshop prices. 


hew things in a Canadian home can match Ihe 
distinctive beauty and character of furniture 
originally designed in our country between 1770 
and 1870. 

In our store, you’ll see a collection of over fifty 
different pieces displayed in room settings. 

Each piece is handcrafted, its construction 
reflecting the techniques of early Canadian 
cabinetmakers—dovetailing, mortise and tenon, 
pegging and dowelling. 

Choose one lovely piece to coordinate with your 
other furniture, or furnish an entire room. 

The warmth of this timeless style of furniture, in 
light, medium or dark stains, will add enduring 
beauty to your home. 

Come and see for yourself. We re just 3 minutes 
north of Richmond Centre. Phone or write for 
brochure and price list 

Store hours: Monday to Saturday 
9:30 am to 5:30 p.m. 
Thursday & Friday 
9:30 am. to 9:30 p.m. 


Refectory table, 
designed 1790. 
Hand made in solid 
pine-five, six or 
seven foot lengths, 
with or without 
drawers. 


Smiles come easy when you treat your family to desserts 
made with Sun-Rype Pie Fillings. 

When you come right down to it, what really matters in fruit 

fillings is the fruit. Sun-Rype Re Fillings are made 
with the same famous ‘B.C.’ fruit you enjoy fresh — 
and the Sun-Rype people really know how to 
capture all the goodness and sunshine flavour 
of fresh fruit. 


Sun-Rype Re Fillings offer the best in convenience, 
too, because they are pre-cooked and ready to 
serve —quick and handy for pies, tarts, parfaits, and 
dessert toppings. 

And there’s a great choice—Apple, Cherry, Peach, 
Raisin and Blueberry—so there’s no end to the 
variety of delirious fruit desserts you can serve your 
family all year round. 

Sun-Rype Pie Fillings. Smiles ahead of all the rest 


• Other powders contain- ' 
Ing less than five per cent 
asbestos were Faberge Brut I 
Talc. Yardley Invisible Talc, 
Yardley Black Label Body 
Powder. Mennen Shave Talc 
and English Leather After I 
Shave Talc. 

The baby and body powder ] 
tests were undertaken as 
part of a study of the dangers j 
involved in occupational ex- 1 
posure to asbestos, Rohl said. 1 

"There is no firm evidence 
on low level of intermittent 
exposure such as from using 
talcum powder," he said. "We 
don’t know for sure what the 
danger level is." 

Rohl said he and Langer 
had done a parallel survey of 
body and babv powders man¬ 
ufactured in Britain and found 
"very few of those were con¬ 
taminated and those that 
were, were considerably less 
so than those made here." 

He said the reason was that . 
British manufacturers used 
"northern Italian and Chinese 
talc which are not contami- j 
nated whereas American talc I 
deposits are usally contami¬ 
nated." 


797B 

Electee 

From 

Vancouver 

Construction of 

New Shopping Mad 

| 

Richmond . 
Centre f 

Westminster Hwy 
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' B's 

COIT 

COIT 


DRAPERY CARE 

• Cleaning 
Alterations 
New Linings 
Flameproofing 


FREE Pick-up. Delivery 
and Re-installation 
FREE Estimates and 

In-home Consultation 

386-6701 


On duty 

15001 


PIGSKIN, AS SHOWN 
REG. 209.98. NOW 
MARKED 
DOWN TO 
ONLY 


136 98 


fox collar extra 


miles away 

Checking: map* (above) be¬ 
fore leaving their compound 
at Mcoala are, from left, Pri¬ 
vate" S. M. Mitchell, D. A. 
Fischer, and C. F. Riggs, all 
of Victoria. And (at right) 
Victoria-based LieuJ. D. C. 
Stevens (pointing) stands 
near comforting signpost that 
points to Victoria — 15,001 
miles and Sooke — 15.010. 


Elley’s has a few aelections for man at 
similar savings. 


open daily 9 to 5 


Leather 

Fashions 

Ltd. 


738 Johnson Street — Phono 313-7834 
(In tho Johnson St. Perkede Complex) 


These coats are a 
tremendous value! 
Choose yours today so 
you can have 
the style you like! 


ann landers 


Dear .Mis* Landers: Many 
years ago, I used to marvel at 
people's handshakes, particu¬ 
larly men’s. 

I met a great many top ex¬ 
ecutives and every once in a 
while I’d get a dishrag hand¬ 
shake or a “dead fish’’ — no 
firmness or the feeling of 
“I’m glad to meet you.” 
•Recently, it happened 
again. Docs handshaking re¬ 
veal anything of one’s charac¬ 
ter? — Wondering. 

Dear Wondering: Charac¬ 
ter? No. But a handshake 
says a lot about a man’s 
knowledge of how to present 
himself. Those dishrags and 
dead fish register minus 10 on 
the meet-o-meters of “talent 
scouts" who are looking for a 
live wire to hire. 

□ 

Dear Ann Landers: You are 

our last hope. Please print 
this letter. Thousands of fami¬ 
lies will bless you. 

I promise, if it shows up in 
the paper I will mail copies to 


several people and I'll bet 
hundreds of others will also 
clip copies and send them 
(anonymously, of course) to 
friends and relatives in the 
frozen North. 

Dear One*: We know it’s 
cold where you are and it’s 
lovely down here. 

If you come to visit us 
again this year will you 
please: 

(1) Help out with the gro¬ 
cery bill. 

(2 • Remember I am not 
running a laundromat. When 
you wash your clothes, buy 
your own detergent, bleach, 
soap, etc. 

I don’t expect you to do 
my housework, but please 
keep your own room in order. 
And it would be nice if you 
laundered your own sheets, 
pillowcases and tow’els. 

(4) Don’t expect us to enter¬ 
tain you. YOU are on vaca¬ 
tion. WE aren’t. If you want 
to eat at some nice restau- 


REGINALD STONE 

cordially invites you 
TO HIS ANNUAL 

ORGAN CONCERT 

at the 

McPherson playhouse 

Monday, March 22nd at 8 p.m. 

PROGRAM INCLUDES: 

RUTH CHAMPION, SOPRANO, plus organ duel 
and an old-time movie with organ accompaniment 

COMPLIMENTARY TICKETS AT 
SOUND OF MUSIC SALES LTD. 

1517 Quadra Street, 383-0239 

Home of The Conn Organ Exclusively 
Plan to Attend — 837 Seats Available! 


rants, invite us. We’d love to 
go. 

(5) Please — one family at 
a time. Don’t bring your sister 
and her husband or your best 
friends — or anybody else, for 
that matter. 

You always ask us why we 
don’t ever visit you. Well, to 
be perfectly honest, we can't 
afford it. — Tired Of Being 
Broke. 

Dear Tired: Here's your let¬ 
ter and I hope it will make 
life easier for a lot of people. 

I know' from my mail that 
many of you can use some as¬ 
sistance. 

□ 

Dear Ann lenders: I am 

writing this in my own miser¬ 
able penmanship because I 
don’t want to dictate it to my 
secretary. She is the problem. 

I have read so many letters 
in your column from secre¬ 
taries who have trouble with 
the boss because he can’t 
keep his hands to himself. It’s 
the othbr way around here. 

My secretary - is always pat¬ 
ting my check, smoothing 
down my hair, holding my 
hand a little too long when 
she gives me a pen for my 
signature. It's embarrassing. 

She is 28 years old. very at¬ 
tractive. knows this office 
from A to Z. and is extremely 
competent. I'd hate to think of 
breaking in another secre¬ 
tary. How can I get her to 
keep her hands off me? 

P.S. This has been going on 
for five years. — In Urgent 
Need Of Advice. 

Dear Boss: If it’s been 
| going on for five years the 
I problem can’t be so urgent. 
I Kwitcherkiddin.’ 


eiderdown 

shop 

Direct from our Victoria 
factory to you. 

SLEEP WITHOUT WEIGHT! 
ELIMINATE BEDMAKING 1 
VIRTUALLY NO LAUNDRY COST! 
PURE GOOSE DOWN QUILTS. PILLOWS 

-THE COMFORT SPECIALIST * 

MOVED TO 

1728 Douglee St. 

Across from the Bay 


Princess Pats return 
from Cyprus in April 


Ixmg, lonely watches on 17 
miles of demilitarized Cyprus 
territory are coming to an 


end for 450 Victoria-based 
armed forces men. 

Catching memories of last 


MUM 


The ensemble. 
charming 
for 

special 
times. 


Fine tailoring and de¬ 
tailing in an ensem¬ 
ble so perfect for 
those special occa¬ 
sions, in lovely 
Crimplene. Easter 
styles are beautifully 
proportioned for the 
petite 5'4" or under. 
Flattering silhouettes 
that carry you off with 
poise and comfort. 
Come see us, soon. 

Limited site, 
and quantities. 

150.00 

Woodward's Dereta of London, 
Main Floor. 


dereta 


OF LONDON 


days in a United Nations 
j>eacekt|pping force there, sol¬ 
diers from the Princess Pa¬ 
tricia’s Canadian light In¬ 
fantry should be back in Vic¬ 
toria by mid-April. 

Since hostilities on Cyprus 
in the fall of 1974. Canadian 
troops have been rpsjionsible 
for keeping peace along for¬ 
ward defensive lines running 
from the outskirts of Nicosia, 
through the old city and south 
for 17 miles to an outpost be¬ 
tween two villages, one Greek 
Cypriot and one Turkish Cy- 
priol. 

The line meanders through 
open fields, post deserted su¬ 
burban homes and along city 
alleys in the near-empty busi¬ 
ness district of the old city. 

While a small number of 
the Victoria men live in Quon- 
set huts in a small UN camp, 
most live at the other end of 
the line of patrol, right in Ni¬ 
cosia. They stay at the fash¬ 
ionable Ledra Hotel that 
housed tourists in colorful cos¬ 
tumes before war flared on 
the Mediterranean island. 

Little color is seen there 
now but Canadian Forces 
green. 

Other Canadian regiments 
will replace the Princess 
Pat’s after April. 


Hotel destroyed 

BELFAST (Reuter) A 
Roman Catholic-owned luxury 
restaurant was destroyed in 
an explosion after three guer¬ 
rillas had herded most of its 
staff into a storeroom at the 
back and locked them in. 

New Modes 

IN 


SELBY 


The Mshion 


shoe* with 


the built-in 


comfort! 


Always at 


1453 DOUGLAS ST 


I eather 




smartens 

the , 

Spring scene 


ELLEY’S HAS TAKEN A 
GROUP OF LUXURIOUS COATS 
FROM REGULAR STOCK FOR 
THIS WINTER CLEARANCE 
AND PRICED THEM AT 
SAVINGS UP TO 50% 


Bulletin 

board 


The monthly business meet¬ 
ing of Victoria council 1256, 
Knights of Columbus, will be 
held at 8 tonight in St. An¬ 
drew’s Cathedral activity 
centre, 1012 Pandora. 

n 

MINUS ONE CLUB 

The Minus One Club will 
hold a get-together . for wi¬ 
dowed, divorced or separated 
people at the Elks hall. Cor¬ 
morant. at. 9 p.m. Friday. 
Lunch will be served. 

n 

FAMILY NTGHT 

The Foster Parents Assnoi- 
tion and the Parent Encour- . 
agement Program of the 
human resources department, 
in cooperation with the YW- 
YMCA are sponsoring a Fam¬ 
ily Night-Out series at $1 a 
family for six evenings. For 
more information phone Faith 
Magwood at 598-5121. 

n * 

AUCTION 

Seven Saanich Peninsula 
community organizations are 
combining to hold an auction 
at the Saanichton fair grounds 
at 7 p.m. Saturday. The 
groups are active In operation 
of the. annual Saanich Fair, 
and profits will be spent on 
improving facilities at ihe 
fairgrounds. 

n 

CAR WASH 

Junior Achievement is hold¬ 
ing a car wash from 9 a m. to 
4:30 p.m. Saturday at the 
Simpson’s-Sears gas station, 
for 51.49. One-third of the pro¬ 
ceeds will be going to the G. 
R. Pearkes Clinic for Han¬ 
dicapped Children. 

o 

TEA 

Ladies’ Auxiliary to Trafal¬ 
gar branch, Royal Canadian 
Legion, will hold a tea from 2 
to 4 p.m. Saturday in the au¬ 
ditorium at 1417 Broad. 

n 

RUMMAGE SALE 

The Grace Maclnnis NDP 
Club Is holding a rummage 
sale at 10 a.m. Saturday at 
1018 Blanshard. 

n 

ROSE PRUNING 

Rose pruning demon¬ 
strations will be sponsored by 
the Victoria Horticultural So¬ 
ciety at 2 p.m. Saturday at 
Windsor Park rose garden on 
NewT)ort. and March 17 at 2 
p.m. at the Beacon Hill rose 
garden. 

n 

CLOTHING 

Nearly-new adults’ and chil¬ 
dren’s clothing will be sold by 
Metropolitan (United Church 
women from ip a.m. to noon 
Saturday in T?<ndray hall, 
Quadra and Johnson. 

n 

CASINO NTGHT 

Arbutus - Mount Douglas 
Band Auxiliary is holding a 
casino night from 8 to mid¬ 
night Saturday at the Cedar 
Hill Community Centre. 3220 
Cedar Hill Road. Tickets, ob¬ 
tainable from students and 
parents or at the door, are SI 
^or adults and 50 cents for 
children and include draws. 
The casino night will raise 
money for band trips. 

n 

BOTTLE DRIVE 

The Group Committee for 
Ihe Second Douglas Scouts, 
Cubs, and Beavers, will be 
holding a bottle drive from 9 
a.m. Saturday in the area 
hounded by Tillicum. Admi¬ 
rals and Gorge Roads. 

□ 

HEALTH CARE 

Elderly people living In 
Fairfield are invited to a 
series of eight sessions on 
health care. The program is 
sponsored by the St. John 
Ambulance Association under 
auspices of the Fairfield Ac¬ 
tivity Centre in Fairfield Unit¬ 
ed Church. Fairfield and 
Moss, starting at 2 p.m. Tues¬ 
day. Those interested may 
register at the centre today or 
Friday afternoon or by phon¬ 
ing 387-5117. 

n 

READING 

W. S. Mervvin. American 
i poet, and Pulitzer Prize and 
j National book award winner. 

author of The Carrier of I^d- 
i ders and a noted translator, 
will read at the University of 
Victoria at 4:30 p.m. Friday 
in Cornett 112. The reading, 
open to the public, is spon¬ 
sored hy the creative writing 
and department of English. 


Egg producers' 
plight stressed 

PRINCE GEORGE ICP' — 
The Prince George Chamber 
of Commerce is writing a let¬ 
ter to provincial Agriculture 
Minister Don Phillips, asking 
him to hold a public hearing 
here into the plight of north¬ 
ern egg producers The pro¬ 
ducers had their licences re¬ 
voked by the B.C. Egg Mar- 
: keting Board recently for not 
paying levies to the board 
Chamber president Boh 
McFarlane said a letter to the 
board protesting Its derision 
has remained unanswered. 
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PERSONALITY 
_ SHELVING CENTRE 

(IS Chatham St. 383-5411 

Introduces— 

SELFLOK SHELVING 


‘Gypsy’: Ouzanian out, Krich in 

4 

Everything from mini-circus to classical music this week 



l 


SPECIAL! 


FREE 

INSTALLATION! 

Into: Wood, Drywall or Concrete Block Only. 

•Otter Ends March 27th 

• IN GREATER VICTORIA AREA ONLY • 

FREE CUSTOMER DESIGNING SERVICE * 


By JIM GIBSON 
Ctlonlst Staff 

Mary Jane Scott’s produc¬ 
tion of Gypsy, slated for Vic¬ 
toria Days, recently lost 
something but it wasn’t any at 
its revealing costumes. 

The big drawing card for 
the production was that Van¬ 
couver musical theatre wun- 
dpridnd Richard Ouzanian 
had agreed to throw it all 
together on stage. 

1 lowever, Ouzanian was 
called to Edmonton to direct 
his Olympiad for the Citadel 
Theatre and wouldn’t have 
been around for the last week 
of rehearsal. 

After a little arm twisting, 
John Krich agreed to take it 
on after he finishes Present 
Laughter for the Victoria 
Theatre Guild. But the leggy 
Kerry Krich won’t be choreo¬ 
graphing or dancing in th# 
show either as the Krichs are 
expecting the patter of little 
feet. 

Local entertainer Danny 
Costain will lead the hoofers 
through their stuff but won’t 
bte stripping. Helen Smith 
I stars along with Anthony Jen¬ 
kins in this tale about stripper 
I Gypsy Rose Lee’s mother and 
sister. 


puttin’ on 
the Ritz 



Beauty la not a matter of chance. It starts with Intelligence, 
awareness, concern . . and the desire to project the beauty within 
you. Charles of the Riti Night ’n Day Beautlfiers were created to 
enhance your natural loveliness and treat your skin to the dewy 
look of youth. 

Now for a limited time only, save 40% on these Ritz Night ’n Day 
Beautifiers: 

Reveaetcence Moist Environment Night Treatment, 2 oz. 

reg. 20.00 12.00 

Liquid Revenescence under makeup freshness, 6 oz.reg 19.00 11.40 
Creme Revenescence, apply after morning cleansing, 2 oz. 

reg. 15.50 1.31 



Special consultant Mrs. Petra 
Topp will be visiting our Ritz 
cosmetic counter this Thursday. 

Friday and Saturday, Come say 
hello and let Mrs. Topp or our 
own Ritz cosmetician, Jac¬ 
queline Breeze, help you with 
any of your beauty needs 

This offer expires April 17, 1*7S 
Cosmetics. Dept. 21S. Eaton s malafloor 


EATON’S 


A bonus! 50% off Charles of the 
Ritz Liqui-Creme Soft Finish 
makeup with your 40% off 
purchase of any of the above 
specials. In Soft Finish tones of 
Beige or Beige Blush. Reg 
10,00 S.M 



The Colonel is doing Eugene 
Whelan proud by laying an 
egg a day backstage at the 
McPherson during the run of 
Saint Joan, closing Saturday. 

The Colonel is the hen who 
won’t lay in the first scene of 
I the play which proves she is 


Clowns of Circus Minimus 


no method actress. Apparent- 
ip there’s a minor scramble 
to see who gets the egg — 
from the bird that everybody 
thought was a he — that is 
destined far the frying pan. 

□ 

Saturday night seems the 
n-ight for something complete¬ 
ly different from Vancouver. 
Down at Open space, it’s 
Circus Minimus which bills it¬ 
self as a half-ring circus. 

It’s fostly pantomime and 
clowns and a sure bet for 
good times. 

Over al The Belfry, Ivan 
Sayers stages his Art: Deco 
Fashion Show which by his 
own admission is “pretty out¬ 
rageous.” 

Lots of clothes from the 
period plus a half-dozen tap 
dancers and a ’30s torch 
singer plus a few more sur¬ 
prises. 

Sayers is hooked up with 
the Centennial Museum and 
among other things supplied 
th dresses for the Altman film 
McCabe and Mrs. Miller. 


It seems John Minshall has 
the monopoly this week on 
good listening. The local im¬ 
presario brings jazz violinist 
S t e p h a n e Grappelli to 
the Royal tonight, and Satur¬ 
day night teams up the Amity 
Singers with the Pacific Wind 
Quintet at First United 
Church. 

Apparently the latter con¬ 
cert is some sort of harbinger 
of spring — remember it? — 
but there’s no guarantee it 
will exorcise the city of flu. 

Incidentally. Minshall has 
moved the Martha Graham 
Dance company ahead to 
April 4 and 5 from later that 
month. There’s absolutely no 
truth to the rumor that Betty 
Ford will be lacing up her 


LAUGH 

AUTO WAY 



At $3,074 the Austin 
Mini is the lowest priced 
car in Canada. Costs 
just pennies a mile. 
Gives up to 40 miles to 
the gallon. Parks 
anywhere. Test-drive a 
Mini today. 


AUSTIN 

MIN 

PLIMLEY 

BRITISH CAR CERTRE 

1010 Yates. VICTORM. IX. 

Daattr Umm NhS* 14087(4 


Bolcom comes back alone to 
the stage in the MacLaurin 
later tonight to do his stuff on 
the piano. He has an album 
out on Gershwin and another 
on piano rags which should 
givfci an indication of what’s 
dn store tonight. 

The department is slating a 
sonic lab concert Saturday 
night for devotees and dilet¬ 
tantes of electronic music. 

□ i 

Other musical happenings 
for the rest of the week in¬ 
clude conservatory student 
Robert Holliston at his piano 
ii? Craigdarroch Castle to¬ 
night, the Western Brass with 
its brassy chamber sounds for 
The Belfry Friday and ap¬ 
parently the "Father of Jesus 
Rook” Larry Norman moves 
the spirit in his piano Friday 
at Victoria High School. 

n 

Marie Stoney’s native Indi¬ 
an sketches and paintings 
come down Friday at the 
Emily Carr tv-make way for 
Saturday’s opening of prints, 


photos and elchlrgs in pasto¬ 
ral vein by George Clement. 

□ 

Tom Loney, who apparently 
was an orphan until he 
changed his last name, sounds 
like a one-man band. Some¬ 
how he manages to play 
guitar, harmonica, tambou¬ 
rine, kazoo and piano while 


The 

Arts 


crooning country, blues and 
rock. 

And the amazing thing is 
that the publicity hype that 
surrounds his Friday night 
appearance at Open Space 
seriously informs us o&e and 
all that he’s rather introspec¬ 
tive. 

Maybe that means he’s just 
too shy to work with any 
other back up musicians. 


\ DANCE 
W INTO 
SPRING 
AT THE "Y” 

ADULT CO-ED PROGRAMS 
Stirt WMk 01 

March 15th 

* T»r 

* JAZZ 

4> MEXICAN F0LKL0R1C 

♦ HAWAIIAN S TAHITIAN 

♦ SCOTTISH COUNTRY 

... and more 

386-7511 
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slippers and making a come¬ 
back with her former com¬ 
pany during its Victoria stay. 
She’s too busy helping her 
husband campaign. 


UVic music department 
challenges Minshall somewhat 
today with a nnor>hour con¬ 
cert by Joan Morris with Wil¬ 
liam Bolcom at the piano. It’s 
called The Classic Popular 
Song and the two musicians 
have a couple of albums out 
along the same theme. 

Essentially it’s just a 
thoroughly entertaining con¬ 
cert but if Ms. Morris follows 
her pattern of other concerts 
it could be a bit of a fashion 
show with her donning cos¬ 
tumes to match the music. 


Nurses 

to play 
bigger role 

EDMONTON (CP) — 
Nubses will need more train¬ 
ing so they can play a larger 
role in areas outside of tradi¬ 
tional hospital care, says a 
provincial committee report. 

The report calls for a grad¬ 
ual improvement of training 
to require all professional 
nurses to have a bachelor of 
nursing degree by 1990. It also 
recommends broader training 
for nursing orderlies and 
nursing aides and joining 
these two separate training 
programs into one 10-month 
program. 

The report calls for 
master’s and doctorate de¬ 
gree programs for certain 
nursing specialists and money 
to help graduate students who 
enrol in the programs. 

The committee, established 
a year ago. envisions more in¬ 
volvement by nurses in the 
prevention of illness by offer¬ 
ing health education “in the 
school system, in industry, in 
heaflth agencies and in the 
community at large ...” 

Nurses are in a unique posi¬ 
tion to do this, since they 
have more contact with the 
public than any other health 
care professional, the com¬ 
mittee says. 



New Shipment.., 
NEEDLEPOINT 
TAPESTRIES 
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From England, Franco and Qatmany 
— Really attractive designel 

caMnfiE necrai omeu- 

HXNT WOn. MB KCBUNB 

Open Da«y *36*30 


JAMES BAY NEE0LECRAFT 

In the Parliament Mewt 230 Menztee 

3-10 


Vkcuum 
ate.. 
They’re as good 
as Singer 
Sewing 
Machines. 

Dollar for 
Dollar... 

no other brand 
vacuum cleaner 
gives you so many I 
conveniences ana I 


Silver 

_IRmast_ 

rugged... heavy 
duty... extremely 
versatile... 

what 

rlbrt 


Twinmrii mi S mys 
Company of Canada Ll 


SINGE 


charge it 


Chargex or Master Charge 


new slant on a 
moccasin we 



“ Yvette ” 

by Jocelli 
tobacco kid 
navy kid 
bone kid 

34 " 
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fa gt«at names In fashion 
IN VICTORIA - 749 YATES ST. 


DUNCAN 

VICTORIA NANAIMO 

74*4643 

MtttaMe, 395-4646 IM MM 
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| DOUBLE BILL STARTS TONIGHT | 


ARREN BEA 
THE PARALLAX VIEW 


CRONYN 

WILLIAM DANIELS «m> PAULA PRENTISS 

Mgtura Warning: Occasional Coaraa 
Language. B.C. Director. 

ROBERT REDFORD FAYE 1X1 HAWAY 
CUFF ROBERTSON/MAX VON SYDOW 


UillL Dm 


Via«r at 


Tha 


Adult* 2.20 


598-2213 


1.00 


ODEON 2 




Pray for the 
Devil Within Her 
Before it 
preys on you! 


JOAM . EILEEN 
f COLLINS ATKINS 

RALPH . 'si; DONALD 
M BATES PLEASENCE 

mg 

A: “THE 
^ DEVIL 
WITHIN 
HER” 




II AIDA 


SIDES. A-1 1.05m firm Fed Sides * 89* 
HIND8.A-1 1.39ib. firm fed Hlede w»1.09 


KILSHAWS 

AUCTIONEERS LTD. 

1115 FORT ST. 
354*6441 , 

AUCTION 
FRI. 7 p.m. 

HOLLY BEDS 
CHESTS—DRES8ER8 
MR. t MRS. 
BEDROOM STE8. 
MAHOGANY SECRETAIRE 
CORNER CHINA CABINET 


S-PC. OAK D.R. STE. > 


NEW A USED 
CHESTERFIELD BTEB. 
AS NEW HIDE-A-BED 
LOVESEAT 

COOMBES ARMCHAIR 
FRENCH PROVINCIAL 
OE8KA CHEST 
SINGER CONSOLE 
SEW. MACHINE 


FORT. COLOR TV 
DINETTES 
MAHOG. NEST OF 
TABLES 
REFRIQERAT0R8-RANQES 
WALL-WALL CRTS. 
AREA CARPETS 
ASSTD. CHINA 
GLASS A ORNAMENTS 

A Ml action at over 300 
Dm quality placet on 
view dally at 

KILSHAWS 

MUmCtPAUn OF SAAMCH 
BIKE AUCTION 
MARCH 1» 

KILSHAWS 
AUCTIONEERS 


LINDA LOVES HER WORK 
AND HER WORK IS LOVE 

Diary 

Nympho 


Tlx Story Of 

0 


The masterpiece of bizarre love 
that stunned France. 
A portrait of love and submission 
to disorder the senses. 


An Allied Attists Release 

STARTS FRIDAYI 


g: Completely 
*. (R. W. Mcl 


McDonald) 


CINEMA 

SHOWCASE 


Restricted: Warning — Some nudity and brut al violence.. 
(R.W. McDonald. B.C. Dir) 


SHOWTIMES: 

719 


m-im 0«4lae»HMR*«M 


WHERE THE STUDENT #OOY 

WAS A CHICK NAMED 
BRENDA 


"A wirm and tender 
film that should be 
seen by everyone 

Definitely don't let this one 
getaway from you." 

Hre Yor* IlIRM 


The year Is 2024... 

a future youll probably live to see. 


sq soddcS DnB© 

an R ra t ed, rather kinky tale o* aurvIvH 


AUCTION 

TUES.. 7 P.M. 

Will Include 
Stamp Collection 
from the 

Mtaa Florence Brad thaw 

Eat ate 

and a Collection of 
Approx. 120 
“Royal Boulton" 
China Ftgurlnee 
(Moetly Anfmxtv) 


i ’AMrtW Wf r««a Hue 
•Al*j(t ! mOH IHtni AS'lvf IRANI’FROOUCION 

' COOLEY HIGH '. ...GLYNN TURMAN 
LAWRENCE-HILTON JACOBS 
c >». GARRETT MORRIS • CYNTHI4DAVIS 

sruatLZ uwnfF .wERicumre 
STIVE KftANIZ ..oes. MICHAEL SCHULTE 


GILSON’S 

MEATS LTD. 

MAYFAIR CENTRE 385-4742 

Effective Mon.. Tuee.. Wad- 
March It, 12, 13 

GRASS FEB REO IRARO 

SIRLOIN STEAK.1.69 s 2.29 *. 

GROUNDBEEF.69c» 75c* 

PRIME RIB ROAST. 1.29 * 1 69 *. 

CROSS RIB ROAST.1.19 s 1.59*. 

RUMP ROAST.1.39 s 1.79* 

TIP ROAST . 1.58*. 1.99*. 

POT ROAST BONELESS ... 1.09 * 1.19 f* 

T-BONE.....1.69 n. 1.39- 

CHUCK STEAK .89C* 99C* 


PORK CHOPS . io iba.-18.90 

PORK STEAKS .io iba.-15.90 

GROUNDBEEF .io ib..- 6.90 

PORK CUTLETS .ioib..-17.90 

BEEF SAUSAGE .io ib..- 6.90 

CHICKEN LEGS PORTION .io ib.. -10.90 


CHICKEN BREASTS PORTION . io ib.. -11.90 


>d*amd in Conodo 
by Ambauodor Film 
Distributor* 


MATURE 




13(6-3301 
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STARTS 

FRIDAY! 


2J Dailg Colonist Victoria, B.C., Thurs., March U, 19Tb 

New CBC talks 


end strike 


Student time short 
for jazz workshop 


1 


after few hours 


TORONTO (CP) — Employ¬ 
ees continued to picket out¬ 
side two CBC buildings here 
Wednesday although the Ca¬ 
nadian Union of Public Em¬ 
ployees called off its 
.’4-hour strike at noon after 
only seven hours, a union of¬ 
ficial said. 

CUPE, protesting slow 
pi-ogress in contract talks in 
Ottawa, ended the strike early 
when agreement was readied 
with the CBC to resume nego¬ 
tiations today. 

The talks broke off Feb. 27 
and the union has been with¬ 
out a CBC contract since last 
July. 

The strike Involved CUPE 
Local 677, representing office 
professional staff, and Local 
667, representing production 
workers. The two locals have 
a membership of 1,300. 

Kent Mitchell, national rep¬ 
resentative for CUPE, said 
the continuation of the picket 
lines was “a dramatic indica¬ 
tion of members’ concern 
about the negotiations.” 

He said that large numbers 
of employees—perhaps in the 
hundreds—were staying away 
from their jobs. 

A CBC spokesman con¬ 
firmed that two or three 
dozen people were on the 
picket lines Wednesday at the 
two CBC buildings. 

The spokesman said full 
service was maintained by su¬ 
pervisory personnel on both 
radio and television during 
the strike. He said some 


916 FORT ST. 


AUCTION 

TOMORROW 1:30 P.M 


niTBWiy wwnw 

1967 ftri "FiIcm 

Small V-t, Auto. 

NaaaonaMa ^taaa, 

To be SoM at 1:15 p.i 


d 

*" 


Large Sele ct ion 

FURNITURE 

Including 
Oak Pi #cm 
D ining Suit#, #tc. 
Mahog. Mirrored 
Back Sidaboard 
Bunk Bods 
Wail-to-Wall 
Carpeting 
Nr. Naw Port. Saw 
Small Lota 


members of the union, includ¬ 
ing announcers and office 
workers, reported to work as 
usual. 

The union is seeking a 13.5- 
per-cent salary increase in 
the first year and 11 per cent 
in the second year of a two- 
year contract. 

The CBC has offered 12.5 
per cent the first year and 12 
I>er cent in the second, with 
base and overtime pay retro¬ 
active to July 6, 1975. 


Tune is running out for stu¬ 
dents wishing to register for a 
jazz workshop March 20 with 
Paul Horn and his quintet. 

The all-day workshop, 
which starts at 9:30 a.m. and 
ends at 3:30 p.m., will include 
a two-hour concert with Horn, 
an internationally-recognized 
jazz flautist, and his group, as 
well as afternoon group ses¬ 
sions. 

The workshop, at Claremont 


High school, Is open to junior 
and senior high school stu¬ 
dents. 

Cost Is S4 and the registra¬ 
tion fee should be mailed to 
Claremont High School, 4980 
Wesley Road, Victoria. Che¬ 
ques should be made out to 
Claremont Senior High school. 


Advertising is 
a guide to 
fashion. 


..ANADl*N ADVERTISING ADVISORt BOARU 


EROTIC! ECSTATICI—EXPLICIT! 




"IT BLOWS THE 
LID OFF LUST!” 


BEGINS I 
where ' 
your 

fantasies 

END! 


■■75TC starts! 
!MB/a1 tomorrow 


WARNING 
FOR BOTH FILMS: 
Totally Concerned 
with Sex.—B.C. Dir. 


WALTER 
MATTHAU 
GEORGE 

SUB. xFY? 30?3:05. 
5 00. 7:05 Mtf 9:10 
WElkDAYtAT7:0f 


FILM 


•HOW 


TODAY 


GENERAL 


ACADEMY 
AWARD 
NOMINATIONS 

BEST PICTURE 

Best Actor • Best Actress 

Best Director 

Best Supporting Actor 

Best Screenplay 


ADAPTED FROM OTHER MATERIAL 


) i 


Best Cinematography ■ Best Editing 
Best Original Musical Score 


JACK NICHOLSON 


i 1 IvTTi i 


THE CUCKOOS NEST 


Twntasy'Tilms 

presents y 

A MILOS FORMAN HIM JACK NICHOLSON "ONE FLEW OVER THE CUCKOOS NEST' 
iurrmq LOUSE FLETCHER aJWIULAM RIDFIUD Smylay LAWRENCE HAUBEN anj BO GOLDMAN 
B**Jo*il*no*LhyKEN KESEY ■ Dtmmrof PUytyAy HASKELL WEXLER Must JACK NITZSCHE 
' ’ " i SALUAENTZ™J MICHAEL DOUGLAS D.MrJhy MILOS FORMAN Mi Umtid Alt«t» 

C. Ifwaw. souotum Aiva »wxt om nuns, mcam m wml ■ * !.»>.,"»•<, Co^o.^y 

O'™'-rs* ICflPfTQbBHMB STARTS 

mfcig tor children. IsSmhSbZmmbbb^P CDIHAVI 

-It W. McDonald. B.C. Dtr. ns ym anan rHIPAYI 


I W0UP COMA* Ml 0N*l V ANUI .-cxW 
I A JOSEPH LOStmM 

| GLENDA JACKSON 
MICHAEL CAINE 


The Romantic 
Englishwoman 


HELMUT BERGER 

MATINEES 
FRI., SAT., SUN. 

TM TAW* «m*T 1:31, 3:21, S«1# 

2884*11 


ODKON 1 


MATURE 

Warning, soma 
nudity and coarta 
languaga—(R. Mc¬ 
Donald). 


iiniiniD • 

ATnua rronv 


I Warning: occasional violence' 

I (R. McDonald) End* 

Thur*. 

DAILY it 1.30. 3 05 
5:05. 7.06. 9:10 


ODEON 2 


7:15 


9:30 
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MATURE 


FI HOT GOULD DIANE KEATON 

“I WILL, I WILL 
y~\ ... FOR NOW" 

Ok I It * a comodv Ml of love . . If t a 
• , I lovo *tory full of comedy. 
f * MATINEES FRI . SAT 

Enda ’ : ** 3 L 25 - 5 i 20 - ] l 20 - ’ 

Thura. 


SUN.-THURS 7:20, 9:20 

SUN. 2:16 “HENRY V- 


ngmar Bergman* 


GENERAL 

NIGHTLY 7:00. 9:30 




INTERNATIONAL CLASSIC FILM FESTIVAL 


LUCHINO VISCONTIS 

TICKETS AVAILABLE AT THE DOOR 







































































































































































Greenpeace gives up dye supply 


ST. ANTHONY, Nflff. (CP) 
— Greenpeace Foundation 
president Bob Hunter gave his 
supply of green dye to Roy 
Pilgrim of St. Anthony 
Wednesday as a part of an 
agreement not to spray the 
color on seal pups, 

Th$ camdsters 9 the Green¬ 
peace group planned to use 
lor spraying also were given 
to Pilgrim, who has been act¬ 
ing as spokesman for St. 
Anthony residents opposed to 


Greenpeace plans to disrupt 
the annual seal hunt. 

Hunter 4old a public meet¬ 
ing Tuesday night that his 
group has come to realize the 
importarfce of the annual hunt 
t o Newfoundlanders and 
would not attempt to render 
the seal fur commercially 
worthless by spraying the 
seals with dye. 

Pilgrim SHid he would re¬ 
turn the cannisters to the 
Greenpeace members when 


Puget Sound captures 

Olympia filing 
case on whales 


they were ready to leave 
here. The dye would not be 
returned. 

The decision to turn the dye 
over to the local townspeople 
was announx'ed by Hunter at 
Tuesday night’s meeting. 

Hunter added, however, 
that the Greenpeace group 
would carry on attempts to in¬ 
terfere with seal hunting by 
Norwegians off the New¬ 
foundland coast. They plan to 
stand in front of the ships and 
place themselves between the 
hunters and the seals. 

During the meeting at St. 
Anthony, the Greenpeace 
speakers, including Hunter, 
Patrick M«x>res and Paul Wat¬ 
son, the group's public rela- 


OLYMPIA, Wash. (AP) — 
Governor Dan <Kvana asked 
the state attorney-general 
Wednesday to file a federal 
court case "at the earliest 
possible” moment to block the 
taking of killer whales now 
trapped in an inlet of Puget 
Sound. 

The governor, in Utah on 
vacation, told newsmen 
through his Olympia office 
that he has been consistently 
calling for a moratorium on 
the taking of killer whales in 
Puget Sound. 

He said Attorney-General 
Slade Gorton would file suit in 
U.S. district court later in fhe 
day, challenging the whale 
hunters’ compliance with a 
federal permit. 

At the same time, there 
were unconfirmed reports 
that the five whales which re¬ 
main In a net attached to a 
fishing trawler would be 
moved during the day. 

The department of game, 
which is monitoring the 
operation, said it had received 
no word of a pending move 
and that "it would be almost 
physically impossible to drag 
them to Olympia." 

The whalers had taken six 
killer whales, bill the tide lift¬ 
ed one out of the net late 
Tuesday, the department 
.said 

Evans said he has been ad¬ 
vised that the hunters may 
not have been in compliance 
with a federal requirement 


that the marine animals be 
captured in the most humane 
manner possible. 

"Even if the permit holders 
were in compliance, I serious¬ 
ly question whether the use of 
aircraft and explosive devices 
can be considered humane," 
he said. 

Since .the federal govern¬ 
ment took over the whale pop¬ 
ulation in 1972. "our request 
for a moratorium on killer 
whale permits has been disre¬ 
garded and our proposal that 
research be funded and con* 
ducted before Issuance of ad¬ 
ditional permits has not been 
accepted," Evans said. 

Organizers of the hunt said 
they would continue stalking 
the whales in Puget Sound 
this year. 



THURSDAY 

TINY TOTS SKATING 

1:30-3:00 p.m. 

PUBLIC SKATING 

4:00 p.m.-5:45 p.m. 




ESQUIMAU 

SPORTS CENTRE 


PARENTS AND TODDLERS 
ICE SKATING EVERY 
URSDAY 1:30-3:00 P.i 

Skate Rentals and Sharpening 
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Jotm Mmshall Presenls 

STEPHANE 

GRAPELLI 

Sensations 1 Jazz Vioimis' 

IN CONCERT 

THORS . MAR, 11.8:30 

AT THE ROYAL 


6 Ij .5 SO - - 5C • 3 50 
From me Arena 
McPnerson and Eatcfn s 


VICTORIA 

Conductor LASZLO CATI 

Presenls: 

AN INTERLUDE 
WITH ELGAR 
Programme: 

COCKAIGNE OVERTURE 
(IN LONDON TOWN) Elgar 
CONCERTO FOR CELLO 
AND ORCHESTRA Elgar 
SYMPHONY No. 2, Op. 63 
in E Flat Major Elgar 

Featuring: 

Mihaly Virizlay 

One Of The World'* 

Most BriMant Cellists 

The splendour and beauty of 
Elgar's music combine with the 
brilliance of one of the great 
cellists of our time to make 
these concerts an unforget¬ 
table experience. 


THE ROYAL THEATRE 

Sunday. March H—7 30 p.m. 
Monday. March 15—8:30 p.m. 

Tickets: Victoria Symphony 
Box Office, 748 Johnson St. 
385-6515 


Sponsored by: 
Victoria Fret* Ltd. 
and ad 32 Chevron Dealers 
in /Greater Victoria. 


1 ION 
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INN 


DISCO CABARET 

OPEN 6 NIGHTS A WEEK 
FRQM 8:00 

3366 DOUGLAS ST. VICTORIA. B.C 


J 



The Big 

Featuring 

“WOODSHED” 


Cabaret 


Fridays 

J AI 

Dining 7-9 

Saturdays 

lUL 

Dancing 9-2 


3-* 

291 5 DOUGLAS ST 


iRAHAMitom 


3-10 


VICTORIA ACTORS' ASSOCIATION 

presents 

The Hilariously Funny British Comedy 

- "NO SEX PLEASE... 
WE'RE BRITISH" 

by Anthony Marriott & Alistair Foot 

Starring: 

Ian Jamieson Janet Senior Ian McIntyre Alan Mackenzie 
Mary Bissenden Colin Skinner Susan McCandless 
Jack Droy George Baker Donna Heighes 
Directed by' Allan M. Purdy 
at the 

McPherson playhouse 

March 16.17,18,19, 20 at 8:00 p.m. 

TkMi U 00. 83.00.14 00 il IN acPhtnm On met 0 EMmT 


tions spokesman, concentrat¬ 
ed on the need to conserve the 
seals fur future generations. 

They said Norwegian-owned 
companies in Canada and 
Norway reaped most of the 
pro!it from the annual hunt 
and little of the rewards went 
to Newfoundlanders. 

Two helicopters chartered 
by the group reached St. 
Anthony from Quebec Tues¬ 
day despite high winds. Wat¬ 
son said helicopter firms in 
Newfoundland refused to rent 
aircraft to the group. 

* The meeting, attended by 
alxxit 400 men and a few 
women, was held at the re¬ 
quest of St. Anthony residents 
who had confronted the 


Greeni»eace group with angry 
shouts on a road outside the 
town earlier in the day. 

The target of the Green¬ 
peace group is commercial 
sealers from Norway, Hunter 
said, not those who hunt along 
the Newfoundland coastline. 

Fisheries . Minister Romeo 
LeBlanc said in Ottawa Tues¬ 


day that marking seal ’pups 
with green dye will be illegal 
under new seal hunt regula¬ 
tions. 

The regulations, effective 
immediately, also ban flights 
under 2.000 feel over seal 
beards and helicopter land¬ 
ings w ithin half a mile ol the 
heaixls on ice floes. 


Cfstocdoil^ 

COME TO THE 

GUYS ’n’ GALS 

SKATING PARI 

Tomorrow 8:15 p.m. 

• Door Prizes • Transistor 


• Good Music 


Radios 


VICTORIA 
MEMORIAL ARENA 



enjoy 
dinner 
dancing 
at 

HY’S new 
HILLSIDE INN 

(formerly Little Harry’s) 

Enjoy the relaxing atmosphere ol our beautiful 
newly decorated dining lounge. 

( Music by GABBY 

Open Mon. to Sat. 11:00 a.m. to 1:00 a.m. 

■ ste a RESERVATIONS: 

KalUlCle 595-2552 


SHOPPING CENTRE 


American Express 



THE PACIFIC UINU 
QUINTET 

Conductor: JON WASHBURN 
featuring works for chorus and wind quintet by 
BRITTEN - FAURE - MOZART - KEEBLE 
and folk-song arrangements by 

BRAHMS—BARTOK—VAUGHAN WILLIAMS 

FIRST UNITED CHURCH 
SATURDAY. MARCH 13, 1976 

t 8:30 p.m. 

Tickets *4.00 

Senior Citizens, Children. Students with cards $3.08 
x .available from 

Modem Sound Records. 788 Fort 
The Tudor Sweet Shop. 

2228 Oak Bay Ave. 
and Ht the door. 



G>. 



the 


IBukes 


“FONZIES PLACE” 

Victoria's only Old-Time Rock n' Roll 


CM 

Night Spot 

fSjfcgn • Featuring Steak and Lobster 8.95 

Dining: Tues.-Sun. OPEN 4 to 1 A.M. 

ROAST BEEF BUFFET WITH SALAD BAR 1 QC 

or choose from our regular menu Taes. thru Thurs. 1 ( i/tl 

. u „ . Reservations 

4M8 ( ordova Bay Road Fall Facilities Please 


only ( 

with Decay's Canned Music 


Daily Colonist Victoria, BC, Thurs., March II, 1976 2J) 

★★★★★★★★★★ 

* GIANT * 

* DISCOUNT * 

P. D.Y. CENTRE * 
¥ CRAIGFLOWER and TILLICUM 4 

PrlcM Effocttvn: March 11, 12, 13. 

WEEKDAYS 9 to 9 
SUNDAYS 10 to 7 


WE RESERVE THE RNHT TO LIMIT QUANTITIES 


That's right, magnific 
** restaurant where you pav 
?n|ov the food, not just the de 
olicious meals a warm and m 
tmosphere anti art intimacy • 
found outSKie Europe 
Tlike the opP<>rtumtv to t * ,1 
vour range o* dining e* per if* 
but m the nicest possible v 
, without a pain .p the pock» 
Vive « e fit Afro 
818 Douglas Street 
in downtown 
Victoria 



C’est 

magnifique 


* 

¥ 

¥ 

¥■ 

. Robin Hood 
-ft (Limit Ono Bag) 

♦FLOUR 

•k With $10 Order Or Over 

r 20-lb. bag. 

¥■ 


2 


Alpha 

* CANNED 

.fe MILK 

^316oz. tins 


* 
* 
* 
* 
* 

to* 

4 


$ -|J 
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Special Events 


ART GALLERY OF 
GREATER VICTORIA 


Calligraphy Demonstration by Yamanouchi 
Kan of Kyoto, a master of traditional Chinese 
styles ana contemporary Japanese styles will be 
.held on Saturday, March 13, 2:00 p.m. at the 
Gallery. _____ 

The B.B.C. Chinese archeological films "Times 
of Silk" and "Times of Jade and Bronze" will be 

f presented at the Art Gallery of Greater Victoria 
rom 1:00 to 3:30 p.m., March 17 free on a first- 
come-first-servea basis. Tickets are now 
available at the reception desk at the Gallery. 

The Spring "Book Night" sale will be held at the 
Art Gallery of Greater Victoria on March 24 
and 25. March 24 from 3:00 to 4:30 p.m. and 
March 25 from 7:30 to 9:30 p.m. 

Please send in your books, good magazines 
and prints or otner small gift items. 

Hours: 10:00 a.m. - 5:00 p.m. Tuesday through 
Saturday 7:30 - 9:30 p.m. Thursday, 2:00 - 5:00 
p.m. Sunday 

1040 Moss Street, Victoria, V8V 4P1, 384-4104 


HALF PRICE 

SALE 


$40,000 STOCK 
MUST BE CLEARED 

$50 Marcfnndiu Gift CorDficst* 

Just Nil In this coupon and deposit it in the bal¬ 
lot box at Aslan Bazaar. 


Name. 


Address 


Phone 



Draw takes place 
April 13, 1976 




<15 YATES STREET 363-8811 

Ap caching boutique featuring 
3 io fashions from around the world 


OPEN 
6-1 A.M. 



JOIN in all the laughs and tun of the old Wig 
'n Dickie featuring your old London Host. 

EDDIE SHEAR, 

r ERIC and BOBBY McQUILLAM 

r EVERY FRIDAY and SATURDAY 6 p.m.-9 p.m. 

“An OLD ENGLISH \ 
DE LUXE BUFFET” 

fonly. . $ 6 50 

Cabaret9p.m.-l a.m. N0 ^OVERCHARGE 

FOR DINERS 

RESERVATIONS 

RECOMMENDED 



THE WILSON MOTOR INN 

» 30 BIAN5HARP ST. 398-8797 


r* Grade A 

-k CROSS RIB 
v ROAST 

lb. 


1 


05* 

* 


^ Grade A 

V CHUCK 
XSTEAK 

(Bone-In) lb. 


79 *: 


. Krispee, Tri-Pack 

*POTATO 
-K CHIPS 


r 59** 


* 

Twinkle 4 Litre Tub 

*ICE 
-V CREAM 




39 


Nabob 

T Instant 
*COFFEE 

^ 10-oz. jar.... 


1 


69 


^ Blue Bonnet 

IMARGARINE 139 

^,3-lb. pkg. | 

1 


X, Delta 

r^LONQ GRAIN 

-k RICE 

4-lb. pkg. 


4 
4 
4 
4 
4 
4 
4 
4 
4 

S® J 


-k Af?PLI 

^35M‘ 

~ ss 


* 

WBERRY 


24-oz. tin 


89 *: 


~ Cloyer Leaf 

rKCHUNK 
W LIGHT TUN 

^ 6 V«-oz. tin .. 

I*- 

-)(JAVEX 
wBLEACH 

^ 128-oz. Jug .. 


* 55 *: 


99 *: 


Cashmere 4 

*sar77<* 

-ft 4-Roll Pkg.■ ■ 7 ^ 

^LIQUID 
T SUNLIGHT n 

Giant Siza. 

-i( Swanson Frozen 

^DINNERS 

ir Chicken, Beef, Turkey 
^11-oz.pkg. 

¥ 


7Qe* 

'/ %7 * 


No. 1 Chiqulta 

*BANANAS 

Y* 5 lb#. 


*1 


^ Snoboy White 
y or Pink, 56 a 

X GRAPEFRUIT 

10 for.. 


4^ Snoboy Freeh 

* BROCCOLI 

+Ub . 


4 
4 

29*1 


89 
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M. V. Chesnut’s, 

Garden notes 


In checking over my mail 
records for the past few 
months, I was surprised to 
find how many of these letters 
contained questions pertaining 
to potatoes. 

I wouldn’t have thought the 
average backyard gardener 
would be so interested in this 
ungiamorous crop, far pota¬ 
toes haven't risen in price as 
much as most other foods, 
and unlike tomatoes end 
strawberries, store-bought 
spuds are usually superior in 
quality to the home-grown 
ones. , 

It is quite evident from my 
mail, however, that quite a 
few readers do In fact operate 
a potato patch in their gar¬ 
dens — and not too success¬ 
fully, judging by the com¬ 
plaints listed in these letters. 

It occurred to me, then, 
that it might be helpful to dis¬ 
cuss today some of the most 
commonly asked questions. 

★ ★ ★ 

Q. — Is it okay to cut up the 
leftovers from last year's 
crop for planting this spring? 

A. — If the stored potatoes 
seem to be clean and healthy 
and of good quality, they may 
be used for seed. I don’t think 


it is wise, though, to continue 
this practice for longer than 
one year, buying fresh cer¬ 
tified seed every second year. 

You see, there are virus dis¬ 
eases, spread by aphids and 
other sap-sucking insects, 
which build up in intensity 
over the years without any 
very obvious symptoms ex¬ 
cept gradually diminishing 
crop and some loss of quality. 

Fresh seed every second 
year helps avoid this build-up 
of infection. 

★ ★ ★ 

Q. — Why is it necessary to 
buy certified seed potatoes? 
Why can’t ordinary grocer’s 
T>otatoe$ be used for planting? 
They are much less expen¬ 
sive. 

A. — Potatoes intended for 
eating rather than planting 
are sometimes treated with a 
growth-inhibiting substance to 
keep them from sprouting in 
storage. 

While these tubers are per¬ 
fectly wholesome to eat, it 
isn’t any use planting a potato 
which has lost its ability to 
sprout. 

Moreover, certified seed po¬ 
tatoes are grown under gov¬ 


ernment inspection to insure 
freedom from disease. 

★ ★ * 

Q. — Are the packaged po¬ 
tato eyes listed in the seed 
catalogues satisfactory? 

A. — Yes, and they have 
certain advantages over 
tubers. They do not produce 
as big a crop as whole or cut 
tubers, but they are cheaper 
to buy and light enough to be 
shipped by mail. 

They are usually available 
In a wider range of varieties 
than whole seed tubers, and 
at trtejr low cost it is practi¬ 
cal to do a little experi¬ 
menting to find the variety 
best suited to your soil and to 
your family's taste. 

One idea which Is finding 
wide acceptance these days is 
planting potato eyes for the 
special purpose of raising 
your own seed potatoes. 

This spring, for instance, 
you would plant enough ordi¬ 
nary cut tubers to supply the 
needs of your family, but you 
would also put in a row of 
purchased potato eyes to sup¬ 
ply the seed potatoes for your 
1977 planting. 

★ ★ ★ 

Q. — My potatoes are in¬ 


variably scabby. How can I 
grow clean-skinned tubers? 

A. — Scab is a fungus infec- 
icm — what you might call a 
skin disease of potatoes. The 
flesh of a scabby potato is 
quite wholesome but there is 
quite a loss through having to 
peel them more deeply than 
normally. 

The infecting spores may 
live in the soil, on the skins of 
stared tubers, and in bins and 
boxes and sacks which have 
contained scabby potatoes. 

Start with clean, certified 
seed and make sure they do 
not come in contact with in¬ 
fected tubers or containers. 
Plant in a ixjrtion of the gar¬ 
den which has not previously 
grown a crop of potatoes. 

Cover each seed piece in its 
furrow with a good shovelful 
of half-rotted leaves or half- 
ripe compost before filling in. 

Two contributing factors 
which favor scab disease are 
lime and hen manure. Do rtnt 
use poultry manure on the po¬ 
tato plot and do not plant on 
freshly limed ground. 

Potatoes DO need a little 
Ihne for optimum growth, but 
the residue from an applica¬ 
tion given the previous year 
should be sufficient. 


Rousseau back in business 


It is a general rule of edu¬ 
cation that courses with sub¬ 
stantial content have short 
titles: English, math, history, 
physics. 

By this standard, Social Stu¬ 
dies is a little vaporous, a lit¬ 
tle suspect, and Model Com¬ 
munity Relationships on an 
Interpersonal Basis positively 
sets of the hot-air alarm sys¬ 
tem. 

Still, the glamor-title 
courses prosper despite the 
cynics — otherwise known els 
parents — who say: “Sure, 
the stock certificate’s pretty, 
but show me the gold mine.” 

In fact, the cult of the com- 
plicated curriculum has 
moved from college to high 
school to the primary grades 
where a course called Affec¬ 
tiveness Training, or terms to 
the effect, is being introduced. 
★ ★ 

The theory behind Affec¬ 
tiveness Training — and you 
knew there had to be a theory 
— goes like this. School has 
been a place where facts and 
ideas are taught, where atten¬ 
tion is directed at the neck 
up. “How about educating the 
heart?” ask the Affectiveness 
Training advocates a fairly 
throbbing voices. 

Affectiveness Training Is 
compulsory on the schedule, 
proving that even spontaneity 
isn’t spontaneous these days. 
You bring your feelings to 
school on Friday for AT class 


Melvin Maddocks 


just as you bring your sneak¬ 
ers on Thursday for gym. 

i k If it 

“Peter,” the teacher says 
with a far-off look to the 
toughest little spit-baller in 
the room, “what does it feel 
like to be a tree?” And the 
empathy game is off and run¬ 
ning. 

“We’re really opening up 
the kids,” the teacher can re¬ 
port to the PTA. And even the 
toughest little apit-baller will 
admit: “It beats long divi¬ 
sion.” 

Nobody should object to 
“getting in touch with your 
feelings,” though this stan¬ 
dard phrase could stand im¬ 
provement. (ft sounds like a 
long-distance call with a bad 
connection made from a pay¬ 
phone booth on a sub-zero 
night.) 

★ ★ ★ 

What an Affectiveness 
Training skeptical about is 
whether the children are get¬ 
ting in touch with their own 
feelings or their teachers’ 
feelings. 

An AT teacher is likely to 
have definite notions about 
what feelings are appropriate 
to his pupils. Tbey are apt to 
bear a close resemblance to 
feelings he expresses himself 


when he thinks ha Is being 
child-like. 

Is Peter going to imitate a 
tree? Or is he going to imitate 
what he recognizes as his AT 
teacher’s concept of a tree? 
.("That’s very good, Peter. 
Didn’t Peter make just mar¬ 
velous branches, class?”) 

★ ★ ★ 

Qiildren, no parent doubts, 
have their emotions, though 
how much they expose them 
to adults — even AT teachers 

— remains a mystery. Mean¬ 
while, they are superb actors 

— geniuses at playing chil¬ 
dren. 

“Getting in touch with your 
feelings,” then, may be the 
problem of the AT teacher 
rather than his pupils. And 
just possibly. Affectiveness 
Training could be subverting 
its own intent by making chil¬ 
dren fake their feelings — 
i.e., act just like adults. 

Where did the ideal of feel¬ 
ing, as distinguished from the 
ideal of thinking, originate in 
education? With an adult, of 
course. 

So far as any one man can 
be held responsible the hero 
tor culprit) would have to be 
Jean Jacques Rousseau. 

“Nothing tires me more 
than thinking,” wrote the 


Father of Romanticism. “I 
abandon myself to the im¬ 
pression of the moment.” 

In Emile (1762) Rousseau— 
who also abandoned has own 
five children one by one to a 
foundling hospital—fantasized 
a child-centred method of 
education whose purpose was 
not to impart knowledge but 
to teach the young how to, 
well, g&t in touch with their 
feelings. 

★ ★ A 

But the point here is not to 
revive the quarrel of Rous- 
seauphiles vs. Rous- 
seauphobes, staging another 
tired debate between profes¬ 
sionals of the head and pro¬ 
fessionals of the heart. 

The real question Is: Doe* 
the best education — and the 
best life.— take place neither 
in the feelings nor in the in¬ 
tellect but in an in-between 
country roughly describable 
as the imagination? 

★ ★ ★ 

Affectiveness Training used 
to be called, among other 
things, music and poetry. 
When Peter-the-tree’s foliage 
collapses, let him try reading 
William Blake’s The Tiger or 
listening to Robert Schu¬ 
mann’s Scenes from Child¬ 
hood. 

He — not to mention hie 
teacher — may have All the 
feelings and ideas he can han¬ 
dle. 


Where have all the socks gone? 


In a bureau drawer in my 
bedroom are 22 unmatched 
socks. Some are mine and 
some my teenage son’s. The 
mates were lost in the 
laundryj 

This might strike you as 
good grounds for changing 
laundries, and I would agree 
except for the fine fact that 
w’e do our laundry at home. 

Those 22 missing socks dis¬ 
appeared right in our own 
washing machine. It’s an 
eerie phenomenon, and a little 
frightening. Like something 
out of the twilight zone. 

Some years ago when I was 
on assignment in faraway 
Punyal, I heard tales of a 
remote village being ter¬ 
rorized by a sock-eating ma¬ 
chine. But I wrote it off as 
folk lore. 

Later, in Hunza, I visited a 
laundromat’ where members 
of the obscure Pukka cult 
placed sacrificial offerings of 
socks before the machines. 


I was told by the Mir of 
Hunza that the natives be¬ 
lieved that if the machines 
were appeased in this manner 
their shirt buttons would be 
spared. 


the aock mystery even more 
creepy. 

For one thing, tha socks 
never disappear in pairs. 
While two may vanish from 


By DICK WEST 




Again, I dismissed the mat¬ 
ter as superstition. 

And once while vacationing 
in Dir, I attended a magic 
show during which a pres¬ 
tidigitator placed a dozen 
socks in a portable washer 
and made half of them vanish 
before our eyes. 

But I figured there was a 
trick to it. 

Now I’m not ao certain 
these experiences weren’t oc¬ 
cult manifestations of some 
sort. 

Two bizarre aspects make 


the same wash, they are 
never mates. 

The other thing is that 
every now and then one of the 
missing socks will reappear 
as mysteriously as it 
vanished. • 

Til be sorting out the clean 
clothes and suddenly a stray 
sock shows up. I take it up¬ 
stairs and discover that it 
matches one of the singles in 
the bureau drawer. Weird. 

I’ve had some of the best 
washing machine repairmen 
in the business examine my 


washer, but they could find 
nothing unusual about it 

Once, when three socks dis¬ 
appeared and a fourth reap- 
pt’ared simultaneously, I e\ , en 
called the police. They left 
shaking their heads. 

If I had one of those glass 
door machines, I could keep a 
eye on the wash and maybe 
solve the mystery. But I have 
to lift the lid in order to peek 
nto my washer. And when I 
do that, it shuts off. 

At a party recently someone 
suggested I might be suspect¬ 
ing the wrong machine — that 
the socks were disappearing 
in the drier rather than the 
washer. That possibility is 
now being investigated. 

Meanwhile, Tm using a re¬ 
versal of the buddy system. 
That is, I never wash a pair 
of socks together. I wash one 
sock one week and its mate 
the next. 


It’s all talk, talk and no listen 

Stuart Rosenberg 


In the modem world, si¬ 
lence is not thought to be 
golden. On the contrary: we 
value talk. 

It hardly matters what is 
§aid. To keep talking; to keep 
the conversation flowing — 
this is considered to be the 
major prescription. Not only 
for peace on earth at the Unit¬ 
ed Nations. Also for happiness 
in marriage. 

In the past, there was abso¬ 
lutely nothing at all that even 
faintly resembled our faith in 
“talking it out.” Either as a 
cure for international unrea¬ 
son or for marital dishar¬ 
mony. In our day, we make a 
fetish of "communication” on 
every possible level of human 
discord. 

Few* of ut still retain the 
ability truly to converse. 


Talk, after all, is really an art 
form at which precious few 
folks are talented. 

We would like to believe 
that everyone is capable of 
reaching another — if only 
the other would listen. But 
this is not true. We need to 
know how to speak; not only 
how to listen. 

Wives often accuse their 
husbands of being “only half 
there” — they say that their 
men are incapable of listening 
to (their) reason. Men are ac¬ 
cused of silence — and that, it 
is claimed, is bad, if not 
downright evil. 

There are. in fact, three 


kinds of silence, some bad, 
some, however, good. 

There is, to begin, a silence 
that represents withdrawal. 
When men are accused of not 
responding to their wives — 
of keeping silent — they may . 
often be rather guilty of re¬ 
treat, of running away from 
their wives spiritually, if not 
actually. 

There is also a silence that 
is creative; a contemplative 
quiet that generates ger¬ 
minating possibilities. Nothing 
great has aver grown up out 
of noisy mouthings or amidst 
public shouting. 


When we launch great 
thoughts or give expression to 
exciting anticipations, we do 
so only after we have with¬ 
drawn from the din of our 
surroundings, to the softness 
of our private seclusions. 

Alas, there is also Asilence 
that represents spiritual 
deafness. This is psycholo¬ 
gical silence: our friends 
hear, but make believe that 
they do not. They listen, but 
fail to hearken. They have 
lost vital contact with the 
world around them. They aie 
really all alone and sad 
isolated sacks, at that. 

When men or nations betray 
their psychological deafness 
they tell us much about their 
true spiritual condition. 

No one who refuses to hear 
Is worth listening to. 


/ 
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Bell patent before phone 


SDatlp Colonist Victoria, B.C., Thure., March U* 1878 


UONDON (UPT) - Exactly 
100 years ago Wednesday, a 
young Scotsman leaned low- 
over a platinum needle dipped 
in liquid and shouted, “Mr. 
Watson, come here — I want 
to sec you!” It transformed 
the world. 

Watson came, shouting into 
the Boston attic that he’d 
heard — actually heard —- 
Alexander Graham Bell’s 
command through a wire dan¬ 
gling from the needle. 

Thus the telephone was 
bom. 

The British exhibit at Lon¬ 
don’s Science Museum cele¬ 
brates the centennial of the 
telephone. It opened this 

week. 

It started with wrong 
numbers. 

Bell was granted a U.S. pat¬ 
ent — No. 174,465 — three 
days before his telephone ac¬ 
tually worked. 

And his application, filed a 
bare two hours before a rival 
claim, wasn’t for a telephone 
at all. 

But Bell’s description of an 


improved telegraph men¬ 
tioned the telephone principle 
almost in passing, and that 
gave him probably the most 
profitable patent ever issued. 

Stranger still, Bell built a 
working telephone more than* 
a year earlier, and didn't 
know it. 

Bell was bom in Edinburgh, 
Scotland, in 1847 and became 
a speech teacher like his fa¬ 
ther and grandfather. His 
family moved to Canada in 
1870, and a year later Bell 
went to Boston to teach the 
deaf. 

All his experiments grew 
out of his studies of speech. 
So did his love life, and that 
almost got in the telephone’s 
way. 

Tinkering in his spare time. 
Bell built a telegraph device 
on a principle he came across 
by chance. On July 1, 1875, 
when his assistant sang into 
it. Bell could recognize the 
tune. 

But he thought — wrongly, 
it turned out — that this “gal- 
lowi frame” instrument 


would not transmit speech. So 
he filed his “harmonic tele¬ 
graph” patent application and 
concentrated on Mabel. 

Mabel Hubbard, deaf from 
childhood, became one of 
Bell’s pupils. As he taught her 


to speak, Bell fell in love with 
her, and for eight months he 
dropped his experiments to 
woo her. 

But that shouted sentence to 
Watson on March 10 — the 
first intelligible sentence con¬ 


veyed by a telephone—trans¬ 
formed e\iEtrything for Alec 
Bell. 

His Invention was a great 
success at the 1876 Philadel¬ 
phia Exhibition celebrating 
America’s centennial. 


n 


Court turns aside 
another inventor 


NEW YORK (UPI) -- A 
judge has. dismissed a com¬ 
plaint by the Italian Historical 
Society of America that An¬ 
tonio Meucci and not Alex¬ 
ander Graham Bell was the 
inventor of the telephone. 

Society president John Na¬ 
poleon Lacorte contended the 
stamp would commemorate a 
fraud, not an invention, and 
entangle the U.S. postal ser¬ 
vice “in an ongoing conspira¬ 
cy initiated by Bell to conceal 
the fact that the telephone 
was actually invented by 
Meucci.” 

Bell, the historical group ar¬ 
gued, actually stole Meucci’s 
idea for what he called the 
“telettrofono” and for which 


he had obtained a patent five 
years before Bell’s, but which 
he was unable to renew for 
lack of funds. 

Meucci, bom and raised in 
Florence and educated as a 
mechanical engineer, first im¬ 
migrated to Havana and then 
to New York’s Staten Island, 
where he lived for 44 years 
until his death in 1889. 

The historical society said 
Meucci filed for a partial pat¬ 
ent in December, 1871, after 
20 years of experimentation 
and research into telephonic 
communication. His ideas for 
a membrane to convert sound 
into electricty and his acid-jar 
transmitter were picked up by 
inventor Alisha Gray and 
later by Bell. 



Save 35% on round-trip economy fares for any 10 to 
30 day trip of 700 miles or more. Fly anywhere in Canada 
or the U.S. where Air Canada flies, except Florida and 
Los Angeles. And fly anytime except Friday and Sunday 
(from 3 pm to 9 pm) and during the Easter Holiday. 


AIR CANADA 


HILL 

TRAVEL 

of OAK BAY 

598-313T 


WESTERN CANADA 
TRAVEL SERVICE 

; 729 Johnson 

382-6160 


Coast to Coast 
Newspaper Advertising 
Sells the Most 


^Sooico 

PHARMACY 


Prices low enough 
to really make a difference. 


JOHNSON’S 
MBY SHAMPOO 

• No Mor* Tears 
formula. 12.3-oz. 


PAMPERS 

DISPOSABLE 

DIAPERS 

Box of 30 
newborn 



OWNED AND OPERATED IY DOUGLAS 0RU6S 


Effective til March 13th 


Because these days you need all the help you can get: 
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vSoolco 



Reg. Woolco Price: 
Suit 69.77 
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Terrific Savings On Men’s 
Doubleknit Polyester Soits 

Polyester doubleknit suit in plain shades, glen checks, hound- 
stooth patterns feature quality tailoring by a Canadian 
manufacturer. Two-button styling, flared pant. Sizes: 36-46. 

Prices effective ffl March 20.1978 or white quanlMtas test 
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PROVINCIAL COURT 


A 26-year-old Sidney man 
with a record of 13 offences 
from mid-1967 to mid-1975 was 
sentenced Wednesday in Vic¬ 
toria provincial court to a 
22-month jail term for eight 
more crimes in February. 

Arnold Clifford Alexander 
Stewart, 9882 Third Avenue, 
pleaded guilty Feb. 19 before 
Judge F. S. Green to three 
Victoria and Sidney charges 
containing eight counts of 
break-ins, theft and posses-' 
sion of stolen property. 

Police seized jewelry, long 
play recordings and numerous 
other items after searches of 
his residence Feb. 11 and 14. 

Leslie IrOin Meng, 21, of 
3202 Douglas, charged with 
Stewart in one Victoria break- 
in and theft, was sentenced by 
lowing a plea of guilty Feb. 
Green to 10 months in jail fal- 
171 The judge noted Meng had 
three previous convictions 
and had left jail only a short 
time before his arrest. 

' n 

Pre-sentence repayment of 
31,200 helped keep Glenn 
Anthony Couldwell, 19, of 476 
Qu^yje, out of jail after he 
pleaded guilty Feb. 13 to an 
Esquimalt charge of break-in 
and theft. * 

Couldwell and David Scott 
Williams, 18, of 2761 Dewd- 
ney, who pleaded guilty Feb. 
19 to the same charge, broke 
into the senior NCOs mess at 
CFB Naden Feb. 9. 1975, tak¬ 
ing 51,200 cash and 3215 in 
cheques from a safe. 

Green fined Couldwell 3250, 
put him on probation for one 
year and said he must attend 
a weekend work camp. Wil¬ 
liams was put on probation 
for 10 months and must do 80 
hours of community-service 
work. 

n . 

A psychiatric examination 
at the Riverview institution on 
the B.C. mainland was or¬ 
dered by Green for David 
John Carruthers, 23, no fixed 
address, who pleaded guilty 
Feb. 24 to a Victoria charge 
of break-in and theft and was 
scheduled for sentence Tues¬ 
day. 

The judge was advised 
Tuesday that Camjthe-rs had 
refused to talk to anyone 
while he had »>een in custody 
and had to be dressed, 
undressed and carried to and 
from court. Carruthers. an 
admitted panhandler, was re- 
mahded to March 26 for a 
psychiatric report. 

n 

In tine court section of 
Judge Harold Alder. North 
Saanich resident Alvin Mark 
Williams. 24. of 10415 West 
Saanich Road, pleaded guilty 
to a charge of theft of 30 
dozen eggs Feb. 16 from Oaks 
poultry farm, 880 Downey, 
North Saanich. 

A stay of proceedings was 
entered for another man 
charged in the case. No rea¬ 
son for the theft was ex¬ 
plained and Williams was 
given a conditional discharge 
with one month of probation 
and an order to pay 317.25 for 
the eggs. Only 18 were unbro¬ 
ken when police picked up 
Williams. 

n 

In the court section of 
Judge William Ostler, an echo 
of the Feb. 19 hostage in¬ 
cident at Wilkinson Road jail 
was heard when Dennis 
Matthew Wilson, 22, chose 
trial by judge and jury on a 
four-count Saanich- charge of 
unlawful confinement of two 
guards and attenjpting to 
break out of the jail, and its 
gym.*A prelimiinary hearing 
date may be set Tuesday. 

□ 

Ronald Leonard Frumerie, 
34, no fixed address, was sen¬ 
tenced by Ostler to two 
months in jail followed by a 
one-year term of probation. 
Frumerie pleaded guilty to 
two Victoria charges of a 
break-in with intent Jan. 6 at 
a business at 630 John, and of 
theft of 98 cents worth of 
randy Jan. 23 from the T. 
Eaton Co. 

n 

Ostler refused bail for 
brothers George Alexander 
Charlie. 22. and James Alfred 
Charlie. 23, both of 820 Fis- 
»«rd, who were charged with 
a business break-in and theft, 
early Wednesday at 832 Fis- 
Ka,rd. 

The older, brother chose 
trial by countty court judge 
and both were remanded one 
week for further hearing. 
During a bail hearing, prose- 


Phone directory 
worth $100 

PARIS (CP) - A telephone 
directory whith costs about 
3100 a copy was published by 
Sodemac of Luxembourg. The 
1,088-page directory lists 
250,000 companies operating 
within the nine countries 
belonging to the European 
Economic Community. Pro¬ 
duced in French, English. 
German, Italian and Dutch, it 
• onlains information on thei 
firms listed. The first edition 
of 150,000 copies will be dis¬ 
tributed world-wide. 


cutor Peter Birkett said both 
brothers were on probation. 

□ 

Ostler refused bail for 
brothers George Alexander 
Charlie, 22, and James Alfred 
Charlie, 23, both of 820 Fls- 
gard, who were charged with 
a business break-in. and theft 
early Wednesday at 832 Fjs- 
gard. 

the older brother chose 
trial by county court judge 
and both were remanded one 
week for further hearing. 
During a bail hearing, prose¬ 
cutor Peter Birkptt said both 
brothers were on-^probation. 

n 

Albert Norman Laberge, 18, 
of 944 Tattersall, was commit¬ 
ted to a higher court for trial 
following a preliminary hear- 
Ing before Ostler of a Saanich 
charge of possession of MDA 
Jan. 31 for trafficking. La¬ 
berge has been unable to 
raise 3350 bail. 

n 

Jared Edward Boudreau, 
20, of 1925 Stanley, pleaded 
not guilty to a Victoria charge 
of using threats of violence 
while attempting to rob an 
employee of The Bootlegger 
clothing store, 1402 Douglas, 
March 2. Ostler set trial for 
April 20. 

n 

Yves Bourdon, 20, of 1325 
Johnson, pleaded guilty to a 
Victoria charge of possession 
of about four ounces of mari¬ 
juana Feb. 18 and was fined 
3100 by Ostler. Part of the 
marijuana was found by po¬ 
lice who checked Bourdon at 
Femwood and Pandora while 
the rest was at his home. 
Bourdon had a record of two 
theft convictions. 


\dvertising 
Can save 
shopping time. 

CANADIAN ADVERTISING ADV‘bQflyARO 


COATS 

Cleaned and Pressed 

COATS 

SPRING—FALL—WINTER 


* 2 . 99 . 


Save up to $1.26 


Exapion— Inns', Sw*. Bory. Far sr hr Trimmad. 


DRAPES 

autMuHy Santtone Dry Cleaned and Prai 

25% OFF 


LIMITED TIME OFFER 


IndlvIduaL 

dry cleaners 


Home Pick-up A Delivery 595-4141 


Minimum of $3.00 on aM H omo Well up and Oollvory. 


Garden Shop Hours 
Monday to Saturday 10 a.m. to 6 p.m. 


Seed 


Onion 

Potatoes 


Sets 

10-lb. sack of good quality 
seed potatoes, plant now 
for an early aummer crop. 


Easy-to-grow yellow Dutch 
cooking onions, plant now. 
Available in 1-lb. Rets. 

- 1.99 


. 1.49 


Garden 

Lime 

Corrects acid soli condi¬ 
tions In gardens, lawns or 
flower beds. Sold In 50-lb. 
bags. 


Rot It 


Convert* leaves, sod, grass clippings 
and garden waste Into' rich humus. 
Available In 10-lb. bags. 


Maxi Crop 


Organic Liquified seaweed. Improves 
crop yields. Will not burn, completely 
organic. 64 A. 02 . 

Bone Meal 

Produces better blooms and stronger 
roots, available In 6-lb. bags. Ideal tor 
early spring planting. . 

Bark Mulch 

Ideal tor weed control and soil con¬ 
ditioning. Available In 2-cu.-«t. bags. 

Bark Chips 

Excellent lor weed control or 
decorating boarders. Sold In 2-cu.-ft. 

bags.....*.. 


6 - 8-6 

Fertilizer 

All-purpose plsnt food, 
deal for uso on Iswns, 
vegetables or flowers. 40- 
lb. bag. 


Steer 

Manure 

Pulverized, weed free. 
Completely organic. 
Available In 40-lb. begs 

- 1.49 


Roses 


Climbing rose bushes or Hybrid T s 
your choice of assorted bright 
colours. Plant now lor early spring 
beauty. MM 


Shrubs 


Your choice ot Junipers, Heathers. 
Azaleas, plus many more. Available In 
1-gallon containers. 


Mica Peat 


A mixture of vermicullte and peat 
moss. Ideal for starting cuttings. 19- 
quart bag. 


Peat 
Moss __ 

Fine grind peat moss, re¬ 
tains moisture in soil, 
breaks up clay. Available In 
5-cu.-ft. bags. 


Garden Shed 

8x7’ all metal constructed 
garden sheds, easy to as¬ 
semble. Green in colour. ... 


Flowering Shrubs 

Your choice of a good selection of 
deciduous flowering shrubs.M6fc 


149 “ 
.99 


Moss 

Killer 

Kills moss and fertilizes 
lawns, available in 40-lb. 
bags. 




Prices effective 
til March 13 


Potting 

Soil 

All-purpose indoor or out¬ 
door com poet potting soil, 
sterilized, weed free. 
Available In 30-lb. begs. 

- 1.69 


DEPARTMENT STORES 


Ptnonol Shopping only, pioosol 
Store Hour* 

to Sohirioy 10 o.m. to 10 p.m. 


BUY WITH CONFIDENCE 

SATISFACTION 

GUARANTEED 

KPIACEJKMT 01 YOU! MONEY If FUNOfO 


Wen’s 

Comfortably Lined Camper Boots 

For long treks — over rough terrain — for amateur climbers 
— or just for knockin’ around in. Made comfortable with 
Leather lining In a "more-tie” design. Unit reinforced with 
Steel points; cushion insole; Oil-resistant with Wave sole. 
Tan colour. Even sizes; 7-12. pair 


Men’s and Boys’ Moccasin-Style Boots 

Camper boots made to give that 
best equipped look on the 
campground. 5 eye-tie: durable 
easy-clean uppers; moulded sole. 

With the ever-popular moccasin 
toe styling. Light Tan. Sizes: Boys' 

11-3, Big Boys' 3'/i-6, Men's 7-11. 


Ml piir 
11-3 pair 
3'/z-6 piir 


10.96 

8.97 

9.97 


Mon’s Leather Work Boots 

Men's Thorobilt 8" leather, 
high cut work boots, features 
steel shank and biltrite Huron 
crepe soles. Also features 
moccaslc vamp and 
cushioned insole. Available In 
tan, sizes 7-12. 


All-Leather low-style boot 
gives comfort as It protects 
your feet. Designed In a 5 
eye-tie style with moccasin 
toe shaping. Full wedge out- 
sole: convenient back tab. In 
popular Tan colour. Even 
Sizes: 1-6. v 

Mon’s 9” Leather Work Boots 

There’s more to these boots 
than meets the eye — sturdy 
construction with all-Leather 
uppers; moccasin toe shape, 
and back tab. Features 
Huron crepe sole. In Tan 
colour. Even sizes: 7-12 


Prices Effective 
Til March 13 
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Guaranteed to tit—every time! Choose from Regular 
Sheer or All-Nude, Extra Sheer Plain knits. Gusset 
Insert. In colours: beige, spice, taupe. Made ‘n 
Canada. Sizes: S-M-L. 


Toddlers’ T-Shirts 

Short sleeves. 100% 
polyester. Sublastic prints. 
Made in Canada. Blue, yel¬ 
low. white. Sizes: 2-3-3X. 

Toddlers’ Pants 

Pull-on pants of 100% 
polyester. Elastic waistband. 
Assorted colours. Made in 
Canada. Sizes: 2-3-3X. 


Cool n’ Casual T-Shirts 

Short sleeves with U-neck. 100% cotton. 
Assorted colours. Made In Canada. 
Sizes: S-M-L. 


Roll-up short-sleeves with U-neck styl¬ 
ing. 100% cotton. Available in assorted 
prints. Sizes: S-M-L. 


Junior Pants 

100% polyester gabar¬ 
dine fabric. Regular 
rise. Assorted colours. 
Sizes: 8-16. pair 


Children’s Jeans 

100% cotton, contrast- 
stitched. Front ’n' back 
pockets. Faded blue. 
Sizes 4-5-6-6X. pair 


Boys' and girls' sleepers 
made of 85% acetate and 
15% polyester. Variety of 
colours: white, turquoise, 
apricot, yellow, blue. Sizes: 
S-L. 


Made of cotton and stretch nylon. Cable-stitched 
Your choice of colours: white, brown, navy, blue. 


Vinyl Handbag 


Swagger style. 9 com¬ 
partments with zip¬ 
pers. Tan, camei 
brown, black, 

brick. each 


Sleeveless. V-neck 
styling with cut bust- 
line. A variety of prints. 
Sizes: S-M-L. each 


Infants’ receiving blankets 
are made of 100% cotton. 
A wide range of multi¬ 
coloured prints to choose 
from. Dimensions: 30”x- 
40.’’ 


Teens’ Liberty' Jeans 

100% cotton, pre¬ 
washed Denim. Snap 
waist band. Contrast H j 
stitched. Blue. Sizes: | | 

10-12-14-14X. pair 


Pull-on style pants. 
Front-stitch pleat. As¬ 
sorted colours. Sizes 
7-8-10-12-14. pair 


Men’s Nylon Dress Hose 

Made of multi-ply, stretch 
nylon. Colours: black, a J 
brown, navy, wine, white, 
green. Size 10-12. pair .87 

Men’s Assorted Dress Hose 

Choose from a wide 
variety of styles and 
designs. Colours: blaCk,- 
navy, brown, grey. Size w 
10-12. pair .99 M fo 


Junior Jeans 

Western style. 
Denim/100% Cotton. 
Star on pocket. Sizes: 
7-15 pair 


Made of 100% Cotton Flan¬ 
nelette. Has domed front, 
knit neckline and cuffs. As¬ 
sorted. multi-coloured 
prints. One size only. 


100% polyester, pull- 
on style Tunnel elastic 
waist-band. Assorted 
colours. Sizes. 38-40- 
42-44. pair 


Mars landing 

Mission 

hangs 

on 

site 


HOUSTON (UPI) - The 
project scientist for the Vik¬ 
ing space mission to Mars 
says success of the 51 billion 
venture depends on where the 
lander laboratory touches 
down. 

"AH you have to do Is land 
in a safe place, but we are not 
sure what constitutes safe,” 
said Dr. Gerald Soffen. "We 
have confidence we can land 
on the place (designated). 
The project scientist has land¬ 
ing jitters.” 

Soffen. a biologist of the 
Langley Research Centre In 
Hampton, Va., is responsible 
for all scientific investigations 
to be accomplished by Viking 
when it lands on the cold, dry 
planet 206 million miles from 
earth on July 4,1976. 

"We have radar near the 
area, but not on the area,” 
Soffen told reporters. 

Viking mission planners 
have used data supplied from 
the Mariner flights to develop 
the mission, which began in 
September, 1975, with the 
.launch of two Titan Centaur 
rockets from Cape Canaveral. 

The spacecraft will go Into 
orbit around Mars in mid- 
June and separate Into two el¬ 
ements — a lander and an or- 
hiter. Each lander, containing 
Its own scientific laboratory, 
will descend to a 50-by-150 kil¬ 
ometer area on the Martian 
surface to conduct experi¬ 
ments and televise Its sur¬ 
roundings. 

Soffen said the scientific In¬ 
struments would transmit to 
earth either direct or via the 
orbiter panoramic stereo 
color pictures, molecular or¬ 
ganic and inorganic soil anal¬ 
yses, and atmospheric, meteo¬ 
rological, magnetic and seis¬ 
mic characteristics. 

The entire lander aystbtn 
will he heat-sterilized before 
launch to assure Mars wdll not 
be contaminated by earth mi¬ 
cro-organisms, according to 
William Boyer of NASA. 

"We don't want to contami¬ 
nate anything on Mars,” he 
said. 

Soffen said If life existed on 
(Mars, It was probably In the 
form of micro-organisms. 

He said scientists were anx¬ 
ious for data on the nature of 
other bodies in the galaxy 
which contains earth and 
other celestial bodies. In tele¬ 
scopic observations, man has 
l#*en able to verify that the 
basic chemicals of which 
earth is composed are found 
throughout the universe. 


Witch 
ivants 
job back 

DENVER (UPI) — Kathy 
Estes says she’s a "white 
witch” and only uses her 
powers for personal gain, 
such as getting rid of an un¬ 
wanted husband. 

Mrs. Estes claims her Inter¬ 
est in witchcraft, which she 
has studied since the age of 
10, was responsible for her 
dismissal from a cashier’s job 
al the Brown Palace hotel. 

She wants the Colorado dvil 
service commission to nelp 
her regain her position. 

Mrs. Estes said she was 
fired after hotel officials 
claimed she sent a dead flow¬ 
er to a fellow employee as a 
threat. 

The mother of two. who 
claims to practice "white 
witchcraft, not satanism,” 
said she should have her job 
back. 

"They acted like It was 
Salem all over again,” she 
said, “but I didn’t walk in 
there wearing black robes. I 
practise In the privacy of my 
own home, and I want my job 
back." 

Hotel officials said Mrs. 
Estes was not fired. 

"She was questioned about 
harassing another employee, 
became irate and quit.” a 
spokesman said. "The Brown 
Palace didn't rchire her.” 

Mrs. Estes, whose mother 
and sister also claim to he 
witches, said Wicca (witch- I 
craft) is a "kind of religion.” 

"Christians go to church 
and pray for what they want, j 
and witches use witchcraft," 
she said. "Besides, Wicca was 
around before Christianity.” 

She said she used witchcraft 
to help her obtain a divorce 
from her husband and to get 
rid of an unwanted cousin 
who w’as staying with the 
family. 

But mostly, she said, she 
used her abilities for "power 
and money.” 

"Most witches I know are 
so busy getting what they 
want, they don’t have time to 
worry about anything else,” 
she said. 

"I’m still into the greedy 
stuff — love spells, hate spells 
and revenge. But I’m not into 
black magic, causing wrecks 
or making peopie see things.” 
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Solid-stale TV features Total Picture Lok to 


South 


Africa 


jittery 


By STANLEY UTS 
CAPE TOWN — South Afri- | 
ca’s four million whites have 
realized for the first time, 
with a sickening feeling, that | 
the race war which they have i 
long dreaded may be starting ! 
in southern Africa. 

They see only two faint j 
chances of its being averted. | 
One would be immediate i 
agreement by Prime Minister i 
Ian Smith to black rule in 1 
Rhodesia. The other Is inter¬ 
vention by the West and mod¬ 
erate black states to halt Rus¬ 
sian and Cuban “imperial¬ 
ism” in Africa. 

The Vorster government 
has sent out desperate pleas 
to the West, particularly the 
United States, to intervene. 

★ ★ * 

In New York, South Africa’s 
ambassador at the United Na¬ 
tions, “Pik” Botha, asked 
whether America needed an¬ 
other Pearl Harbor to prod it 
into action. 

In Cape Town, the minister 
of foreign affairs, Dr. Hilgard 
Muller, said Soviet force “will 
have to be stopped by strong 
and co-ordinated action ... | 
and there is not much time 
left.” 

White South Africans have 
_ not been in such a state of 
concern since the Sharpeville i 
shootings in 1960. Many of 
them are talking, probably i 
unrealistically, of emigrating. ! 
The Australian and Canadian 
consulates, particularly, re¬ 
port a considerable increase 
in inquiries. 

★ ★ ★ 

Another storm cloud is 
gathering in Angola. Moves 
arc afoot to have the question 
of South Africa’s military pre¬ 
sence there raised at the Unit¬ 
ed Nations and declared a 
threat to peace. Under such a 
resolution, sanctions against 
South Africa would become i 
mandatory. 

As South Africans see the 
Mozambique situation, the 
Frelimo government is in no , 
condition to launch a conven¬ 
tional war against Rhodesia. 

South Africa expects the 
guerrilla war to escalate 
steadily, but it believes the 
Rhodesian army is strong 
enough to contain the war in | 
its initial stages (unless 
Cubans take part), and that 
the military side of President 
Samoe Machel’s action, there¬ 
fore, is not the urgent one. 

■k •k k 

They see political develop¬ 
ments as the key to the situa¬ 
tion. Machel’s closing of Mo¬ 
zambique’s border with Rho¬ 
desia. they believe, could lead 
to southern Africa being po¬ 
larized into blacks versus 
whites. \ I 

The “moderate” black lead-\ 
ers of Zambia and Zaire, and I 
possibly even those of Malami r 
and Botswana, could either be \ 
swept aside by the new mili¬ 
tancy in the sub-continent, or 
else drawn into it. 

Clearly, South Africa in¬ 
tends to be as tough with Rho¬ 
desia as the climate of white 
public opinion will allow. 

★ ★ ★ 

South African Prirpe Min¬ 
ister John Vorster has had 
discussions with key advisers 
in Cape Town on a Rhodesian 
request for increased rail 
quotas. A decision appears to 
have been taken not to accede 
to the request. South Africa 
does not want to be seen giv¬ 
ing special assistance to Rho¬ 
desia. 

Vorster Is now poised on a 
knife’s edge between Rhode¬ 
sia and Mozambique, trying 
to play the role, in the words 
of the government newspaper, 
Die Burger, of “reconciler, j 
peacemaker and architect of j 
co-existence.” 

He does not want to lose the 
delicate relationship he es¬ 
tablished with the Frelimo 
government after , indepen¬ 
dence was achieved (based 
mainly on Mozambique’s eco¬ 
nomic dependence on South 
Africa). Nor can he afford to | 
be seen siding with blacks , 
against Smith’s white Rhode- j 
sians. 

★ ★ * 

Nobody knows yet what the i 
intentions are of Russia or 
Cuba. The official assessment 
here Is that they will remain j 
in the background, training 
black guerrillas, organizing 
raids across the border and , 
supplying weaponry, so that , 
the war stays a black-white 
one in which the West could 
scarcely intervene. 

South Africa’s only point of 
persuasion with the West, 
therefore, will be to beg it to 
recognize that, regardless of 
whether Cubans actually | 
cross into Rhodesia, now is | 
Hie time for the West t > call a j 
halt to communist “imperial¬ 
ism.” 

k -k k 

Some pessimistic observers i 
see the whites of Rhodesia. ! 
South West Africa and South 
Africa being drawn into a de- | 
Tensive bloc, South African ; 
“volunteers” going to Rhode- j 
sia to fight for “kith and kin.” 
and, finally, South Africa once 
more becoming militarily in¬ 
volved outside its borders. 


DEPARTMENT STORES 


Town and Country Shopping Contro 
Douglas Stroot and Saanich 


Personal Shopping only, please! 

Store Hours: Monday to Saturday 
10 a.m. to 10 p.m. 


BUY WITH CONFIDENCE 

SATISFACTION 

GUARANTEED 

. tmnuutur m mt tour ittuwa 


14” Solid-State Color Portable 

To give you the utmost in brightness, clarity and definition 
this 100% solid-state TV boasts an IN-LINE Cinescope 
picture tube. 82-channel UHF/VHF tuners: slide controls 
for brightness, color and tint. White Polystyrene cabinet. 
1-year free parts, labour, service. 19" WxIBVi” Dx14Vi" H. 


379 


88 

each 


AM/FM/MPX Stereo with 8-Track 

Stereo consolette features an 8-track player/recorder with 2 
microphones. BSR record changer with cueing device. Record 
storage compartment; detachable speakers; fully tran¬ 
sistorized circuitry. Individual rotary controls tor bass, treble, 
balance, etc. Walnut finish/Black trim. 29'/i"Wx15y«"Dx31 V'H. 


319 


88 

each 


Prices Effective ’til March 13 




20” Color Portable with Picture Lok 


tint and brightness. Complete automatic fine tuning 
operation. Automatic flesh tone adjustment; slide con¬ 
trols; UHF/VHF tuners. 1-yr. free parts, labour, service. 
Walnut-finish Vinyl-covered Metal cabinet. 24"W x 19’/."D 
X 17'/«"H.' 


88 


each 


349 ? 




Morse’ 50” AM/FM"FM MPX Stereo 


Contemporary style stereo with built-in 8-track. With 
FM stereo light indicator, rocker switches tor power 
On/Off and speaker matrix. 5 rotary controls, stereo 
headphone jack. BSR record changer with Diamond 
stylus; 6 speaker audio system. 1-year tree parts, 90 
days in-home service. SO" Wx16Vi" Dx25%" H. 




60” ‘Morse Electrophonic’ Stereo 

AM/FM/FM Multiplex stereo with 8-track 
recorder/playback in Mediterranean styling with a 
Pecan finish. FM stereo light indicator; rocker switches 
for power On/Off and speaker matrix. Five rotary con¬ 
trols; BSR record changer; 4-speaker system; 2 mikes; 
1 blank tape. 1-year parts, 90 days labour. 60" Wx15" 
DX16V4" H. 


FLEETWOOD 

Value Worth Seeing... 
‘Fleetwood’ Fully Deluxe 
22” 100% Solid-State 
UHF/VHF Color Consolette 


Turn on to some of the best color viewing around to¬ 
day. Features a solid-state chassis and delivers a full 
26,000 volts of picture power. Reliable instant-on 
picture and sound; all 82-channel -UHF/VHF in¬ 
dependent tuners for more entertaining viewing. 22" 
‘Trucolor’ rare earth phosphor picture tube; 
automatic fine tuning control. Built-in COAXIAL 
CABLE CONNECTOR. 1-year free parts, labour, 
service. Walnut finish. 27%" W x 16%” D x 26V«" H. 


612 6 ? 
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Soviets 

exploit 

detente 

By DENIS WARNER 


MELBOURNE — It ha* be¬ 
come fashionable in some 
quarters to dismiss the grow¬ 
ing global-influence of the So¬ 
viet Union, and the Russian 
presence in the Indian Ocean, 
as of little concern to any¬ 
body. 

Perhaps the Soviet Union 
does, have no iU intent, but as 
the United State* has been 
telling it for the past three 
month*. Moscow's veiled in¬ 
tervention in Angola's civil 
war is totally contrary to the 
atmosphere of detente, which 
the Soviet policy makers are 
so eager to invoke for their 
own purposes. 


Early this year Gen. Alex¬ 
ander Haig, a supreme allied 
commander in Europe, told’ 
Washington newspapermen 
that “the explosion of Soviet 
military capabilities ... far 
exceeds the requirements of a 
purely defensive force.” 

He also said that the Rus¬ 
sians had increased their 
force* on the West European 
front by 100.000 men In recent 
years and, in a subsequent in¬ 
terview. added that the War¬ 
saw Pact capabilities had 
grown sharply in the central 
region. 

Haig is not alone in sounding 
such warnings. Senior British 
officers have been saying 
much the same sort of thing 
for months. 


Since detente began in 1969, 
it is instructive to compare 
some of the Warsaw pact’s of¬ 
fensive weaponry before then 
and now. 


M • 
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WARSAW PACT ARMOR 


Tank* 

Tanka 


In 1998 

In 1975 

U S.S.R 

7.020 

9.000 

Poland 

2.800 

4.100 

Czechoslovakia 

2,700 

3,100 

Hungary 

700 

2,100 

Bast Germany 

1.800 

2,370 + 

Bulgaria 

2,000 + 

2.700 

Romania 

1,200 

1,970 


38,230 

26,340 

9r i 

k * 


In contrast, tha 

NATO 


force* deployed in Europe had 
9.2150 tanka in 1974, Hotter per¬ 
haps in quality than the Rus¬ 
sians’ but out-tanked, never- 
theleai, almost three to one. 

During the same period, the 
Soviet Union has increased its 
number of divisions in eastern 
and Central Europe from 26 
to 31, of which 20 are in East 
Germany, the front line. 

What It has done In the 
West it has done even more 
grandly in the East. 


The beginning of detente 
also coincided, and was in 
part due to. increasing Rus¬ 
sian and Chinese tensions in 
East Africa. 

In 1968 the Russians de¬ 
ployed only 31 divisions in the 
Far East, i.e., east of Lake 
Baikal. By 1973 it was up to 
45. Both China and the Soviet 
Union massed heavy troops 
along the border and inten¬ 
sified war preparations. 


Latest estimates of Russian 
strength east of Lake Baikal 
indicate that a new build-up is 
taking place. 

Including four artillery divi¬ 
sions. there are now 50 Rus¬ 
sian divisions in the Far 'East, 
of which 30 are mechanized 
infantry divisions, and 16 ar¬ 
mored divisions. 

They are matched in Man¬ 
churia and Centrlal Asia 
against six Chinese armored 
divisions, 45 infantry divi¬ 
sions, 19 independent divisions 
and eight artillery divisions. 


Detente has been described 
by its critics as a process that 
ailows. even assists, the ex¬ 
pansion of Russian power 
throughout the world. 

Mrs. Margaret Thatcher, 
leader of the British Conser¬ 
vative party, believe* that. 
Russia's strategic threat is 
greater than it has been at 
any time since the end of the 
Second World War. 


97 released 
in Ethiopia 

ADDIS ABABA (Reuter) - 
Ethiopia’s provisional mili¬ 
tary government has released 
97 persons under a general 
amnesty, including Ato 
Beyene Solomon, former pres¬ 
ident of the defunct Confeder¬ 
ation of Ethiopiah Labor 
Unions, and three CELU of¬ 
ficials arrested in September. 
1974, during the period of the 
military coup against the feu¬ 
dal government of the late 
Emperor Haile Selassie. 
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Bank 

screens 

clients 


ALL-CANADIAN-MADE 


MONTREAL (CP) - Five 
armed robberies in less than 
10 months — two of them 
marked by gunfire — have 
forced the Royal Bank of Can¬ 
ada to take extraordinary se¬ 
curity measures at a branch 
In the northern community of 
St. Laurent, says branch man¬ 
ager Bruce Varruthers. 

No longer can customers 
stroll In and out of the bank in 
this “quiet” community. 

An armed guard studies 
each approaching person be¬ 
fore pressing a button that 
opens the bank’s electrically- 
controlled, bullet-proof glass 
doors. 

Once In the bank, the cus¬ 
tomer may be searched by 
another armed guard. 

Because of the fears of 
bank staffs, the security mea¬ 
sures may be extended to 
other quiet neighborhoods 
where banks have become the 
frequent targets of armed 
robberies. 


Horse happening* 


Ponderosa Style 
Knotty-Fine 
Hi-Boy Bookcase 


By MARILYN McCALL 

Broadmead Equestrian 
Centre was the scene of a 
schooling show on the week¬ 
end. 

The show was held for 
riders from Broadmead, Echo 
Valley Farm, and Hunt Valley 
Farm, to allow some of the 
younget and less experienced 
riders to obtain some experi¬ 
ence in the show ring before 
facing the stiffer competition 
of the open shows. 

Glenna Rees and Sheila Att- 
field shared judging duties. 
Although the emphasis was on 
training rather than competi¬ 
tion, ribbons were awarded in 
each of the classes. 

The hunter classes were the 
first classes of the day. Judy 
Ross, riding Tivesso, was first 
in 3’ hunter and 3’3" hunter. 

The 2’6” hunter class was 
won by Gina Ross on Ruskin 
Eyes, and Debbie Garside, on 
Abbey Road, was second. 

In the green 3’ hunter class. 
Adena Fisher, riding Gospel 
Road, was first, and Terry 
Hanna, riding Solo Flight, 
was second. 

Riding Mia Custus, Sharyn 
Ball was second in 3’ hunter. 
Second in 3’3” hunter went to 
Cortez and Cindy Nowles. 

English pleasure was held 
in two divisions due to the 
size of the class. In the A 
division, Shawn Garside on 
Oops-a-daisy was first, and 
C. C. Carpenter, riding Royal 
Spring, was second. 

Pam Harris, riding Twiggy, 
won the B division, and 
Sharyn Ball, on Mia Custus, 
was second. 

Carrie Cofman. riding Appy 
Daze, won both the green 


Turn your scattered books and other nic-nacs 
into attractive conversation pieces. It’s easy 
with this sturdy bookcase that's ready to be 
stained, painted or left in its natural beauty. 
Just spread out some newspaper and grans- 
form this bookcase into a piece of furniture 
you'll be proud to show for years to come. Dim: 
28"W x 10"D x 62"H. 


Ponderosa Knotty Pine Furnishings 


a. 5-Drawar Chaat 

28" x 15" x40" H. 

b. Double Draaaar 
42" x 15" x 34" H. .. 

c. Nlta Table — 

16" x 13" x25" H. 

d. Record Cabinet 
28" x 15" x 29" H, 


a. Drop Leaf Table — 

42" diameter. each 

f. Slngle-Pedeetal Deek — 

34" x 15" x 29" H. each 

g. Deacon * Bench — 

42" x 15"* 34" H. eech 

h. 4-Drawer Cheat - 

28" x 15" x 34" H. each 


EACH 


Prices Effective 'til March 13 


Spacious 6-Drawer 
Double-Dresser 


Looking for lots of drawer space, budget- 
minded? May we suggest you come and see 
this large 6-drawer double-dresser. Ideal for 
the spare bedroom. It comes neatly sanded for 
easy staining, varnishing or painting. Dim: 16 "D 
x 48"W x 30"H. 


Elegent Five-Light Fixture with 
Five Raw Wire Frame Shades 

Cover with your own material 
to match your particular 
room colour and Cf 

decor. each UU 


8 correction. The April horse 
show has been changed from 
April 11 to April 25. 

COMING EVENTS 

March 14: Oak Meadows 
Open Horse Show 1479-684",». 

March 14: Sooke Saddle 
Club playday — Club Ring on 
Otter Point Rd. (642-5960 or 
642-3560). 

March 21: All junior school¬ 
ing show — Royalta Stable, 
Mill Bay (743-2946). 

March 28 — Fourth annual 
stalliop parade — Cowichan 
Fairgrounds (746-5681). 


Table-Lamp with 14" Wire Shade 

Unpainted wood lamp with 
bubble shaped wire IQ 
frame. each 1«V. 

Pin-Up Lamp with 14" Wire Shade 

Add your own touch of anti- 1 C 
que styling. . each I U. 


9-Drawer Triple Dresser 

You'll appreciate the practical design of this 
beautiful piece. 16" x 61" x 30"H. .. each 


4-Drewer Chest 

16" x 30" x 37"H. a 

tach. 4 


Utility Chest 

20" x 14"x48"H. 

aach. 


5-Drawer Chest 

16" x 30” x45"H. c 

aach. 3 


Guatemala 


yyyyyyy 


rocked again 

MEXICO CITY (UPI) - 
The University of Mexico geo¬ 
physical institute said a new 
quake with a force of 5.2 on 
the Richter scale hit quake- 
ravaged Guatemala early 
Tuesday. There were no re¬ 
ports of serious damage. 


ya 

DEPARTMENT STORES 

Town ami Country Shopping Centra 
Douglas Stroat and Saanich 


Personal Shopping only, plooso! 

Storo Hours: Monday to Saturday 

10 o.m. to 10 p.m. 

BUY WITH CONFIDENCE 

SATISFACTION 

GUARANTEED 
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386-2121 

' Monday through Saturday 
S a.m. to 6 p.m. 
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Vancouver Island’ s Largest Shopping Centre in Print 


CLASSIFIED 

ADVERTISING 


BIRTHS 


CARVER — Rick and Cindy are. 


COMING EVENTS 
and MEETINGS 


HELP WANTED 
GENERAL 


-......*dy < 

pleased to announce the sate t. 

rival of their dauflIHar, Sarah BINGO I SCHOOL DISTRICT NO. 70 <AL 

6 th, "fy* Httth M-ncj-n. gfi’ ESZ 

a spuTism. % ■sara eras: aesur sstsr. 

Mrs. Bill Carver. Special thanks'bird 7:00, fivt late flames, dooriHardening care and maintenance, 
to Drs. Zedel, Roth and Mater-' prizes. ot playing fields and field drainage 

n " V S,a,< - _ | TRANSACTIONALANALYSts” ! Srtld^fiSlOO Sf ^grounds! 

W ° RLEY ~®°rn to Georqlna and i Havkfn^^Sealtie will be twkf'on eouipment. knowledge of care oi 
J-hn, at Victoria General Hospi- ”®vk*n of Seattle will be held on fu ,. f and shrubv application of fer- 
tal, a daughter, Alison, 7 lbs. ’ * a i u ? a * th f n «2P 1 e5i jfitertte'in 9 *W«ars. supervisory experience. 

O" M.rctiJ, !«« . A .sister !*-.y,vJ °^., 10 P0M*» • valid B.C. Drivers Nenainjo. A^ernl, Courteney end 

Licence and produce a certificate < Campbell River Areas 


l HELP WANTED 
GENERAL 

Investors 

Syndicote Limited 

EXECUTIVE CALIBRE 
REPRESENATIVE 
for 

COMPLETE INVESTMENT 
SERVICE 


! 23 SKILLED TRADES 


I M 


TEACHERS 


for Kristine. Thanks to Mater- ttlfcita* fig? is $2 ° Information 


nity Staff. 


Gull 385-4968. 


I of 


opod health. Salary as per The man or woman we arc looklnq 


ADVERTISEMENTS IN 
THIS CLASIFICATION 
MUST COMPLY WITH 
THE 

BRITISH COLUMBIA 
HUMAN RIGHTS ACT 

Management 

Position 


ADVERTISEMENTS IN 
THIS CLASIFICATION 
MUST COMPLY WITH 
THE 

BRITISH COLUMBIA 
HUMAN RIGHTS ACT 


SCHOOL DISTRICT NO. 68 
NANAIMO, B.C. 


PRINCIPAL 


TR .® E —Born to Harv and Barb, a B NGO 

oirl, Natalie Anqela, 8 lbs. 5 D11 NVJV-f 

cis.. on March 3, 1976. Many EARLY BIRDS 7 P.M 

thanks to Dr N Arnoff and Lanqtord Legion No. 91 Binqo, 761 
Staff at Victoria General Hospi- Station Rd. Thursday nlqht, 7:30 

fg| a 1 ee eve J. eeeXe CO CwIrB rm ,Ha H, 


: p-i 


,. 6 cards, $2. Extra cards, 25c. 

Everyone welcome. 


DEATH and 
FUNERAL 
ANNOUNCEMENTS 
DIRECTLY 
FOLLOWING 
CLASSIFIED 


E. 1975 rate: $ 8.00 per hour, for must be mature. They should We require e bright person to Aonlleatinnc *r* i nu it»H i«r ih* 
submit applications, with refer- b « •Ifrtto the rapidly expandinq assist the owner-manager in ger.er-, J£|ll Ion ° of orinc?oal for John 
ences and complete resume lo. opportunities In Rie planned Invest- ai management of residential con-; S-V-sby Junior S#cor^arv <irhMi 
H. E. Carroll, men! Held. Successful sales expen- struction. Deal with land, some. Sinai™ B C Thk vlni Ti 

Superintendent of Maintenance, cnee is desirable but not essential, rentals, and sales. This position audent popuI ation of aonroxf 
school District No 70 _ most suitable to the person with lately eOO^tudante and a nf 

(A'berni). WE CAN OFFER THESE PEO- practical and academic knowledge MJclJR toffees a comore'hen 

1152 Rcdfortf Street PLE: . | in the field and office require- : s i ye i / S ranae 

- *" —Exciting and profitable future. ! ments. Be in or held manage"’-"*. Sl . ve . p r o ®. ramm# 10 a w,ae ranBe 

— k arQe . es tablished clientele. | position in connection with 


38 BUSINESS SERVICES 138 BUSINESS SERVICES j 3« BUSINESS SERVICES 


and DIRECTORY 
Appraisal!* 


and DIRECTORY 
Contractors 


P. G. JACKSON LTD. 

VICTORIA'S ESTABLISHED AP¬ 
PRAISAL SPECIALISTS AND 
CONSULTANTS. PROVINCE¬ 
WIDE SERVICE. 535-1070 DOUG¬ 
LAS ST. 388-9102. 


Auto Glass 


-I- 


BOSSOM 

GLASS COMPANY LTD. 
if you have ICBC ctalm form we 
can still replace vour windshield 
at LAST YEAR'S deductible. CALL 


WHEATON 

CONSTRUCTION LTD. 
General Contractors 
Building Consultants 
385-5702 

Quality 

FRAMING 

Tom 477-8673 
Ian 595-1883 


■nd DIRECTORY 
Gardening 


SOIL TESTING 

Results given within 24 hours, u 
perjesf._652-56l0. _ 

GARDEN TILLING. MAKE YOUR 
reservations Now. Phone 479-3059 
I attar 5 P.m ._ 

GARDEN MAINTENANCE, 
fruit trees, ornamental pruned, 12 
: vrs. experience. Pho ne 383-8363. 

EDS TRACTOR SERVICE. VEG- 
etable gardens, vards. rotovatino. 
levelling, etc., 479-2204. 


_ at reaso nable rates . Bl_ 

our_ . l 7'? b !l* Mrvlct van ALRIG HT BUILDERS LTD. GEN-; g A R DEN l N G CLEANUP. G 


TODAY! 382-3031. 


Bricklayer* 


pr *“ r s, '“’ E * r,y B,rfl 2 ' ,,7S iB-susss ^ awr.-w* & 

-a'a'*"" duri " a - asiaiui '■fzjtriazi i —ss??- 


eral contracting. 479-1160. Residen- 

tial and commercial. Custom built -* rin 4/yr4 ' 8 -_ 

homes. Renovations and alter- FRANK'S GENERAL GARDEN- 
ations. Drafting and plan aarvice. Ing and pruning. 477-6661. 


Fraser Street. Early Bird games 
6:30, 20 regular games 7 p.m. *1 
admission. 


It ANNOUNCEMENTS 


VIC WEST SOCCER CLu¥ | S 


NFW AND NFARLY NEW jPORT HARDY PARKS AND REC-, tablished period. 

Sale of adult and children's cloth- j ^•Jll^.Comtnlwton requires a full —Professional selling skills pro-j with application". All replies ... 
ing. (bv Metropolitan U.C.W.l ,ime lifeguard-instructor. gram. strict confidence. Please reply Vic- 

March 13, Saturday 10-12 a m. i _ ......... it —Excellent commission arrange- toria Press. Box 647. 

Pondrav Hall corner Quadra and This individual will ba responsible ments. :--— — ■ — 

Johnson St. 'or liteguarding and Red Cross In - 1 BURGLAR AND FIRE ALARM ' A , __ ._. 

- . - 1 structional duties at the Pori APPLY TO installer required. Must be bonda- At Present, both men and women 

M/STERY TOURS Hardy Swimming Pool. A mini- MR D. A. (DON) JENSON b, e and experienced. Apply West- ■ ar aa m Pl oy ad •$ Khoo! principals ■ 

Leaves V.l. Coach Lines depot mum of Red Cross Instructors REGION MANAGER crn Alarm Systems Ltd. 479-8221. ,n ,his district and continue to I 

every Sunday at 1:30 p.m. Return! Award and National Lifeguard INVESTORS SYNDICATE LIMIT- 9-5. encourage applications from quali- 


Bridal Rentals 


with parents, teachers and stu- Elite Bridal Rentals, naw business, 
dents. appointments. 477-22/S after 2 p.m . 

Cabinet Making 


HITECT CONSTRUCTION 
Specializing In rebuilding — ad¬ 
ding or new. Let our experience 
save money for you. Evenings 
478-6152 , 383-8228. 


T. AND C. BUILDERS LTD. 
Framing 

385-5293 385-8587 


Certification (active) are required. 


BINGO 
OLD AGE 

PENSIONERS' HALL 
Early Bird Games 
7:00 P.M. 

16 Games — $20 or more 
20th game 5100 
10 Good Neighbor 
prizes 
$2 each 
Admission $1, 6 cards $2 


10 C 


ED 


tied candidates. 


Sat. March 13 — 10 a.m. 
1016 Blanshard St 
Grace Maclnnls Club 


Hours—Weekend and evening work 
(35-50 hours per week). Salary— 

$ 4.97 per hour. Benefits—Municipal 
benefits. 

'PORTRAITS OF NORTH AMERI- ___ 

| can Indians, Emily Carr Centre, Any Interested individual should ciipi.-nvTCnp pciti-mthi 
M arch 8-12. contact Richard Davidge, Aquatic aUFEKVIMJR POTENTIAL 

---I Director'at 949-7716 or write P O 

18 CATERING, BANQUETS Box 68 . Port Hardy, B.C. VON 2 EXCITING CAREER 
and RECEPTION ROOMS f PERMANENT CAREER 

door BARTENDERS AVAILABLE FOR I NATIONAL DISTRIBUTOR OF CHALLENGING POSITION : 
all occasion, weddings, banquets, advertising material requires Su- AMBITIOUS PEOPLE 
stags, etc. Shake and Pour Bar- pervisor for the Victoria area, 
tender Serivce, 388-6611, Extension Must have car or statonwagon. be Mum minion wnii.r 
!“ 5 - 'available late afternoons and eve- ^'Vion /Ss ^ ^*ndi 5 S d SlUSKSi 

r . --ningt. Also Saturdays. Have drv fo^salesoerson 0 who JlK* mSmtiS? 

5 extra games. „>5c per card j 20 LOST and POUND ,5f ■>"” ® <w5rR5KTS 

Minimum $30 I___ I worxjnq wun ano supervising 9 . 1 ns »n *>raii*n« 


a*. W.KOM C*B,NE ? AND VAN 


MONAGHAN WOOTJWORV 'JOHN LIEN CONSTRUCTION 
MUiN ALiriAIN WUUUWUKh General Contractor 479-7030 Resi- 

656-1631 


General Contractor 479-7030. Resi 
dent la l and Commercial and reno¬ 
vation specialists. 


s-unnoLt lomers ano comracr sruc -1 k tease aireci appnuauons, win 1 itibc neeve Awr» 
coers phone Unlcon Homes Ltd., supporting documents, by March ! p. J sr,' IT ,| B C p^ i aNU 
:86-0130. 25th, 1976, to: I r w 5 w .»! . 


CUSTOM | COAAMERCIAL RENOVATIONS A 
specialty, framing and custom 


LEADERSHIP QUALITIES ffi. MAN | 


SELL IT 


N. Weicker, 

District Superintendent of 
Schools, 

395 Wakesiah Avenue. 
Nanaimo, B.C. 


i'ARl TIME or 
TEMPORARY HELP 


.$39 lln. tt. Prompt delivery. 


. CUSTOM CABINET WORK 
Millwork. kitchens, vanities. All 
type* of custom casework. 

OLYMPIC MILLWORK 
Dlv. of Farmer Construction Ltd. 
388-5121 


1 develop 


excellent Income 


»**Tv ntiAnrTnr • LOST—MONDAY EVENING IN 1 oooortunitv Vr Sitra' Income it ,hro H 3 b our special advance com- 

£"^’i nY Ss 'SJ°Lrit-,"!i!25S 0 i ,en I3SS W h!SS»i5i •*<! wSSTSJi ^: ,<,n s ' ,s " ,m a,,d ,ear1 '' r «"«- 

--- i.«h —-- -- a— For fur1her | n(orma1lon Dlease caH wais. 

^een G 9 0 am and^^n be E «^'*nce Is not essential as vou 

iwe an t«.m, and noon. _ win be trained in our modern 


RETARDED CHILDREN 


WINNERS GRAND GUARDIAN 
council of B.C. International Order 
ot Jobs Daughters raffia drawn 
Feb. 28. 1976. First—F. Deacon. 
Chemainus Ticket No. 10658. Se¬ 
cond— H. J. Maxwell. Prince 
George. Ticket No. 21539. Third — 
Mrs. W. G. Palmer, Vernon Ticket 
No. 5899. Fourth—J. Paluck. Cran- 
brook Ticket No. 6645. 


Netball; Basketball 
Players 


and gold naw wool slippers. Any¬ 
one finding, please phone Collect 
247-9260. 


LOST: GALVANIZED AIR VENT, 
between Craigfiower and Tlllicum 
on 1 A to Thetis overpass. Contact 
477-3955 before 9 and after 4. 

LOST: IN GORDON HEAD COM- 
munity Hall March 6 . gold brace¬ 
let. great sentimental value, re¬ 
ward, 382-0742. 


LOST — FEMALE ENGLISH 
Setter, 9 months old, white with 
brown ears, tatoo(ng on right ear. 
.478-6926. 


LOST: MALE ORANGE TABBY 

_ 1 cat, Doncaster School area. 595- 

MEMORIAL SOCIETY OF B.C. I 4808. 

Lifetime Membership $5.00 
Brochure and full details 
from VICTORIA Branch 
727 Johnson Street, Victoria 
385-5214 (24 hour) 


LOST—MALE 7 MONTHS OLD 
tabbv cat McClure — Cook — 
Linden area. 383 - 5884 . 


PI 77 A pipman uac aki adcu ouoip-visupi metnoos. successful 
inatnr P full iim a "aItt. candidates will have an exciting 

ing for full-time pizza - spaghetti permanent career in our fraternal 
cook In one of Its restaurants. This; benefits society and be ellalble for 
Is a full-time position, 3 nights and our excellent oension plan, oroun 
2 davs per week and could lead to Insurance and very real promotion 
a responsible position to the right prospects, 
person. We are looking for a ma¬ 
ture, steady person with cooking For personal Interview please 
experience. We offer medical bene- C8II: * 

fits ond salary dependant upon w ._.- „ , r < 

qualifications. Apply In person Nanaimo, B.C. 754-6241 

Pizza Pieman office. 858 Esqui- _ __ 


FAST 


Throuah 


CLASSIFIED 


DIAL 386-2121 


ADVERTISEMENTS IN 
THIS CLASIFICATION 
MUST COMPLY WITH 
THE 

BRITISH COLUMBIA 
HUMAN RIGHTS ACT 


Carpenters 


F. J. CONSTRUCTION. ALL 
sorts of carpenter work, additions, 
alterations, finishing, framlnq, 
etc., private and commercial. Free 
estimates. Call Fred Jorgensen, 
j 642-3075. _ 


YM-YWCA REQUIRED PART- 
tima receptionist — accurate typist 
starting March 23 for Youth De¬ 
partment registration desk, wltn 
flaxebllltv to work additional traurs 
during peak periods. Hours Tuas- 


RESIDENTIAL HOUSE FRAMING 
— high quality construction at rea¬ 
sonable rates. Submit your plans 
for estimate. We also handle other 
aspects of carpentry. Phone and 
ask Herb 383-5118, 384-4055. 


VERSATILE, HOME MAIN- 
_ talner, carpentry, renovations, 
u*. V , £'!!?•' cabinets, painting, papering. Quail- 

Wednesday, and _Frlfcv. t 1-8 p.m., |,y *© rk . Reasonable. Adam, 


Saturday, 9-5 p.m. Apply In writ- vv J? r 
ing only before March 15 to the 383 ' 3090 - 
Aamlnlstretor, YM-YWCA. 880 expeRI 


ELECTROLUX CANADA LTD. 
requires 3 people, male or female, 
to serve our customers In the 
Greater Victoria area, also Lang- 
tord and Sidney areas. We have 


___FOUND IN FERNWOOD AREA Si™ c i l5, ?£^: s *, ho us ? our “ r 

Koc 5 * 1 -™ F"rfdav °.nd SW* ,i "" r W " h «S‘W. A n. *.15IS 

Saturday ‘onlv nm jnm i»h„ —------— money. For full Information or in- 

aaruraajr only, i p.m .-8 p.m. John- L0ST ANTIQUE SILVER WATCH terview please phone 384-2743 or 

1971 e.n- March 9 in th€ Bay Reward 384.4423. 

; 595-1768 


NOW OPEN 

Pocket Book Exchange. 2638 Qua 
dra. Tuesday to Saturday 12-6‘and 
' i « P.M. Thursday and Friday 

I'» < OMING EVENTS 

and MEETINGS 


FOUND OP AN fip - roAV AMH SERViCE MANAGER REQUIRED 

™ v * “ • ° - D s sjr,nra,p s r„t on M G u t, , T, 

fully qualified working mechanic 


white cat. Oak Bay area. 598-34 5 2 

21 HELP W ANTED 
GENERAL 

I)V1-:MTISKMKNTS IN 
THIS CLASIFICATION 
MUST COMPLY WITH 
THE 

BRITISH COLUMBIA 
HUMAN RIGHTS ACT 


STREET 

CORNER 

VENDORS 

WANTED 


!» SALES PERSONS 
and AGENTS 

ADVERTISEMENTS IN 
THIS CLASIFICATION 
MUST COMPLY WITH 
THE 

BRITISH COLUMBIA 
HUMAN RIGHTS ACT 


Courtney, V 8 W 1C4. _ 

A COMPETENT ORGANIST AND 
choir director is required by a 
local Victoria church. Senior and 
junior choirs. Position open Imme¬ 
diately. Please state qualifications 
and remuneration expected. 2 -man- 
; ual Casavant. This position should 
involve about 8 hours par weak. 
Please reply Victoria Press Box 

70S. __ 

WANTED TO CLEAN HOUSE. 3 
hours each Tuesday, Wednesday, 
Friday. $3.00 par hour. Call 
386-9650. 


Profitable 
Colonist 
Motor Route 


AVON 


REGINALD STONE 
Cordially invites you 
to his annual 
organ concert at 
McPherson 
Playhouse 
Mon., March 22nd 
at 8 p.m. 

Program includes organ se¬ 
lections. Guest artist Ruth 
Champion soprano. plus j 
organ duet and Old T>rne 

movie with organ accom- 1 A or jtdult is required to >... 

1 n . - deliver a motor route in the Wil- mum amount of supervision AddIv 

panymenl. Pickup compll-:<mson.|Flerur 6 aii A^a. Monlhly lo 372 Coronation Ave. Ooncf" 
mentarv tickets at P rof, . , 1 s around $175.00 per month Dhcne 748-3761. 

mi ut.cii y ucneu ai. f or hours of vour spare time - -- 

!daily. An ideal way to augment WANTPn imaaphiatci v 

sound OF music sales Svi": BS SBRSvS 

LTD. view. Dlease call Mr. J. R. Hunger nu.* Thl? n2ilt!?n 

1317 Quadra, 383-0239. Home ment < a» C 38 °' 1 4 i fn. ClrCUla,i0n DeDa^, ' e d 9e of company documents and 


Preference will be given to those 
who have had previous experience 

empfoy 100*6 or*more persons *Sa| D Bovs or q,rls - men ° r women, 
larv and fl commission^ommeivu ’ 1 some excellent and profitable sales 
rah? with SZK Phone r' 'options available for daily single 
1 Elias at Victoria Lawn Mower :ooy sa,es ' Yoor own mobi,e **'« 

Hospital Ltd 386-8338 for aDDoint supplied, free sales apron and 

merit ” ,or at>D0[n ' the additional opportunity to win 

1 -- 1 exciting prizes in sales contest. • 

We can set you up in a profitable 
I business. 

Call Mr. K. Wilson, Times Clrcula-! 
tion Department at 382-3131 or call 1 
and apply at 2621 Douglas St. 

I have an open territory in automotive mechanic ! 

nearl>v Fsnnmalt Intnrou 3 vear apprentice or equivalent I 
r,t>quman. interest- work e xpe rience . Knowledge In! 
ed? diesel-small engines desired. Valid 1 — _ 

('all toriav - \Ti«c drivers licence. Apply in person, BUSINESS DEVELOPMENT FOR 

3 M -7345 ' ' 5 ! 5 f ^, an s) 0ld ““"try R"' als ’ lease and S orive ° 

TOP SALARY 


LEASE AND 
U-DRIVE 
MANAGER 

Required by 
Suburban Motors 

- DUTIES INCLUDE - 


cvaCD , g ~ „ .. BANK OF COMMERCE RE- 

EXPERIENCED FINANCIAL quire experienced bank teller. 
statement typist required fer char- 478-5521. Cllll ... . . WITH 

tered accountants office. Company- Fu, J benefits Including cur* 

benefits provided including medical t 22 OFFICE! HELP renf 7 ,0<, ® l automobile. Automotive 

---* - '- • experience is not essential, howev¬ 

er sales and-or administrative ex- 


and group insurance plans. Appli¬ 
cant must be an accurate typist 
and capable of working with mini- 


ADVERTISEMENTS IN 
THIS CLASIFICATION 
MUST COMPLY WITH 
THE 

BRITISH COLUMBIA 
HUMAN RIGHTS ACT 


j perience would be helpful. 

ALL REPLIES CONFIDENTIAL 
SUBURBAN MOTORS 
3377 DOUGLAS ST. 
386-6131 


of the Conn Organ exclusi¬ 
vely. 

PLAN TO ATTEND!! 

LONDON 
BOXING CLUB 

\ BINGO 

THURSDAY 
Esquimalt Legion 
Early Bird 7 p.m. 
$40 PLUS 

No Games Less Than 

$20 

20th GAME 
$200 
EXTRA 5 
$60 PLUS 

Free Bus From 
Scotts on Yates 6:30 
Returning After 
Extra Games 


Avon Calling 


SALES 

EXPERT? 


searching procedures Salary REAL ESTATE SECRETARY RE 
S10-$ 13,000 annually. Write with 1 auired immediately for medium 
full resume and experience to Vic- si^e Victoria office. Applicants 

toria Press. Box 686 . must be totally experienced and ri®v* confidence In selling? ... 

~ — knowledqeable with real estate 0 * h, 9 h income? We have a 

EXPERIENCED CASHIER matters. Proficient typing, basic career opportunity for vou In our 
„ — Part time, auto supply store. 14 bookkeeolnq, pleasant personality sa, * s department of new homes, 

AVON CAN HELP YOU , hc ,V rs ., per week un,il Mav 1 st, then-arid telephone manner are Impor- > us «d homes and In near future 

ctadt CA\rTMr> a r- a tv ,ul1 ,ime Pcsslble. Prefer mature tant preoulsites. Excellent sur- condominiums. It you are aggres- 

T>l.\nx oAVUNU AGAIN- person. Able to handle Chargcx. rcundinqs and conqenial as- *'Y e ' b *rd working do not miss 

Soil quality products in l K25 M ’ dap? 8 ^ 5 - balance cash req- sociafes Please ^replv _ In con- t QPPpiTunlty. ^ Our company 
icarhy 


ister. post accounts "recViveabFe fidence to Victoria Press Box 640” 
Excellent ledoer. Full details and references 


offers salary plus bonus. Inventory 

_ __ ... _ ___—-;of new homes and used homes now 

'•arninpe (''all \Ti«« ninHnr Victoria Press Box 681. . , RECEPTION TYPIST for sale plus developed and un- 

arnings. L.an MISS iJinder, - Interesting position for 8 months, developed land for future sale 

I ‘>84-7343 T MANAGEMENT previous experience in dealing Applicant could be male or fe- 

_ ‘ ’__to assist in buildinq a new unit with the public. 3-4 years of Ice male, licenced or unlicenced, wlsh- 

HrtiKFifFrPFD lA/AWTcn rr.5 present Victoria branch | tackaround, typinq 50-60 wpm At- ing to make real estate sales a ca- 

h lahhr ri.itin-ari P rM.nri...T i . t A challgnolnq job in the life Insur- ‘ tractive appearance, could involve reer and earn above average in- 
!ir 9 mLr i Ur 5SSSSi*’ ? n , ce Salary, commission, some Saturday work, salary $650. ; come. Send Resume to Victoria 

!?T,T- r .Llt^afio nal ceje brity^ re -1 fringe benefits and expense ac- Drake Personnel, 1175 Douglas. Press, Box 668 . AM replies In 
man lartv fn r^r C ^'IS 00 ' 11 'Fr' ease c ° n,a ct Danny M^s- 385-3425. strict confidence. 

''Hansel and Gretel"’ ^ h8rm,,?q ,owy ' Norw,ch Union 1 t**-jw«i _ 


OVER $600 

In Prizes Last Week 

Leonardo Da Vinci 

BINGO 


195 Bay Street 

Every Thursday Nlqht 
5 Early Bird Games 7:00 

25c A Card, 5 for $1 00 
20 Requla/ Games 7 30 
6 Cards $2.00 


- home in m ’ PROGRESSIVE LAW OFFICE IN , f/ll IYC PADo.rv 

woods near Prospect Lake, beauti- WANTED, FOREMAN FOR DAY- Nanaimo needs experienced legal FABRICS 

»Li5f. , n a,e j roo , n l a , nd Rf 1 !?!* bath, to-day operation of small shellfish secretary in the field of cival l|ti STORE AAANAGER 

inHriu. 1 *Zy*.. A »K '■ buS| ness in Southern Vancouver Ration with emphasis on personal A great opportunity with on# of 

n(nlm»iinn Vifi , ? ,and J Salary $l,ooo per month miury. Career offered. Salary the largest fabric retail chains in 

Cnrrlnn ah oh * Van,on - 4351 P ( us 4-bedroom house. Please commensuraie with experience Western Canada. Must be capable 

Gordon H—d Rd. _ phone 985-8410 after 6 or reply Vic- Phone Roger Ball. 754-2361 or of organizing and directing retail 

PERMANENT NAIL OPERATOR " K ''’ _ ,W ' “ F ' d "' "> Na ‘ SSita 

rroulred. We «re looklnq tor some- VICTORIA DISTRIBUTOR HAS - -I COTaHvS (•bfk’and JltaL f. 

one expeneced in the applica- an opening for a rental, sales, ser- LEGAL SECRETARY FOR NEW j ^entiaT* pimm forward Lrlin-i 

tion of permanent nails, succesful vice trainee. Interested persons °”ice in Sidney ooening mid-Mav. to 5J«n* , 0 uS« 

applicant will be enthusiastic about please reoly In own handwrltlnq Aoplicants should have a solid a vr^f^'.ulr V 'n 2 r ?7 Ar ‘ 

buildinq their own business in a before March 16. 1976 to Victoria general law office background with » Vancouver, B.C. 

^^ 3 a 9 0nceP, ln baau,v ' Phone P r «». Bo* 692. nh^Ts^? ‘^^^‘olV Slid AUTOMOTIVE WHOLE- 

rMm S0N m JSn W0R ^ ,N stock , particulars to victoria Press. Box sale parts salesperson. Must 

room marxina and processing 680- >. . , . 

merchandise. Give work hisfn-y I bi eacamV —TTbb— . tieiiBtui-c 1 ** ab,e to OP 611 new «C- 

d p' r a .'^' ! 'S! A mS« counts hnsides spn-icing 

IjjL—_15SJE: «° 

JALES CLERK-MAN aqemfnt Salary dependant on experience ’ Victoria Press, Box 678. 

i?A inw L *° r ,arqe tourist oriented and qualifications. Please call- - - 

with md# ri^ a,arv r . comm * ns °rate, AArv_Crverjt^38^9756._ 2 saIes{)eople. must be bon- 

history and perMnal details pK SE ? VICl L ! NDUSTRY REQUIRES da Me. must be willing to 

reply Victoria Pres Bn* 7 ns 5e 'batore office Person experienced . __, , 

—-' _! in invoicing, accounts receivable, > "T>rk. cai and gas supplied. 

rCCOUNT A NT s . EXPERIENCED accounts payable and payroll tol group insurance Contact 
individual, income tax returns, , Jburnal balance, please reply Mat- * * 4 _ 1 

high salary and bonus. Offices if> d exoerience and salary re- Ml. Harold Jamison at Gar- 


Door Prizes and 
Good Nelqhbour Games 
Lots of Parking 
Concessions 

COMMUNITY 
AUCTION SALE 

SAANICH FAIR GROUNDS 
SAT.. MAR. 13, 7 P.M. 
ALL PROFITS GO TO IM¬ 
PROVE 

THE FAIR GROUNDS 


LJVE-IN HOMEMAKERS 
Opportunities for seml-retlred lad¬ 
ies to help their local communi- 

Kivttr c^ r,e s n E c s v?r E d s #d u b P v 

3ML6639 Mo nday E Frldayf 9-4:3 ^ ** 
ARTISTIC STUDENT TO BUILD 
and paint model houses. Must have 
some mechanical ability, iob pro¬ 
vides private James Bav accom¬ 
modation and has flexible part 
time hours during University sea¬ 
son, full time during summer. 
Apply Victoria Press, Box 666 . 

QUALIFIED SMALL ENGiTTe 
mechanic reauired by Victoria 
Lawn Mower Hospital Ltd. Prefer¬ 
ence will be qlven to those with 
rotory and reel mower experience. 

! Phone 386-8338, R. Elias 

COUNTER MAN 

I Experience in Construction equip¬ 
ment and buildinq technique, me¬ 
chanically inclined — a problem 

so'ver. ' ' “ 

tals. 


EXPERIENCED CARPENTRY 
renovations, decks, basement 
finish, additions, repairs, reason¬ 
able rates. References. 384-2323, 
386-6966. 


COMMERCIAL RENOVATIONS, 
sundecks, garages, end additions. 
Custom finishing, crew available. 
592-7013. 


ADDITIONS, RENOVATIONS, 
carports, etc. 20 years experience. 
Free estimates. Reasonable rates. 
598-4952. 


THE HEARTH SPECIALIST 
For fireplace facings and remo¬ 
delling, call 595-2574 days, 477-5822 
evenings. 


Gutter {’leaning and Repair 


Aluminum Gutters 

5'' CONTINUOUS In baked enamel. 
B.C. ALUMINUM 479-7121 


GUTTERS AND DOWNPIPES 
cleaned. Repaired, etc. Very rea¬ 
sonable. All work guaranteed. 
477-4908. 


repla 

14-1696. 


„ LO-COST 

Gutters cleaned, repaired, 
placed. Free est. 592-6273. 


Handymen 


FAIRFIELD FIXER 
Phone Jack for fast service. I'll 
come to vou! Automobile and 
small engines repaired and tuned 
electronically. Lawnmowers. roto- 

FARMER CONSTRUCTION I ni'J'Va'SS! °PlSS,Bi™ TlSWlJS 

D.,l»n - Renovation, onn 

patched. Burned out range ele 


388-5121 


OWEN'S CONSTRUCTION. RENO- ments. replaced, extra outlets In- 
vatlons, alterations, custom finish- stalled, washers and drvers hooked 
ing. For estimate call 383-7452. J?p. leaky taps f xed, ate. Small 

---icarpentrv iobs, interior painting 

FRAMING CREW AVAILABLE and wallpaoer. Quality work at 
shortly. 477-8990. reasonable prices. Free estimates. 

Phone 383-3385. 


Drafting 


ARCHITECTURAL DRAFTING 
and designing services; also colour 
Illustrations. 382-3959. 


Draperies 



Custom-Made 

DRAPERIES 


MINOR PLUMBING REPAIRS, 
clothes-line poles, gutter repair, 
also Interior and exterior painting. 
478-3167 or 479-8178 after S. _ 

HANDYMAN AVAILABLE. RENO- 
vaflons, small lobs, experienced 
loo house builder, phone for free 
estim ates. 386 -1904, 656-6 651. 

Home Improvements 

ALCAN BUILDING PRODUCTS" 
Almetco Dlv. 

«» say 5 HEATING,DOLLARS 
Storm Windows - Thermal Glass 
_ Alcan Siding 

Davs 652-3901 Eves. 652-2761 


PART-TIME BOOKKEEPER 
with general office experience. 

State qualifications. Victoria... 

Press. Box 6 30. _J ovations ’ and alterations. Refer- 

DAIRY CALF FEEDER NEED- Dav 388-6657, evenings 

ed. must live In Central Saanich 1595- 8416. 

area, call 382-7201, Monday ADDITIONS, RENOVATIONS, 
throuqh Friday carports, etc. 20 years experience. 

PART-TIME HELP REQUIRED P r ee «s f i maf „. R M50 nable rates, 
for downtown medical office. Some 
typing essential. Reply to Victoria 


Ut?!na E i^ N need^ R of EN srna?l bu l Choo>e ,rom oor ° re a f f abrlc »a - 1 

Custom eo?nte?s^ disoLv • e C t I 0 n . Drapes PROFES- i ^’^70 

SION ALLY MADE end IN- - 

Stand, shelving, etc. 652-2920. stalled in your home. 

EXPERIENCED CARPENTERS.! CHARGE IT 

Additions, renovations, and i Phono 0111 

finished basements. References.! rnone I I I 

Ron, 477-9354. 477-9676. I _ NO OBLIGATION 

HELP WITH YOUR HOME REN* I SimDSOnS-Sea TS Ltd. 

nvatinni *lt*rjitinni R»f«r. 


CABINETS. CUSTOM PIECES, 
room finishing, prefer small jobs. 


CHARY CONSTRUCTION 
SERViCES LTD. 384-2429 
Renovations — Repairs 


FEATURE KITCHEN CENTRF 
I 2610 Douglas 385-4971 

QUALITY WITH ECONOMY! 


the 


$?ay 


Press, Box 682. 


PART-TIME MEDICAL BOOK 
keeoer required immediately. Dr. 
Ann Coooer, 598-4553. 


OCCASIONAL BABYSITTER 
needed. Sooke, Kangaroo Rd. area. 
478-0593. 


THANK YOU FOR YOUR INTER- 
esf. The position in the YM-YWCA 
Coffee shop has been filled. 


RESPONSIBLE PERSON TO 
clean residence of private school, 
598-7631 or 388-6939. 


WANTED: BABYSITTER ON 

call for two small children my 
home. Phone 598-6282. 


30 SITUATIONS WANTED 


EXPERIENCED MOTEL MAN- 
aqement, man and wife team, In¬ 
terested in locating in Victoria or 
Nanaimo area, fully bondeble. ref 


FINISHING CREW CAPABLE OF 
finishing apartments, con- 
diminlums houses, etc. AvallSble 
for In or out of town. 658-8510. 


DRAPES 
and SLIPCOVERS 
CUSTOM-MADE 


CUBBON ON COOK 
We will blow in Celuflbre. For a 
FPEfc^ estimate call today. 


YOU'LL BE GLAD YOU WAITED 
for mv estimates and pleased j 
when the iob Is completed. Satis - 1 Made by our own expert seam- 
faction Guaranteed. 595-1901. stresses. Large selection of fabrics 

-SUN DECK?- ,0 choos# ,rom Use vour Bay Ac ‘ 

Have It built now before summer. 1 por 0 ' a frff estimate 

te Aieju.41 > •j”..." . esumaie 

385-1311, loca 244 or 246 


Call for free estimate. 478 - 0643 . 


phone 


SMALL CONSTRUCTION AND 
carpentry work, quick, efficient, 
reasonable. 478-6875. 


RENOVATIONS AND EXTEN- 
sions. cabinets and vanities, cap¬ 
tains beds. 478-3883 after 5. 


HARMONY DESIGN, SMALL 
iobs, repairs, custom. Reasonable 
rates. Estimates. 385-4945. 


GENERAL CARPENTRY, ADDI- 
tions, alteration, repairs, sundecks, 
drvwall, work guaranteed. 470-8894. 


EXPERIENCED IN HOME REN- 
w .... ovations. Free estimates. Jock, 

erences. Will be in Victoria March 598-7392. _ 

5-13, phone 382- 2415. | SMALL JOBS MY SPECIALTY 

EXPERIENCED Howi i 478-4705 


HUDSON'S BAY COMPANY 


HOURIGANS 


Floor Covering Specialists 

NOW SHOWING 
DRAPERIES 


PROFESSIONALLY MADE DRA. 
paries from vour materiel. 
477-6804. 


Itrenamaktng 


! F 0 « interior renovations. 

Vton Alt "miSSS In ir ,rn * , ' lma '* 1 - "■"» a71 ' S1TO - I MADE TO MEASURE 


vicing. 385-6595. 


ACCOUNTANT, OFFICE MANAG- 
er, presently employed in Calgary 
wants secure position of same in 
Victoria. Salary $1000 per month. 
Victoria Press, Box 712. 


LOVING DAYCARE IN A NICE 
clean home for three or four chil¬ 
dren over 2 veers of age on Rich¬ 
mond Rd. 595-6784. 


MALE NURSING ORDERLY RE 
quires fult time work, llve-ln situa¬ 
tion, References. Hospital experi¬ 
ence. Write P.O. Box 1771. 


FIREPLACE FACINGS, INSTALL 
dampers, chimney, stone, cement, 
bricklayer. Do repairing. Work 
quaranteed. 387-2648. 


PART-TIME HOUSEKEEPING, 
child cart position sought by col¬ 
lege student, phone 386-7907. 


BABYSITTING. QUALIFIED. ON 
weekends In Oak Bay area. 
595-8650. 


RESPONSIBLE GIRL WILL BA- 
bvsit alter school and weekends. 
592-3145. 


INSULATOR WITH 3 YEARS Ex¬ 
perience requires work Immediate¬ 
ly. Phone 383-3575. 


(Wocta and Linoleum 


BORDEN INSULSPRAY 
UF foam fills those cold heat 
hungry walls on your home. Call 
Victoria Foamco, M3-823 3 

PACIFIC COAST INSULATION 
and Roofing Co. Ltd. 656-1513. 

Janitor Service 

COMPLETE JANITOR SERVICE^ 
reasonable rates, quality work, 
commercial and residential for 
658*S444 #S,ima, * S ' phon * Dave, 
INTERIOR CARE, FLOOR 
Tues ti? Ff* n 3-9. wal " nfl ' 

landscaping 

BARKER 
LANDSCAPING 
LTD. 

[vice i, —since 1940- 

386-2401 Lawn specie!ists. Expert and con. 
—slderate gardan layout and shrub 
Placement - sketches — Ideas. 
Our expert stonemasons can build 
you anyth ng In rock or slate - 
walls, patios, pools or pillars - 
•* c - .For a free competitive es* 
tlmate, call 595 8323, T erms. 

' MARLEE GARDENS LTO 

Let our extensive knowledge assist 
you in .Planning vour English 


I 


HOURIGANS 

CARPETS AND LINOS LTD. 
FLOOR COVERING SPECIALISTS 
715 PANDORA AVE- 386-2401 


,,_ _ T .._. SKIRTS, 

blouses, dresses, suits. Reasonable 
j r ate. 386-1096. 

PARIS DRESSMAKER, SPECIAL-! Country, low maintenene'e or'Ja'pa- 
lizing in wedding dresses and ava- nese Garden. We guarantee all 
ning gowns. 38S-4783. shrubs, trees and lawns. For help- 

-MY 6M-3705° rmatiOn ' ,dMS ' * tC ‘' C8 " 

I SAANICH LANDSCAPING 
Concrete Landscaping. Stone work, 
I rock walls. Lowest prices. Free es¬ 
timates. 479-6490.^ 

- HARVEY LANDSCAPING, NEW 
lawn, design, lawn care. Fong 
j 479-7078, 384-8621. 


Dry wall 


Electrical Contractors 


- - ... OLDER HOMES REWIRED - NO 

stallation. $1.75 per yard. 20% off down payment. We finance through 
on all Items. 479-8821. 304 Old ! B.C. Hydro Plan. 

Island Highway. Wa will Install EDDY'S ELECTRIC — 385-7666 


vour own. 


JOURNEYMAN CARPET LAYER 
will lay your rugs. $1.75 per yerd, 
all materials supplied. Free es¬ 
timates. 1-vear guarantee. Call 
John. 382-5131. 


Excavating 


EXCAVATING, LAND CLEAR* 
Ing, road building, demolition, 
sand and gravel, equipment ren¬ 
tals. 24-hour service. Radio con- 

assruu: 

VSTs. Fr ” 3K -™‘ B o7„“c'& 


Carpel Cleaning 


MASTERKLENE SERVICES 
Announces a spring cleaning spe¬ 
cial! Your carpets cleaned by pro¬ 
fessionals, with the most advanced 
equipment, an average sized living 
WILL BABYSIT IN MY HOME, room, hall and dinette area 


week davs. 382-5994. 


33 BANDS. MUSICIANS 
and OICCHESTRAS 


RED ANGUS AND THE REAL 
Stuff. A band with a unique sound. 
Weddinqs, parlies and dances are 
out specialty. Phone 385-8594 or 


SCORPIO PRODUCTIONS 


Entertainment consultants — ar¬ 
tists management — booking 
agents — Frank, 382-5255. 


trroughout Victoria. Please apply ou' r «d to Victoria Press, Box 676. ,i pn r-;» v into 

in person 6 p.m. to 9 o m.. 16RO --! Qen LAUl ° 

Douglas Street INSURANCE • 

„ -- Clerk tvDlst. brioht with pleasant 

ELECTRON'C COMPANY RP- Personality. Previous experience in &~7~7 \A/^„I j SERIO US jt ROCK BAND RE- 

quires shipoer receiver, must be oener a | - commercial nr personal 'K// rPT VV^^K dedicated flulfarist. Brian, 

bondahle. provide resume in own I ,ines Typinn 48 50 wpm. Salary t CCrx ,385-3502. Trevor, 598-8582. 

handwriting to P.o. Box 1119 Vie- deoendinn on experience Drake for full or part time sales help vfd«atii f nsnMuca iccvc 

toria Personnel. 1175 Dounlas, 385 3425 demonstrating^ _«lectrjca[ eoqli- w^king baml. 592-7431 or 383-MM. 


cleaned for only $34.95. All work Is 
personally done and quaranteed. 
Cell Ken for an eppoinfmenf any- 
time after 4 p.m. 386-0648. 


DOUGLASS CARPET AND 
UPHOLSTERY CLEANING. Why 
do it yourself and chance shrink¬ 
age? I guarantee no shrinkage, 
and mv prica Is comparable. Also 
cigarette burns and carpet repairs, 
etc. For free estimates call Ron, 
592-9517. 


DOGWOOD CLEANING AND 
A6AINTEN ANCE 

Carpet cleaning specialists. Free 
estimates. 592-4157. 


demonstrating electrical aooli 

-- -- _ ances. Must be neat and have car. 

GUTTER INSTALLER Tr P executive secretary reoulred Call 385-4015. 

Mature reliable worker, handy '^mediately. Must have 3-5 years 34 

with fools. Steady iob. Driver's '“xoerierv-e in advertisino and oub 


Cement Contractors 


nij r. •» ..wis. 3ir«o« ion. ur ver'l auiti anu uuu- 

2920 BrWoS d «:treeV v Re °' • c W!! c t r . e d" ir ®d Send particulars ii c , r elatlons. Good salary Excell NEW REALTORS 

Br 'doe Street to Victoria Press. Box 695. Resllv investment C n rp 388-7733, i 1 ^ u r r\Lr\L I c/r\j 


PRERECORDED 

MUSIC 


LEO FRISS CONCRETE LTD. 
Curb and gutter, curbs, driveways, 
patios, steps, sidewalks, retaining 
; walls and concrete repairs. Com- 


vuc uawc Anr.,...Pr __ HarbouK Tnwers Hotel Penthouse Phone tor full details on the finest CU ? T 9 M .. RECORDING STUDIO merclel and residential 592-7334. 

SiUnrr E «.S! N S. 5 r. 5S5 i s ""* N ' ,,,s ’,S55!3»i,r?.S!Sd Si vC r p'on. du S!l c fii!" “ rvl “ • va " ab '*- l^djruzE -b«fm E nts. 

i_. m&piMM L E °t L ,. SESfCv G ««|j ^ndicmTofsouno I SfiSSw. jHESoj ' 0 ** 


Masonry 


TONY’S STONEWORK AND MA- 
sonry, retaining walls, steps, fire¬ 
place facings, sidewalks, etc. Rea¬ 
sonable rates Free estimates. Call 
anytime. 385-8235. 

FIREPLACE >ACINGS, INSTALL 
dampers, chimney, stone, cement, 
bricklayer. Do repairing. Work 
guaranteed. 386-2648. 

HAROLD ASMUSSEN MASONRY 
Chimneys and fireplaces, bar¬ 
becues, small repairs, etc. Free 
estimates. 478-5460. 


PAUL'S EXCAVATING, BACK- 

hoe with extended boom, hourly or 1 

contract, sewers, septic tanks, In- ulrtMA , _ w - 

staliations. free estimates. Cairui oh i v tH£V. / ii/^ S0NR . V 
anytime, 384-8982 Highly specialized In custom ma- 

--I sonrv work. 383-8220, 478-6152. 

PAUL'S EXCAVATING. BACK- -—-- 

hoe with extended boom, hourly or Moving 

contract, sewers, septic tanks, In- - 
stallations, tree estimates. Cell any¬ 
time, 384-8982. 


PEDERSEN EXCAVATING 
— beckhoe work and sewer Instal 
letlon. Contract or hourly. Free es 
Phone 479-5963. 


ROBERTSON'S EXCAVATING, 
450 Case, land clearing, bulldozing 
and backhoe. 595-8530. 


WE GO WHERE BIG EQUIP 
ment won't fit. Free estimates. 
Trask's Mini Excavating. 478-4784 


Fencing 


ALL TYPES OF FENCING — 
chain link, qood neiqhbor, picket, 
etc., or repairs, free estimates, all 
work quaranteed. 382-0982. 


, MEL'S MOVERS 

Local deliveries and household 
moves. Reliable service at reason- 
able rates. .384-2523. 


MOVING? 

Ca| l Hertz Truck Rentals 388-4411 
co mpetitiv e rates dally or weekly. 

Painters and Decorators 


'St il interview 0 °olea*e* D te ) |e e r * Dly VIci'Tla Press !W 

Dhcne 385-4463 10 a.rti. to 5 D.m. WOMAN TO LIVE-IN AND i«xt ___ 

FULLY EXPFBiFNrFr* niwturo ! 5 * m l’* nv alid ladv. room, board a 1 iijty to w«rk nn own initiative. 

co U „t L ^cr EX Vlc,?:^, CE F°„“I" B f ,r | UlS, ^. m 5 )5 ;S U, ’ ara,l<> "-. Iidaral ”» dl “* _ 

varian Dlnlnq room. For Inter- TYPIST-SWITCH BOARD opfra. 

c *l.l between 9-11:30 or 2-5, IRRIGATOR CENTRAL B.C. t^r. 5 dav week. Saturday work. 

| ranch, flood and sprinkler experi- Prefer mature person with several 
f nc * deeded 382-7201 Mon.-Fri. 8 : 30 , v ears office experience. Apply 
Standard Furniture Company. 


__ . CK 

BAY REALTY 


FLEA MARKET 

SANSCHA HALL — SIDNEY 
Pat Bay Hwy. and Beacon Ave. 
Sun., March 14, 9:30-4:30 p.m. 
Thousands of useful Items and 
treasures. Old end modern — In¬ 
terest for all. 

Admission 25c 
Reservation, 656-3082 


CANARY HAS ARRIVED 

it 756 Yetes St. 382-6444 _ 

SUBSCRIPTION RATES 
Wherever carrier service Is 
maintained, $4.00 per month. 

8v mall - Canada. $5.00 per 
month, . “ - 


1021 Pa ndora. 

MATURE HOUSEKEEPER FOR te , 

two. Good plain cook, good pay.! -— : —------ 

weekends off Resident preferred. RERSON REQUIRED FOR 1 INSURANCE CO. REQUIRE 

References. Apply Victoria Press, card and gift shop, full or part clerk steno In sales sunoort ca- 

Box 677. __|* ir ja- Reply Victoria Press, Box oaclty. challenalno position, with 

WOMAN URGFNTIY NpVnrn • ---- excellent possihilltles, olease »end 

to babysit 6-year-old son In kinder- FULL-TIME SALES CLERK reJ ra8ume ,0 Victoria Press Box 693. 


oarten. Weekdays 8-5. Within wark -1 auired for Ladles' Wear store l FGAL ^FCPETARY EXPERI- 
IS? ,5 lS . tance of Cloverdale School. I downtown location. Phone 384-3525 enced In litioation reoulred for se- 

595-5971 evenings. | C vn r .,^7;«- n '0 r partner. G~"d typinn and 

-— EXPERIENCED W A I T R E S S shorthand essential. —. 

HAIRDRESSER WHO WILL DO |wajter required 1 *r day shift, I 386 9021. 


INTERNATIONAL OIL COMPANY 
otters opportunity for hiQh income 
plus regular cash and vacation 
bonuses, abundant fringe benefits 
to mature Individual in Victoria 
area. Airmail President, Dept. 
AM. P.O. Box 70, Station R, 
Toronto, Ontario M4G 3Z6. 


LIFE INSURANCE SALES PER- 
son required Immediately, no pre¬ 
vious experience necessary, must 
be bondablc, excellent salary plus 
commission and frinqe benefits, 
ter appointment please call 
388-6681. 


manicures and pedicures, required apply Coffee Macs, 384-9547 

bv salon offering total look In- 

heaulv. 385-3389. 


'■QNVEYANC'NG 


• Dftn.oAn AUDIO SALES 

$800-5900. | we are looking for a competent 

_| sales person wltb proven ability. 

SFCRFTARY. ' Heat and _ personable^ Above 


SYNDICATE OF SOUND 
Parties. Weddings. Discos 

3S344B4I 


Cleanup Service# 


MILLS SOUNDS UNLIMITED, I BASEMENTS, GARAGES, 
dancing for all ages, 20 years band attics, yards cleaned and rubbish 


experience, 656-6295 ._ 

DENNYS CANNED MUSIC CO. 
$25 discount for limited time only 
on Friday night bookings. 656-tf85. 

WEDDING MUSIC. MC SPEC¬ 
IALIST. JAMES GURR. 478-2468 


WAYNE'S MUSIC, REASONABLE 
rates. Phone 479-4835. 


36 BUSINESS SERVICES 
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hauled away. Will purchase any¬ 
thing of value. Special rates for 
Old Age Pensioners. 

592-4477. 


PROMPT-EFFICIENT 
Yards, basements, heullna of 
debris. Complete lanitorlal service. 
Gutters cleaned. Call Larrv, 
477-8711 or 592-6131. 


_ NO CHARGE AND UP 
Two young responsible men have 
large truck. Basement, attics, 
composts, etc. Very reasonable. 
Bob's. 386-2451 anytime. 


Accounting Service 


QUALITY SHOE STORE RE-, 2838 Cadboro Bay Roed 
■yiires experienced manager In p 


WAITFR-WAITRESS. DAY SHIFT. I Must hfeve experience In a lawyers average earnings available. Apply COMPLETE ACCOUNTING SER- 
experlenced only. Apply In person | r Wce and qood typing. $750 plus. ; l l L p t rs, . on t°, ,h# m anager, Millers, vlc-i. Experienced accountant pre- 


726 Yates St. 


Vancouver. " victorfa, eSSSn and Il£® VS 'UW WANTED WEEK- 1 BOOKKEEPER ACCOUNTANT. R . E ?“' R .!P 

Realna. Victoria Press, Box 528 «* V n-^? ur h® 01 ®- Vic West area, previous evoerience required. Vic- b f. py h .■dy?L ,c a , j®9 aquipment firm, 

396-0305. toria Lawn Mower Hosoital. established territi 


h, $14.50 per 3 months. $28.00 ( P H A| ^, Y . CALF . PEEDEP C NEED ' CHEF REQUIRED FOR 300 SFAT ' 
4| i mo n th..__»B,00.» , r i vtar_ „„ „„ mJ!® j "J**"’*™* 1 ;. r J«U»» r JJt. ^leSa rlfll | R EQUI > 


toria Lawn Mower Hospital. 


Outside Canada, $12.00 

month, $35.00 for 3 months, $70.00, _ . _ 

tor 6 months, $132.00 per year. BARBER WANTEO PART TIME, 
SUNDAY ONLY i for Senior Citizen Barber Shno, 

Canada. 35 cents per copy, apply 836 Yates or phone 383-5788. 
$18.00 per vear. > after 5 p.m. 

Outside Canada, 60 cents Par! uTiBnBB«cBD- cab- aau/u 

Copy, $30 00 D«r veer . rlAI RORE55c R FOR DOWN- 

- ve8r "own. *ge 30-40. Please apply 

Annas Tavlor Beauty Salon. Phone 


REPRESENTATIVES 
Duncan, Chemainus— 
k Mr. HILTON HOLT 
Nanaimo 
Lake Cowlchan— 


746-6181 

753-7766 

749-31 


after 6. 598-1849. 

WANTED HOUSEKEEPER FOR 
elderly couple on Quadra Island, 
interview Oak Bav Manor Mr and 
Mrs. Francis Dickie 


reply REQUIRE PART-TIME TELLER 

_ i.on a dally basis, experience essen- 

EXPERIENCED WAITER OR [a*8'egM° n * aC * MrS Pharaoh at 

waitress wanted for nlqht shift , 0 88 VVM -__ 

P m. -6 a.m. Pho na 384-9547. PART-TIME RECEPTIONIST 

NEED RFLIABI p 'saavcittco needed, please apply in person 6 

for ISd RE L' A m B v L hom 8 e A »m. T d. E v R s ' P m >f P m " 1690 _ 

and evenings. Phone 3*5-3109. 

EXPERIENCED _ PERSON IN 

»"7S K v.j;. n ' , s,_ C0 " i M,M ’ 

FULL-TIME AND PART-TIME 
service station halo wanted 7723 
Douglas St. 


SELL IT 
FAST 
THROUGH 
CLASSIFIED 
DIAL 386-2171 


established territory with salary 
irom company in business since 
1946. J. R. Pipes Business Systems 
Ltd. 386-7728. 


A UNIQUE OPPORTUNITY WITH 
the Monarch Life Assurance Corn- 


other. Please ohone 384-0584. 


ESTABLISHED FIRM 
Requires Contract Salesman. Ma¬ 
ture and Bondable. Guaranteed 
Commission*. Reply Victoria Press 
Box 622. 


PORTRAIT SALESPERSON RE- 
auired. salary olus bonus. For 
mora^^ Information call Tom Pike. 


pares Financial Statements, Cor- 


FAMILY MAN WITH TRUCK 
needs work, will clean-up vards, 
basements, garages. Will also do 
demolition. 478-6054. 


A IV 9PM 477 ’ W8? - 9 1 ate 642-3057. 


Appliance Repair# 


RELIABLE FATHER AND SON 
cleanup services and painting. 
384-1705, anytime 


APPLIANCE REPAIRS, WASH-' DEPENDABLE CLEANUP 
r£tei d pK^' ►J» , nr V .* 5 in ^ e S 5 ^ n8 « b «f vards basements garages, attics, 

z£jfrzien>i?$is: pn ™ •" v,ima - 


AppralMiln 


CAPITAL GAINS 
Professlonai real astate appraisals 
for valuation or any other purpose 

p.r.i. 

D»X»fl Mac KIIloo R| (BC) F.R.I. 
Frank Beamish Realty LA 
385-5113 anytime 


VETERAN PENSIONER WITH 
pickup will do cleanups, odd iobs. 
385-7965. 


BASEMENTS, YARDS, ATTICS 
cleaned. Interior and exttrlor 
Painting. 38f2310, 384-7261. 


MAN WITH PICKUF — SMALL 
cleanups, anyflma. 388-6049. 


Moving, hauling*. C c?ean.up. *92-6773 


ISLAND 
DECGRATORS 
Painters Paperhangers 
Spray Painters 
Plaster Repairs 
Convenient Time Payments 
"183-9059 Eves. 382-1479 

and pattison 
PAINTING CONTRACTORS 
_ . LTD. 

or repaired. Very reasonable. I r^ture °^ SD SiZli SSff rl JSSH*”- 
«ll vwr> ju.r.rrtMd, m-mt. , T S x ;? r 5,r" n « inv i<* P»ln*"lnr$: 

Klwrlns and Bonding I»S?UAMbVi( E T ! Mint,"'.S'™ 1 : 

tals of all painters' equipment. 
J*rrns if desired Phone 384 0443, 
760 Bav St. 


FENCES BUILT OR REPAIRED, 
any style, reesonable rates. 
382-2732, 478-1050. 


ALL TYPES FENCING, BUILT , 


M & M FLOOR 

COMPLETE FLOORING CENTRE 
Hardwood, Carpet* and Lino* 

S 2 William St. 384-0343 

S:-- 


: 386-3078 0. 383-2581. 


Gardening 


HARVEY'S GARDEN SERVICE 
Pruning*, remove dead grass, 
moss, power raking, aerating gar¬ 
den maintenance. Fong. 479-7078. 
384-8621. 


ARBUTUS LAWN AND GARDEN 
maintenance. Expert pruning, 
landscaping. Free estimates. 
478-5498. 


TUDOR LAWN CARE 
Power raklnq, aerating, fertilizing, 
spraying and Garden Maintenance. 
386-2602. 


BROTHERS PAINTING 
_ AND DECORATING 
Free appraisals, cost consultant. 
All types of nalnflng. All type* of 
repairs. Commercial, farm, resi¬ 
dential. Lowest rates. Terms. 
Work guaranteed. 383-8112. 

DOWSON PAINTING 
CONTRACTORS 385-6042 
Residential, commercial. Ames Top¬ 
line Paint. Home answering ser- 
vice. Work guaranteed. 


INTERIOR - EXTERIOR 
Special low rates. For clean iob. 
Sejf-emploved. Phone Douglas af 


PAINTING AND DECORATING 
reasonable rates. satisfaction 
guaranteed Terms. 595-4905, 

479-2473. _ 

ARBUTUS I AWN iNn r 4 pnr« . B M B ' MINTING AND ROoT- 
maintenanr* mB co n, , r »ctors, residential and 

ron» C r*V»commercial free estimates, reason- 
lizing contract maintenance, ciaan able rates. 479 - 4547 . 

UP. 478-5498. 


I/AMUIIFT r ApncM A, .AVERAGE ROOM $35, INTERt- 
VANHUET GARDEN MAINTE-'or, exterior Guaranteed work 
nance, power raklnq, aeretlnq,'Free estimates 479^934 
pruning, hedge trlmmlna, etc. Rts- #l ' ^-a’ 34 - 

Idenflel or commercial. 595-4766. 


r MARLEE GARDENS LTD. 
Fruit frets, shrubs, ate., pruned. 
Lawns power-raked, landscape and 
gardan worfc. Ollnow 652-370 5 . 
KENS LAWN AND GARDEN 
Cara, gardan cltan-up, landscaping 
and malntanance, commercial or 
residential. 479-3773. 


TREE PRUNING, SPRAYING, 


INTERIOR AND EXTERIOR 
painting, decorating. Fra# e» 
tlm atas. 385-1239. _ 

PAINTING. INTERIOR AND Ex'- 
terlor, paper hangings bv qualified 
tradesman. 598-5931. 


FAST AND EFFICIENT PAINT- 
ar will palnf anytime. Free e« 
♦'mates J83-5638 or 302-9852 
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PROFESSIONAL GENTLEMAN, 
sincere, early 40's, 5'11", pood In¬ 
come. would like to meet lady 
similar age or younger. Must be 
sincere. State particulars. Victoria 
Press Box 667. 

WOULD GENTLEMAN' WHO~AN- 
swered Victoria Press Box 604 
please write aaain, leave name 
and address. Letter received late, 
unable to m eet. 

MAN. 25. WANTS COM- 
oanionshlp of fun loving unat¬ 
tached female of similar age 
Many interests. Victoria Press, Box 

703. _'_ 

GENTLEMAN SEEKS LADY 
companion from 35 to 45 with zest 
for life. Reply with some Informa* 
rlon. Victoria Press, Box 679 . 

NEEDING., RIDE FROM MET- 
chosin to Hljihrock School. Esaul- 
It. 384-1965. 
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CHANNEL ONE : It Is merely a coincidence that the 
black-dot recommendations below do not start until 1:30 
a m., long after jazz-violin genius Stephana Grappelli has 
completed his scheduled 8:30 p.m. concert at the Royal 
Theatre. I repeat, It s a coincidence—but I’U zee you at 
the Royal. 

Johnny Cash is coming back to U.S. network TV on a 
regular basis. Siz years after ABC cancelled his series. 
Cash has signed with NBC for a summer series from the 
Grand Ole Opry .. . Can someone help the Bishops of Vic¬ 
toria? They want to know the name of the Upstairs. 
Downstairs theme song and I can t help. Phone me, 
please, if you know. 

□ 

Bureau of Useless 
Information: Wednes¬ 
day's answer—You 
knew that Dooley (Sam) 

Wilson sang As Time 
Goes By in Casablanca, 
but did you also know he 
sang It Had to Be You in 
the same film? Well, he 
did. Miss Ilse, but don't 
play it again. Sam. 

Today’s question— 

Cornell Wilde was a 
fireman and an Indian in 
a movie called It Had to 
Be You. Name his 
leading lady in that film 
and his others 
Forever Amber, Leave 
Her to Heaven and 
Geatest Show on Earth. J-12-74 
I'll take two for each of “A» I wot toying, 
the last ‘wo films. this It Howard 

Answers Friday. Coi*l hgfg " 

Thursday highlights 

8:00 p.m.—A new special in the NBC Special Treat 
youth series, Papa and Me, replaces the cancelled Cop 
and the Kid and Grady-8. 

9:00—The KCTS pledge-week highlight tonight Is a 
Hollywood TV Theatre drama, The Hemingway Play, a 
four-parter about Ernest's life. With Mitchell Ryan, Alez- 
ander Scourby, Samantha Eggar-9. 

10:30—The CBC Him series Sprockets returns—2. 

12:340 a.m.—ABC is rerunning Bill Bizby Magician 
reruns in place of Longstreet reruns after the 11:30 Man- 
nix reruns. Got that?—4. 

CABLE 10—8 p.m., another special from a November 
land-use conference, this one on ownership: 7:00, Income 
Tax with open phones: 8:00. Interface; 9:00, Forces 
Beyond with astrologer Mac McLaughlin. 

Thursday movies 

12:45 noon—Skullduggery (fairish 1970 jungle adven¬ 
ture), Burt Reynolds, Susan Clark. Steady readers know 
the alleged humor here is usually patterned after the first 
movie but there is nothing funny about skulls, death, 
archaeology, jungles or Susan Clark—8. 

1:00 p.m —OSS 117, Double Agent (unfunny, un¬ 
interesting 1969 spies). John Gavin. Nor are cheap imita¬ 
tions amusing—11. 

3:30—Carousel (good 1998 musical, conclusion). 
Gordon MacRae, Shirley Jones. If I had Miss Jones to 
myself. I would laugh; but in amazement rather than 
amusement—5. 

9 00—Farewell to Manzaner (new Nissei drama, could 
be all right), Yuki Shimoda, Nobu McCarthy, Pat 
Morita—5. 

9:00—Submarine Command (corny 1961 William 
Holden). Now, submarines are funny because they make 
me think of Bob Newharr, who still wants his executive 
officer back—11. 

9:30—One, Two, Three (1961 Billy Wilder Iron- 
Curtain lash), Cagney and company Loud, fast and often 
• funny—12. 

11:30—Hot Million (poorish 1969 heist comedy), Mag¬ 
gie Smith, Peter Ustinov. I say poorish because that 
talent should be funnier—12. 

12:00—Madame Sin (1971 Bette Davis spy stuff). So 
hokey that it's funny, and it's also the last funny film of 
the day—2. 

12:00—Screaming Woman (good and scary 1971 
suspenaer), Olivia deHavilland, Joseph Cotten, Walter 
Pidgeon. Triple talent—6. 

12:00—Cry Rape (good 1973 court drama), Andrea 
Marcovicci. Especially good considering it was made for 
TV-8. 

12:30 a m.—Counterpoint (ridiculous 1969 war 
suspense), Charlton Heston, Max Schell. Hie one where 
the orchestra escapes the Nazis and I'm not stringing you 
along—7. 

• 1:30—Come Back, Little Sheba (still fine 1953 
lonely-people drama), Burt Lancaster. Terry Moore. If 
you're thinking of an acting career, the Oscar perfor¬ 
mance of Shirley Booth shows what you must learn-6 

• 1:30—The Big Knife (still fine 1955 Hollywood 
tragedy), Rod Steiger. Jack Paiance. Ida Lupino and fine 
support, especially by Wendell (Kiddie) Corey, who 
shows you how to underplay—8. 

NOTE: No radio highlights worth noting today 

•—Recommended. 



25 ft. 

33,99 Ea. 

CEDAR POSTS: All No. 1 
Grade Rough Cedar, 4”x4“ 

5 ft. 32.40 ea. 6 ft. 32.88 ea. 
7 ft. 33.36 ea. 8 ft. 33.84 ea. 
10 ft. 34 

WE HAVE A REALLY 
GREAT SELECTION OF 1" 
ROUGH FENCING CEDAR 
IN STOCK — Remember — 
we are your "CEDAR 
CENTRE FOR '76" 

LUMBERWORLD 
3955 Quadra St. 

On* block south af McKenzI* 

479-7151 
Open Six Days 
a week 
7:30 to 5:30 

C H ARGEX _ 

Home 
Lumber 

LUMBER SPECIAL 

H *rr|C* P#f ,000 1 B ! A 5 

H*m Stud* 1155 

Hem $149 

5x1 Utility Br il05 

PLYWOOD 

4x8-** Std. T-G $ 9.50 

4x8—H Uni. D. 4.9] 

4xi-V? Uni. 5. 

4x8-4* Uni. 6. 

4x1— 3 i Uni. D. 

4x8— V* Sanded D 

Cabinet Plywood 

HYPNOSIS 4X8-J4 L.c. Sen $3 

Stop smoking, lose weight. 1x12 K -D.St>ruce Shelving Lin. t 

sleep soundly, master emo-j GYPROC SPECIAL 

Price per 1000 


You may not have to be separat¬ 
ed 3 years to gat Divorced! 

1. No money down — monthly 
payments. 

7. include* lawyer's fees. 

3. Your divorce can begin Immed. 
for further Information call 

Victoria Offlc# 

383-6724 

210-620 View St. 

Chargax, Master Charge welcome. 


SERVING 

VICTORIA. LADYSMITH, 
DUNCAN 
DO YOUR OWN 


FIND OUT HOW. For free bro¬ 
chure and copy of Divorce Act, 
phone 386-9617. Typing service also 
available. Victoria Divorce Service 
Ltd. (Authorized Independent dis¬ 
tributor for Western Dlvorcervlce 
Ltd.) 


2x6-6' 2 BTR. t 
2x4-8' 5 BTR H 
1x10 M-R Shlplap 
2x4 Std. BTR. Hi 
2X4 


CEDAR SHAKES AND SHINGLES ! 
Buy direct from mill. Certified. 
Delivered. Phone mill 647-5425 any 
lime or 592-2100 between 5 and 7 

CEDAR SHAKES FOR SALE. 18” 
cottaqe shakes and 24” tapers. 
Call 478-0533. Anytime. 


MUSICAL 
INSTRUMENTS 

Guaranteed 

Trade-Ins 

By one of our specially 
priced nylon string guitars. 
$59. Complete with 100% 
guaranteed trade-in. 


MUSIC CENTRE 

1315 Gov’t. 


Div. Mullins Marine 
2781 Mlllstreem 478-8831 

Left off hwy. at Waitarn Speedway 
Peeler Licence N umber D-00366A 

BIG BORE KITS 

and Hl-Performance cams for Ke- 
wasakls and Honda* now In stock 

POWERTOWN M.C. 

384-1219 _ ztj Grenvlll. 

FREDERICK 

SUZUKI - BMW 
Repairs — Service to All Makes 
516 Queens D.L. 13590 383-0823 


AUTHORIZED DEALER FOR 
SANGSTER BOATS ON SOUTH¬ 
ERN VANCOUVER ISLAND. 

All Models in stock from 18*25 
powered by Mercrulser I.O. 
CLEARANCE ON EVERY BOAT 
IN STOCK. 


SAVE 


tions. eliminate nervous ten¬ 
sion. break negative habits. 
| Lecture service available. 
Professional hypnosis by ap¬ 
pointment only. 

Alpha Centre 59.5-4022 

MAILING ADDRESS (PRIVATE- 
ly owned) near city centre, will 
shortly be available for those on 
long welting list at G.P.O. similar 
terms, Inquiries to B.K.R, En¬ 
terprises at Box 1813 G.P.O. Vlcto- 


■ Gvproc 
' Flrastop 
' Flrastop 


$ 85.00 
$ 95.00 
8110.00 


NEED HAND BILLS OR CIRCU 
lar letters printed on a regular 
basis? Why not taka a look at our 
Rex Rotary mlmeo and stencil cut¬ 
ters as low as $850. We have some 
used ones as well Grelr's Business 
World. 385-1511. 


SAANICH PENINSULA GUIDANCE 
Association. Parents skill training, 
family counselling, marriage coun- 
stlllng. Individual counselling. Need 
to talk over a problem? 
656-1247. 


INSULATION 

Price oer 1(. 

R7x2'/i" Flberglas $ 72... 

R 12x3' a" Flberglas 170.00 

R20x6" Flberglas 205.00 

STUCCO WIRE 

16-16" 

NAILS 

plus 3'/4 CW 

ASHPHALT 
SHINGLE 

210 Wt Salt Seal lit SO 

SPECIAL QUANTITY DISCOUNTS 
ON VOLUME ORDERS 

DELIVERIES made ANYWHERE 
on VANCOUVER ISLAND. Before 
you buy COMPARE OUR PRICES. 
For QUALITY, SERVICE and 
-.ANTEED SAVINGS. Phone: 


SPECIAL 
Wurlitzer organ, 
model 4373 with 
Orbit Synthesiser 
and all goodies. 

Top condition. 
$2,995 

SOUND OF MUSIC SALKS 
LTD. 

REGINALD STONK 
MANAGER 
1517 Quadra St. 

.583-0239 


385 ' 972 8 l' Y 0 ^ H V° c C c C S n R New 18' Taxada, 120 h.o. ..... 

frail excell#nf CC eandluon* 10 ' ,ul1 camper top. New 

! 479-2748** Her *4 *30. cond,,lon ' ,,so -1 ^^R^adrunner trailer, ^ i 16’ VANGUARD Runabout 


VESPA 
tested, 

4 79-8717. _ 

75 SUZUKI T500 180 MILES. 2 
helmets, new $1700. Sell for $1400. 
Cash 656-5837. 


Complete Package 

EXAMPLES ' I 

New Sangster 20' Weekender, Full 
camper toi 
cruiser I.O. 

WAS $10,900 

__ NOW $9,399 

147, j YAMAHA » MINI. ENDURO, «•» 


noed condition, 700 miles, asking' Vl ru , full 

$400. 479-5945. ; Mercruiser I.O. P 


$400. 479-5945. 

BROOKLANDS MOTORCYCLES 
Harley-Davldson — Honda 
937 Fort DL-3324 383-5926 


1973 YAMAHA 360 ENDURO. LOW 
mileage, excellent condition. $800. 
385-8536 after 6 p.m. _ 

1942 HARLEY DAVIDSON. COM 
pletely rebuilt. Phone 652-1658 be¬ 
tween 5-7 p.m. 


1974 750 YAMAHA, IMMACULATE 
condition. 6800 miles, $1500. Phone 
479-9158 after 6 p.m. 


ARE YOUR EVENINGS EMPTY? 
Our new dating service mav be 
vour answer. Personal, confiden¬ 
tial interview. For Information 
write Escort Services of Victoria, 
853 Caledonia. 


cTu GUAR) 

and BufLDING M S B U E p R PLY 
47 S86 A S?4 ERS ^7?1°- 


MUSICAL INSTRUMENT 

‘Where Good Music Begins" | ^ ,7v ' xi.»LV«^ 
1108 Blanshard S* 386-8475 J’ 7 , 4 YAMAHA SOO^ 


VIC HIGH GRADS 
and Local Merchants. Vic High's 
100-year souvenir programme needs 
ads. Contact Gerry 477-0329, 
deadline April 2. 


FALCON GYMNASTICS SCHOOL 
for girls is offering a 10 week 
spring session for beginners aged 
8-12 years. Call Marta 477-5981 or 
after 5 p.m. 383-2354. 


FOR THE NEW BUSINESS MAN 
you will need an office copier, we 
have a great selection from only 
$229 Grelr's Businass World 
385-1511. 


bon. pickup and delivery $15.95. 

3 6-9685, 384-0912, 9 a.m.-? p.m. 
orwood Enterprise*. 



BUILDING SUPPLY CENTRE 


JUNK CARS HAULED _ 

residential property, $7. Capital 
Regional Board. Project SAM, 
478-7811. 


RELIABLE DRIVER WILL DE- 
llver your truck (approximately 24 
ft.) from Toronto to Victoria. 
478-0450. 


LADY HYPNOLOGIST — STOP 
smoking, lose weight, self hyp¬ 
nosis. By appointment only. Alpha 
Centre—595-4022. 


ENTREPRENEUR'S MUTUA L 
backscratch club forming, call 
598-2940 noon-midnight. 


MRS. PAYNE-JONES TRANS 
medium. Questions answered. 
386-3603. 


INCOME TAX PREPARED YOUR 
borne. By appointment. Mrs. Gale 
384-7419. 


36 BUSINESS SERVICES 
and DIRECTORY 

Painters and Decorators 

NICKS PAINTING AND 
DECORATNG 
Interior and Exterior painting and 
repairs and paper hanging. All 
work guaranteed. Free estimates. 
595-1783. 


BUSINESS SERVICES 
and DIRECTORY 
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EDUCATION 


Permanent Coatings 


TRASK'S MINI EXCAVATING. 
Free Sewer estimates. Fast end 
efficient service. 478-4784. 


THE ESQUIMALT PRE-SCHOOL, 
e co-operative pre-school has open 
registration for 3 and 4 year olds, 
for information pleas* call. 
-• 4746 or 385-7037. 


WHITE STAR electric heat¬ 
ers plug-in style with self- 
contained thermostat 
24”—1100 Watts $39.99 ea. 

46”—1500 Watts $49.95 ea 

DIMPLEX 
Oil-Filled Heaters 
from I 28” 750 Watts $89.95 

33”—1000 Watts $99.95 

Unsanded 

PLYWOOD Cuttings 
6”x87”x%” 49c ea. 

12”x96”x‘%” $1.49 ea 

15”x8’7”x%” $2.49 ea. 

22”x85”x^” $2.99 ea 

Orange Pcefinished PEG- 
ROARD Hopsack Finish 
4’x8’x!4” $1.99 per sheet 

Olympia Vinyl ASBESTOS 
Floor-Tile 
4 patterns only 
19‘/ac sq. ft. 

4Kx4% CERAMIC TILE 
Two patterns only 
79c sq. ft. 

BUDGET PLANS - 
CHARGEX 

Open Mon.-Sat. 7:30-5:30 
400 Gorge Rd. E. 386-3211 
STEWART & HUDSON Ltd. 


TUTORING PROFESSIONAL 
help by experienced teacher. 
French, math., new and old meth¬ 
ods. 598-2331. 


WHY PAINT 

When you can have Duratex fori 
about the same price. Check and 1 
compare. 

386-9313 


OAK BAY TAILORS 
Tailoring, alterations ladles and 
men Quality leather alterations. 

1826 Oak Bay Av*. 598-4131 


Tree Service 


Plasterers 


PLASTERING, STUCCOING. TEX- 
turlng old and new celllnqs. re¬ 
pair*. Fred Blanchard and Sons, 
656 4211. 


COLEMAN PLASTERING LTO. 
Lath, Platter and Stucco, 598-343 3. 
STUCCOING, PLASTERING, AL 
taratlon*, reasonable. 479-4779. 

Plumbing and Heating 

DAVIDS PLUMBING 
For repairs, alterations, plus 
drains. Call 384-2012. 


RELIABLE PLUMBING AT THE 
right price, new construction. 
477-8831. 


Repair Service 


SEE FAIRFIELD FIXER UNDER 
Handyman, or phone 383-3385. 


CEDARDALE TREE 
SERVICE LTD. 

Large shade and ornamental trees 
scientifically pruned and sprayad. 
TREE REMOVALS. Stump chip- 

flRep.) Charles Cowi# 385 9931 


MOUNT VIEW TREE SERVICE 
Everything In tree*. 

Big or small, we do 

them alt. 4/4 3873. 


TRAVEL 



Roofing and Siding 

7T&~r roofing - 

Cedar shakes, free estimates. 
656-3264._ 

PUFF THE ROOFER’S 

Shaking up a storm. Contract la¬ 
bour. 384-4904. 


WARDAIR 1976 
CHARTER FLIGHTS 

ONDON 

’RESTW 


tESTWICK 

AMSTERDAM 

FRANKFURT 


FROM $389 
FROM $394 
FROM $409 
FROM $419 


Our previously advertised flight to 
Hawaii was Incorrectly advertised 
as being available from $229. We 
apologize for any Inconvenience. 

IMMEDIATE CONFIRMATION 
on Flights from 2 weeks or as long 
as 3 months. 

Phone 384-7121 

BUDGET TRAVEL 


MANDER TRUCKING 
Agricultural sawdust-hoo fuel and 
bagged sawdust, 479-7629 or 
■177-5053 

GOOD DRY MIXED FIREPLACE 
wood, $32 per cord. $18 per half 
cord. 382-9859 

EXCELLENT ALDERWOOD FOR 
sale, $45 per cord, V? cord. $25. 
delivered. Phone 385-2802, 478-3954 
DAVIES BROTHERS FUEL, 
Alder wood, $28 j>tr pickup load. 
Delivered. 642-3057. 


KA 2 MANUAL ORGAN WITH 
. f THMN , $995. BERNIE 

PORTER MUSIC, 725 CALEDON- _ 

LA-..QP?N .9j**-’ „^ON.^FR.I t 1 1974 HONDA CB 360, 3,000 MILES. 


n F n R v£F Asking $850 598-5266.' 


382-9542. 


AUTOMATIC 1 MUST SELL HONDA 350-4 IMME- 
ARMONY. RE-, dlatelv. Phone 477-3498 for details. 

& ER 4¥rnIe B ^OOR ! TE V R A MUs'ic' ^INI-BIKE — GOOD CONDITION 
--- -■' -“ONIA OPEN 9-30.9: - and tube*. 385-8630 . 

da bit cue /fug 9 o D 3 p 74 YAMAHA 690, FARING ETC, 

PARK FREE ON ‘THE PRE- $1800 Evenlnos 478-7440 

MISES. DOWNTOWN NEAR THE ' C anmq> - _ 

"BAY”. 382-9542. | 78 BICYCLES 


SPECIAL 

Yamaha GC 33 model classical 
guitar, in excellent condition, $195. 

Hall-Fairfield Music 

728 Fort 385-3307 


RENT TO OWN 

PIANOS AND ORGANS 
GLEESON MUSIC CITY 
829 Broughton 
(near Royal Theatre) 
Parking at Rear — 388-9632 



Russ Hay 

On Govemmart 


Gibson Marauder; Gibson ES 125 
TC; Mann L6 style, Mann left 
hand Les Paul style guitars; Fand-1 
er Marshall and VT amps. 

SOFT SOUNDS 

2031 Oak Bay Ave. 598-1524 


2542 GOVERNMENT ST. 
Between Bay and Hillside 
The Leading Bike Shop 
384-4722 

MASTER CHARGE 
TRADES WELCOME 
CHARGEX 

Open Mon.-Sat. 1:30-5:30 


MUST SELL 

Haqstrom Bass, less than a year 
old. Gibson Triumph Shlppina 
Case, new ($40). Roto Sound 
Strings and strap Included. $275 or 
offers. 478-5903. 


KASINO 16-CHANNEL MIXER; 
Fender Telecaster; 18-Inch Good¬ 
man Speaker In cabinet; 2 PA col¬ 
umns; Sunn Concert Lead Amp; 
Emporador Guitar, 383-3518 or 
384-0084. 




I IMPERIAL 

UTERIALS US 


Jh faMui 


WANTED TIMBER 

FELLED, BUCKED or STANDING 
Fir, Cedar or Hemlock 
TOP PRICES PAID 
Ideal Sawmill Ltd. 3854)441 


WANTED SECOND GROWTH 
Timber, top prices paid, 5 acres or 
more F.T.S. Logging Ltd. ph. 
anytime. 


743-2408 collect anyt 


or felled. Top prices paid. 388-5704 


65 BUILDING 8UPPLIES 


Cubbon 
on Cook 


PRE-HUNG DOORS-sacondS $19.95 
GYPROX 4x8-»* 7.49 

CELUFIBRE per beg 4.49 

CERAMIC TILE 1" per sq ft. .67 


CONTRACTOR TO YOU 
PRICKS! 

CERAMIC TILE from 79c so. ft. 


METAL BIFOLD DOORS 
'a off suggested list. 

_TRA SPECIAL — Dozens of as¬ 
sorted size MIRRORS, some with 
slight defects. SUPER QUALITY 
mostly 5mm. Float. LOW, LOW 
Prices. Example I6"x60‘’ with 
bevel edge $13.95 ee. 


Master Charge — Chargex 
2955 DOUGLAS ST. 
386-1401 
STORE HOURS 
Mon.-Frl. 8-5, Sat. 8-12 
Member of Victoria HUDAC 



MOOR* WHITTINGTON 
LUMBIR LTO. 

1814 BRIOOB ST. 


DOORS 


1 GUILD JS BASS 2. PRICED 
for quick sale. $290. Complete 
Sound source bass svstem, $non 
new; sacrifice for $800. 592-7169 
after 6 p.m. 

BA& LADIES' 


WAS $7242 
NOW $6349 

Clearance on Used Boats 
22' BAYLINER 
20' REINELL 
16' WONDERCRAFT 
15' GLEN L DESIGN 
14' FIBREGLASS 

Trades Welcome 

100 PER CENT 
FINANCING 

O.A.C. 

2360 Beacon Ave. 

SIDNEY 

CALL NOW 

656-1105 

BRUCE LOCKHART. Mgr. 
382-6315 

Double Eagle 

14', 16', 17', 18'6", 20', M' 

Canaventure 


PACKAGE DEALS our specialty 
Authorized JOHNSON, OMC dealer 

Bob Whyte Marine 

SALES AND SERVICE 
2226 Harbour 656-6421 


FIBERFORM 

- 120 h.p. Mercruiser 
T.O. 

Road Runner trailer 
-Camper Nip 
$4995 

BAYLINER 
runabout 

— 70 h.p. Johnson elec. 

—EZ Loader trailer 

$4695 

’ REINELL hardtop 
-165 h.p. Mercruiser 
I.O. 

-Standup camper back 
$5995 

Good Selection of 

USED 

OUTBOARDS 

All makes and models 

382-8291 


WESTPORT 
YACHT SALES 

FETURE BOAT 11 
VEGA V SLOOP 

Swedish built and very high quali¬ 
ty. Race-rigged with many extras. 
All reasonable offers considered. 


2 WHEELS 
ARE BETTER 
THAN NONE! 

W* have NEW transportation for 

'wli s kSsT. V0Ur ln5ur8nc * incr#8se I COME IN TODAY 
3-speeds from $66.951 and SEE A 

10-SpeedS from $85.00 , TXTT . c nz-v a to 

10% OFF CCM — Children's bikes, i GREAT LINE of BOATS 
coasters, 3-speeds and 5sp**ds. j ancl MOTORS-CHRYSLh R. 
ESQUIMALT OAK BAY BICYCLE _ 

1215 Esquimalt Rd. 381-671? VICTORIA LAWN MOWER 

i^OakBayAva 598-4in| and MARINE 

814 JOHNSON 386-8338 


FOR SALE: 120 _ _ 

accordion. White. Only used _ „ 

taklno lessons for 1 year. $375 new i Government. 
— sell for $225. Case and music 
stand included. 746-4098. 


BUY. SELL. TRADE 
No middle man. deal direct with 
qualified, mechanic, save 50% on 
labor. Expert buckled wheel tru- 
Ing. New, used bikes, all sizes, 
lowest prices. Skate sharpening 
“ cutting, small welding. 
Sun. 12-5. 384-5514. 

‘ idustrU 


50c. Key ci 

HE 'cV 


Reno Industries) 2519 


JUKE BOX. SEEBURG 100. 
Ideal for rumpus room etc., good 
worklnq order with records, $400. 
478-4248. 


ONE GIRLS MUSTANG, AGES 
477*3881> n * b * 0lnn * fS b,k# ' ° ,rl5 ' 


BOYS 5-SPEED APOLLO STILL 
under warranty. $85. 478-5184. 


FOR SALE. DYNACO POWER 
amo. Dvnakit pre amp. Two 12” 
soeakers. Excellent for beginner, 
477-6383. 


FULL SET ROGERS DRUMS, 
aood cvmhels, carrvino cases, 
make me an offer. 598-1010, 9-12, 
1-5. Tues.-Sat 


10 SPEED SEKIHE USED 
twice. $135. Immaculate. 384-0788. 

8:) BOATS and MARINE 

’bosun v s~yacht~ 
BROKERAGE 




VAN ISLE MARINA 

FUEL DOCK 

Vacuum pump oil change. Com¬ 
plete line of filters and accessories 
for all vessels. Sharp and Calorflx 
neatars $42.95 up. Open 7 Days a 
week 8-5. 

VAN ISLE MARINA CO. LTD- 
Tsehum Harbour Box 2130 

656-1138 _ Sidney, B.C . 

INTERLINE FORWARDER 27' 
wood ketch, equipped for crulsina 
,liveaboard. dacron sails, Volvo die- 
;sel. $15,000. Phone Courtenay. 
■338-8881. 


453 HEAD ST. 383-3324 

24 Hrs. 

24' FIBREFORM Baia commond 
18 8 Mercruiser, hyllraullc 
steering, very clean $13,900 
23' HOURSTON 240 h.p. Chrysler 
Volvo. R.T., head, galley. Sea 
gull, hr. meter $11,900 

24' BAYLINER OFFSHORE H.T. 
(75) loaded, low hours $13,900 

OPEN 7 DAYS 
(AT WEST BAY MARINA) 

"It you've never deelf with us 
You've really missed the boat" 


DOUBLE EAGLE 

Camper Top. <v.«. wiper. 
1200 lb. E.Z. 1/isder. 40 
H.P. Mere. ML S33fl9 
16' Camper Top w.a. wiper. 
1600 lb. E.Z. Loader, 50 
HP. Merc Elec. S4560 
16’ Hardtop, built in tank, 
w.a. wiper. 1600 lb. E.Z. 
Loader 50 H.P. Merc 
Elec. 64906 

17’ Camper Top. BI. Tank, 
w.s. wiper, 1750 lb. E.Z. 
I/iadior. 65 H.P. Merc. 
Elec. S5999 

MERCURY AND HONDA 
OUTBOARDS 

MULLINS MARINE 

SALES LTD. 

382-1928 382-4315 

925 Yates St. 

CAST IRON 

STOVES 
Wood and Coal 
NOW IN STOCK 
at 

BCSUNS locked up 


580 Johnson St. 


386-1308 



HAMMOND PIPER AIJTOCHORD 
organ. Complete rhythm section. . 
Perfect condition, $1100. 384 65681 BOAT 

6-8 P.m. 

R FGTROHOMF ORGAN TWO- 
manual, built - In Leslie soeakers 
»nd Rhvthm Master, like new, 

$950 479-4766 after 5 p.m. 

MUST S(?l I EFT HAND GIB 
son qultar FS335 and vintage tend¬ 
er amo. both $500 477-8708 

HOFNER BASS GU'TAR WITH 
rase excellent condition, offers. 
479-1374. 

FOR SALE, PPFSTIGF TRUM- 
net in mint condition. Firm, $130 
598-4952 

WILL SELL SPINET MODEL 
nroan with oercussion and bench. 

$595 . 382-9547. 


2 15' CLINKER CABIN BOATS 
with Briggs and Stratton engine, 
YOU ARE CONSIDERING $600 each. 1 15' clinker open boat 
PURCHASING OR SELLING A, with Briqgs. as is, $250. Brentwood 


CONTACT DON OLLID ! Boat Rentals, 652-1014. 
There is some mooraqe available C n» cai p i(y«< 
b"» «'n« One, 7 day. . 


NEW 1 PAIR OE ALTEC P.A. 
horns, drivers, crossovers, boxes. 
Included RPM. 384-5521. 


HAMMOND ORGAN STUDIO 
WE SELL DUALITY 
Phone 388-9177 


GRAND PIANO, 7' CHICKERING, 
romnletelv reconditioned and 
finished. $3,900. Phone 598-2202. 


GOOD PAVFN GUITAR FOR 
sale, $75. 382-9660. Ask for Wade. 


BOSUN'S 
MARINA LTD. 

10775 MacDonald Park Rd., 
Sidney, B.C. 

Box 2001 656-5558 


NATIONAL 
Boat Sales Ltd. 

2060 WHITE BIRCH ROAD 
SIDNEY. B.C. 

NEW AND USED 
(604) 656-3966 

GRAND BANKS, ALASKAN 
OVERSEAS 

FISHER MOTOR SAILERS 
BROKERAGE 


. ... _ _ ALUMINIUM 

boat house, wired for electricity. , 
fresh water tap at door, includes 
moorage till August 1st. 76 price. 
$2,450. 478-5620. 

17W DEEP VEE K AND C SOFT 
top. 140 horse power with 100 hrs. 
trailer, good moorage available. 
656-4454 davs. 656-2069 evenings. 

12,000 LB. CUSTOM BOAT TRAIL- 
ec. carry up to 30'. Has 8000 lb. 
lift. Warn winch. $3,500. *56-5403. 
9338 Lochslde Dr.. Sidney. 


DEALERS FOR 
GLASPLY 
K & C AND 
NOR WESTER 
SAILBOATS 

385-1451 


LITTLE BOAT TRAILERS 

W* specialize In Dinghy* end Car-! 


HARBOUR MACHINE LTD. 

AAARINE ENGINES 
New — Used — Gas — Diesel 
Engine rebuilding general ma¬ 
chinists. Propeller renalrs and 
modifications. Aluminum and steel 
welding, repairs and fabrication. 

31 Erie St. 383-655.6 


'75 24V»* 

command 
656-2661. 


FIBERFORM 
many extras. 


1975 22' ODAY SLOOP, CRUISING 
equipped. Reasonable. Phone after 
6. 479-9288. 


New ShoreLand'.. - 

Farm at raduced prices. 

ALL BAY MARINA 

2238 Harbour Rd. 
Sidney 656-3167 
tk 


27' DOUBLE END DAY CRUIS- 
er, dlehel overhauled. 383-1282 or 
656-5214. 


24' BOAT, NO POWER, $600 OR 
trade for truck of equal value. 
384-5550. 


12' ALUMINUM BOAT, FAIRLY 
deep. $250. 16' wood and canvas 
canoe, new paint. $150. 642-5347. 


4STRING CLASSICAL GUITAR, 
new strings. $30. 652-2966 


jli" osr jfl ft 

COMPOST BOXES 4'x6' 
Concrete INCINERATOR 
Clear Pina DOOR JAMB 


.91 

13.95 

14.95 

7.24 


PIANO FOR RENT 
| month, ohone 477-5018 


PER 


Victoria's door headquarters 
AM types — entrance, or* hung, 
pocket door frames. 

•nci* ItUmT•* *my Sriim** cl,,r " 1 JAPANESE G.UIT4R. AND AMP 
victoria's only complete: 
lW?N H UF^-«' f - 


... GL.. ... 

I excellent cond ition 1273, 995-6 803. 
*an<T‘MILlWORK FENDER TELECAST! R NFAR 
NO PLAN*. ly new, $300. Phone 386-7907. 


SURFER BOATS 

If you are shopping for a 24' boat 
you will be surprised at how little 
it costs to own the bast. 

R.F.C. MARINE LTD. I 

2270 Harbour Rd.. Sidney 
656-5591 


newly rebuilt, tx 
( 598-7653. 592-0258. 


oiler, mop. 478-08 70. 

AT WEST BAY 


18' SANGSTER CUDDY CABIN. 
140 h.p. Merc., Inboard-outboard, 
complete with many extras and 
heavy duty E-Z loader trailer with 
surge brakes and electric winch. 
$8,500. 477-6440. 


ZODIAC 

CZAR of all thr 

INFLATABLES 

in stock at 
B.C. INFLATABLE 
BOAT CENTRE 
1208 Wharf, No. 105 
383-3225 

Div. Oak Bay Marine 

BANK 

REPOSSESSION 

25' TROJAN Express cruiser. 1973 
model, 225 Chrysler marine. f?00 
hours). Must be sold Immediately. 
$16,900 

SIDNEY MARIME 

ASSOC. 

656-5591. 2270 Harbour Rd 
SIDNE Y, B.C. 

BOATERS! 

Sea our large display of appli¬ 
ances, plumbing and electrical 
supplies. 

S. J. PEDEN LTD. 

2855 Ques nel St._386-3464 

FOR SAFETY SAKE 
Radios - CB - VHF - SSB 
Sounders — Flasher — Chart, Sales 
| — Service and installation Ball 
and Shemilt Electronics Ltd. 1 
West Burnside Rd. 386-9 414. 

39 FT FG KETCH 

. ___ to Cruise — good live 

rollers In Kit aboard. An exceptional value at 
$45,000 or reasonable otter. For 
full Information phon# John at 
385-2600. 


Open 6 davs 


Closed Mondays 


TAIHOA 

Beautiful deep sea, gaff heated 
cutter, 38Vg ft., wood, full head 
room throughout, bilges bona dry, 
Glmbaulde propane fridge and 
stove, oil heat, many extras. This 
ship has been beautifully main¬ 
tained and ready to go anywhere. 
For appointment 684-1658. 


TILL I CUM FURNITURE 


Chrysler Outboards 

See us for Salas-Parts— Repairs 
KEN PRASING EQUIPMENT 
478-9313 800 Goldsfream 


CANOE COVE 
YACHT SALES 
Sidney, ».C. 


'37 CLASSIC DIESEL CRUISER, 
excellent condition, $24,900. 
598-2166. 


18' MAHOGANY-GLASS . OUT- 
board. Needs oalnt. Ammv. 
; 592-7733, (386-7721, leave message) 


Nov, m«kM complr.^traller. and crulw or llv. .toe d, 

boat cushions. Any size or shape., 

Full selection of materials avail-1 
able. Free estimates. 478-0522. 

23' FIBREGLASS CABIN CRUIS )7'6" GLASSTRON TRIHULL, EX- 
«r Merc, cruiser Inboard outboard 1 cellent condition, many extras 
engine, $8,500 or will take part j 652-3644 after 5. 
tr.d. IMI‘ In- CAL 1». -75 4 HP, INVENT® 

ry in very good condition, $5500 
383-5152. 


WANTED: 500-800-LB. BOAT 23' B LICENCE TROLLER S500 384-1463. 
frailer. 112- 743-5382 after 8 p.m. Phone 112-758-7603 


PORTABLE DEPTH SOUNDER. 20’ REINELL 155 OMC LESS tilt —. 

$125. 192-3404. 'than 150 hours. Phone 658-5129. I cellent, $700 or offers. 384-5765. 


THORNES. 9.5 JOHNSON, 
boom trailer, oars. 

• offer * 


J 
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88 BOATS and MAKING 

/*r>\ 

GOLOSTREAM MARINE! 

vr 


Dealer For 

EVINRUDE Outboards 
ROADRUNNER Trailers 
K and C Thermoglass 
HOURSTON Glasscraft 
MERCRUISER 
OMC 

PARTS and ACCESSORIES 

SPRING TUNE-UP 
NOW 

Phone Jim Dempster 
Shop Foreman 
COLDSTREAM 
MARINE LTD. 

2994 Jaeklin Rd. 478-8391 

16' FIBERGLASS BOAT HAS 50 
h.p and canopy too, plus water- 
skiing equipment, asking $1,850 or 
otters. New wheel bearinqs and 
boat trailer. 595-4487 daytime. 
382-9880 alter 5 p.m. 

LIVE ABOARD HOUSEBOAT, 
(not a powered vessel) 14'x24' all 
cedar, 2 storev. electric hot water, 
l bdrm., $15,800. Phone Duncan 

748-2379._ 

44' TROLLER, DIANNA ISLE. 'A' 
License, fully equipped, like-new 
condition. Any reasonable otter 
considered. 642-595 0. 

16’ 'SAILBOAT. FIREBALL 
class, spinnaker launching tube, 
good shape, $1125. Phone 598-4093 
alter 4. 

1974 LONGSHAFT ELECTRIC 
start 9.9 Johnson with tank, $650. 
Can be seen at Bosun's Marina, 
456-5558. 


93 CAMERAS. SUPPLIES 98 
and PHOTO FINISHING 


THIS WEEK"S SPECIAL 
GAF l-es $309.95 

NOOTKA PHOTO and BOOKS 
Humboldt across from Empress 
382-5241 


96 RANGES, STOVES 
and FURNACES 


STOVE, MODERN. WHITE, 30" 
wide, perfect working condition, 
very clean. $100. 385-1401 days. 


MOFFAT COPPERTONE RANGE, 
self cleaninq oven, excellent condi¬ 
tion. 478-2723. 


MCCLARY 30" CONTINUOUS 
clean, coppertone, nearly new, 
$185. 598-3505. 


30" VIKING STOVE. WHITE, IN 
good working conndltlon, $80, best 
offer. 385-0494. f 


FURNITURE 


MATTRESSES 

WHY NOT 

buy your spring tilled mattress di¬ 
rectly from our factory, good qual¬ 
ity at a reasonable price. 

6-INCH LATEX 
FOAM RUBBER (All Sizes) 
posture zone support, clean, hv- 
genic, doesn't sag or lump. 3'3" 
$109; 4'6", $139; Queen, $179. 
IMMEDIATE DELIVERY 

GREGG FURNITURE 

2300 Douglas 388-7365 


TV. STEREO. RADIO 
SALES and SERVICE 


MISCELLANEOUS 
FOB SALE 


TV ond STEREO 

742 FORT . 383-7104 

1 only Sanyo AM-FM 8-track 
player recorder, Including head 
phones and stand $399.95 


I only Panasonic 20" colour T.V. 

$599.95 


1 only Sanyo 20” T.V., colour, push 
button tuning $449.95 


1 only Hitachi 20" colour T.V. 


CLEARANCE OF ALL 
RECORDS AND 8-TRACK 
20% OFF 



MISCELLANEOUS 
FOR SALE 


21' FIBREFORM SAN JUAN 
cruiser, full galley, head, sleeps 5, 
140 Mercruiser, excellent condi¬ 
tion. 748-1524. 


MUST SELL BY WEEKEND. 1975 
4 H.P. Evinrude motor plus tank, 
3 hours use, excellent condition, 
$350 firm. 382-3492 after 5 D.m. 


VILAS 

GENUINE VILAS FURNITURE 


716 


BUILD YOUR OWN PRE-CUT 
Canadiana Furniture. Now anyone 
can build beautiful furniture — it's 
easy because It's already pre-cut. 
Prices start at $65.95. Write for 
Free Colour Catalogue. Colonial 
Times, Dept. BC8, 500 Albert St., 
Waterloo, Onf. 


SPORTING GOODS 


CERTIFIED DIVERS — Take part 
in the N.A.U.I. 3 part advaced 
diver program. 

1— Sucba Dronze (diver resuce 
award) Instructor Wayne Roqers. 

2— Marine Environment Instructor 
Jim Cosqrove 

3— Light Salvaqe and deep diving 
Instructors Dan Hall and Garry 
Jensen. 

ONLY offered throuqh 

FRANK WHITES 
SCUBA SHOP 

832 Fisaard_ 185-4713 

WE BUY GUNS 
FOR CASH 

See us for all your shooting needs. 

"RoktUOKi. 


CHESTERFIELD. HIDE-A-BED. 
Mediterranean divider, end tables, 
coffee table, upholstered high back 
rocker chair, 5 chest dresser, etc. 
595-8689 Sat.-Wad. 9 a.m. to 7 p m. 
Thurs. and Fri after 4 p.m. 

ANTIQUE FURNITURE 
Oak hall stand, marble topped 
tables, Loc table, setees, 3 chairs, 
plus hatch cover chair, colonial 
barrel stand, cast Iron burner, 
paintings, 479-3401. 


BEIGE MODERN STYLING LO- 
veseat, $100, sofa $150. Maple bed¬ 
room suite, dresser, bed head and 
bed end, plus box spring and 
mattress. $150. 479-1055. 


CAPRICORN FURNITURE 
Better selection of quality house¬ 
hold furniture. Factory to you at 
substantial savings. Phone any¬ 
time, 656-6305. 


FURNITURE LOOKING DULL? 
Freshen It up! Will strip and re¬ 
finish most wooden furniture. Es¬ 
timate free. 595-8494 days and eve¬ 
nings. 


SIZE CAST AND BRASS BED. 
complete with mattress and 
springs $150, or best offer. 


BEAN BAG CHAIRS 


1307 Broad St. 


LEARN SCUBA DIVING ON A 
iou se taught by professionals. 
Rlmpac Divers Ltd. offer comolete | 
and comprehensive training for 
;.afe diving. Get full details from. 
Ihe shoo at 9818 5th St.. Sidney. 
Phone 656-6313. Book earlv, these 
courses are very popular. Next I 
course starts 15th March. 

16' KC THERMOGLAS BOAt 7~40 1 
h.p. Joohnson outboard, Roadrun-! 
ner trailer, 1600 lb.; Beretta BL4 
superposed 12 qauqe; Scotty 
downriaqer; fly reel and rod; 
lady's 5-speed. 477-6626 after 6. 

WINCHESTER 20 GAUGE SHOT 
gun. pump, with extra barrel, full 
choke and modified. Like new. 
$180 . 22 semi-automatic with vari-1 
able scope, $75. 478-7467. 

3000 P.S.I. NAVY, MK.I. ALUMI- 
num tank, Aqua-lung Calypso, IV, 
regulator, deluxe pack and boots, 
$275 or offers. 478-3897. 

MUST SELL, MEN'S WET SUIT, 
36"-38" chest, 5'10" height, good 
condition, $150 or best offer 
•■'77-0021._ 

72" HOYT PRO-MEDALIST, 36 
lb. bow, complete with stabilizers, 
Killaln sights and arrows, like 
new. $325. 478 -2872 ._ 

FOP SALE — 2 PELLET 

rifles, one with scope, 384-4093. 


CHESTERFIELD AND CHAIR. 
French Provincial style. Beautiful 
pair. Sliqhtly worn. NDP. $250 
Socreds $500. 477-8851 
CHESTERFIELD AND CHAIR 
385-3429 double bed. radio-record player 
combination, tri-lamp. 595-7591. 


8' SOFA AND CHAIR, HIGH ARM 
style, brown and gold olaid. ex¬ 
cellent condition. 384-5250. 

BROWN LEATHERETTE COUCH 
and chair, good condition. Phone 
656-2684. 


MEDIEVAL STYLE BAR GLASS 
top coffee table of same style. 
385-8171 after 4:30_ 

TEAK DINING' ROOM SUITE, 
round extension table and four 
chairs, $150. 477-9989. 


GREEN, GOLD, WHITE PIN 
striped sofa and chair, $200. 

478- 4058. 

CUSTOM BEDS, 'CAPTAIN'S $110, 
Mates, si 10; bunks, $90. Delivered. 

479- 7400. 


$85-2435 


Kurniture-A[>pliances 

1821 COOK 

RENTA 
COLOR TV 

($19.95 Monthly) 

(Min, .'l Months) 
BLACK AND WHITE TV 
$10.00 per Month 


GOOD USED 

TRADE-INS 

Spotless 2-pc. Spanish sofa 
and chair, $199.88 

3-pc. Spanish coffee table, 
end tables, as new, $139.95 
Good condition 24” electric 
range $G9.88 

Dining table, 1 leaf, wal. fin, 
$99.88 

Rumpus room coffee table 

$14.95 

Viking console stereo AM- 
FM with phono $159 

25% of slightly marked dble, 
Q.S. headboards. 

SMART SHOPPERS MAKE 
THE •‘RITE-BUY” AT 

BUY-RITE 

Furniture and Furnishings 
Lower Level of the 
Sayward Bldg. Corner 
I Douglas and View Sts. 

704 View 385-4744 


RENT 

BRAND NEW 

COLOR OR B-W T.V.s 

B-W from $9.95 per month 
Color from $18.95 per month 
FAIR DEAL SERVICE LTD. 
Mastercare Maintenance Service 
for Admiral and Maqnavox 
3454 Tlllicum (at Burnsidel 
385-7423 385-2836 



BUTLER BROTHERS 

TV RENTALS 

1720 DOUGLAS STREET 
385-3832 



ELECTRON 

383-5432 

100 W. Burnside 


Modular 4 20” colour TVs 
with remote control Special 
at $579. 


NEW AND USED 

Complete bedroom suiles from 1 
$199.00 to $599.00. Queen size bed¬ 
room suite complete $399.00. Single 
beds, $59.50 to $195.00. Bunk beds 
$229.00. Chests of drawers $32.50 to 
$149.00. Hide-a-beds $149.00 to 
$398.00, 2 pc. chesterfield suites 
$99.00 to $589.00. Recllner and 
swivel rockers, $159.00. Wooden 
rocking chair, $62.50 to $119.00. 
Duncan Phyte drop leaf table, 4 
chairs, $199.00. Gate leg table 
$89.00. Set of 4 dining chairs 
$199.00. Kitchen set 3 DC $39.50 to 
$49.95. 5 DC set $69.00 to $99.00. ? 
pc set $149.00. Persian pattern 
rugs, 8'xll' $119.00 to $179.00. 
Hoover washer spin-dry $89.00. 
U5V clothes dryer $159.00. Vacuum 
cleaner $24.50 to $79.00. Quadra¬ 
phonic component stereo, $299:00. 
tse your Chargex. 

PANDORA FURNITURE LTD. 

New and Used Furniture 
1050 Pandora Ave. 383-6319 


PLAY-MOR CUSTOM MADE BIL- 
bard fables and Play-mor 6 games 
shuffleboard. See them made. 
BUY DIRECT - FROM FACTO¬ 
RY TO YOUI No middleman — It 
makes sense, you save dollars! 


Rent or Own 

FROM 

CITY CENTRE TV 

OPEN 10 A.M. — 10 P.M. 

6 DAYS A WEEK 
3970 Shelbourne 477-6971 
Next to K Mart in the Mall 


MTorrs 

MOREHOUSE 

STORE 

749 View St. 

MICROWAVE 

OVEN 

Demonstrations 
HARKNETT FUEL 
2333 Government 
384-9381 


PHILIPS RECEIVER, IS WATTS 
RMS per channel, less than .1 per 
cent disortion. Extra special 

$199.95 

ATLAS STEREO and TV 
763 t ort St. 385-2712 


C.B. RADIOS 

Sales and Service. BALL & SHE- 
MILT Electronics Ltd., 1 West 
Burnside Rd. — 386 9414. 




BARGAINS 


Used Furniture 
And Appliances 
We Also Buv 
Free Appaisals 

3460 Quadra 384-3152 


93 CAMERAS, SUPPLIES 
AM) PHOTO FINISHING 


T\ . SI EKRO. RADIO 
SALES and SERVICE 


RENT 


Rent a new Sharp Linytron colour 
TV by the week or month. 

COLORTRON 

3180 Harriet 383-9113 


MOVING SALE 
HUGE SAVINGS 

PENTAX SPOTMATIC II 18 
w case Sale $219.00 

HI-TON PHOTO 
SUPPLIES LTD. 

Box 750. Chemainus, B.C. 246-3311 

Many Top Quality 
Used Cameras and 
Accessories In Stock 
Bill's Photo Supply 

1672 Douglas 383-7443 


SPECIAL 

$39.95 - 8 TRACK 

CAR STEREO 
Exoert Installation Available 
B.C. SOUND & RADIO SERVICE 
931 FORT 383-4731 


AUDIOCRAFT LOUD SPEAKER 
systems. Introductory offer, model 
number Vp601, 2-way system, 12" 
woofer, 3" tweeter, 40-18,500 HZ, 
25 watts RMS. Special $139.05 pair. 
Model VP701 and VP801 in stock 
as well at ELECTRON TV SALES 
AND SERVICE, 100 BURNSIDE 
W, 383-5432. 


RENTALS 
TAPE MACHINES 
Reel to Reel Library 
HUDSON'S TAPE CENTRE 
1543 Fort St. 598-6811 

ODen Friday Till 9 


THE ACES’ 


ON BRIDGE 

fev 

nu a. conn m. 

Tf AM CAPTAIN 


AKAI 920 AMPLIFIER, AM-FM 
receiver, dual 1200 turntable, 2 
Prolinear stag* 5 speakers. $699. 
382-5379 6-9^P.m. 

AM FM STEREO RECEIVER, 
$175; turntable, manual, $125; set 
of sneakers, $50. 382-5142 before 5, 
382-7927 after 6. _ 

TWO SPEAKERS 3'X2'X«' $500; I 
Lecon power-pre amp $650; Kraco 
car cassette $50; various cassettes 
$2-$4; Two Shure stylus. 384-2028. 


HASTINGS 

MAJOR APPLIANCES 
RECONDITIONED 
90-DAY WARRANTY 
Dryers, washers, ranges, re¬ 
frigerators, dishwashers. 
386-7734 2100 Douglas 


See a complete selection 

SWORDS, BAYONETS, 
DAGGERS and 
MACHETES 

At 


1307 BROAD 


385-3424 


21" RCA COLOUR. NEW Pic¬ 
ture tube, one year warranty on 
tube, $195. 385-8198. 

19" COLOUR PORTABLE, NEW 
picture tube, one year warranty on 
tube, $245. 385-8198. 


26" ZENITH SPACE COMMAND 
remote control colour TV. ex¬ 
cellent condition $.150 . 382-4 6S6. 

COLOR PANASONIC 21" 
screen, 2 years old, minimal use, 

$500 firm. Phone 592-0017._ 

GOOD CONDITION $350. PRO- 
linear speakers, Garrard turntable, 
ultra amp., AM-FM radio. 592-4174. 


INVENTORY CLEARANCE SALE 
Reconditioned cash registers 

25% oft 

Reconditioned Manual and Electric 
Typewriters 25% oft 

Used tile cabinets — 4 drawer $69 
City Office Equipment 
386-8396 


MISCELLANEOUS 
FOR SALE 


Panasonic 

Colour TV 

Sales—Service—Rentals 
DON'T SETTLE FOR LESS! 
Buy the best and reduce the costly 
service ceils! 

No Down Payment 
Free Delivery 
Bank Financing 

All Panasonic colour sets reduced 
10% off fill March 31st. 

8" Panasonic colour special $359 
14" Panasonic colour special $491 
18" Panasonic colour special $522 
20" Panasonic colour special $567 
(9 more 20" sets to chose from) 

»" Panasonic colour $711 
(7 more 26" sets to chose from) 
shop earlv for good selection 
Panasonic 19" colour (used) per¬ 
fect condition, $349 full price, as 
low as $14 monthly. 

Viking colour T.V. (used) $149 full 
price 

Hi-Fi Equipment 

SPECIALS GALOUR ON TEC- 
NICS. SANSUR, AKAI 
receivers. speakers, lurntables. 
headphones, cassettes, 8 tracks 4 
channel and stereo eaulpment. All 
at reduced prices. 

Stereos 

10% off all Panasonic stereos In¬ 
cluding 4 channel with or without 
tape recorders. 

Also several good buys on used 
stereos from $99 

ELECTROPHONIC STEREO BAR 
(new)) AM-FM radio. 8 track, 
tape player and turntable, clear¬ 
ances prices $439 (limited quanti¬ 
ties). 

No Down payment 

$16 monthly 

Microwave Oven 

(Panasonic only) 

NE 5300 w-as $450 special $399 
NE 6450 was $600 special $549 
NE 6700 was $680 special $599 
NE 6700 was $680 soecial $599 
NE 6600 was $770 special $693 
two free cookbooks Included with 
all models 

Car Stereos 

Panasonic 8 track soecial from 
$59. Car cassette from $94. Pana¬ 
sonic discrete AM-FM end 8 track 
4 channel car stereo regular $270, 
special $239. 

Sewinq Machines 

SALE-SERVICE—RENTALS 
(quality reoalrs to all makes) 
SPECIAL—white open arm super 
deluxe stretch stitch sewing ma¬ 
chine model 888. regular $470; on 
special for $339 (save $131) $14 
monthly. Yes, we take trades. 

Used Kenmore portable electric 
$39 full price; one year guarantee. 
OPEN 10 a.m. to 6 p.m. DAILY 
Thursday and Friday to 9. 

Independant Buyers 
Discount Service 
Ltd. 

939 C Esaulmalt Road 383-1780 


m TRADERS 


SAVINGS ON APPLIANCES 
24” electric range, choice 
Harvest Gold or A vac ado, 
$219.95; Admiral built-in 
dishwasher, $299.99; Admi¬ 
ral 16 cu. ft. upright freezer, 
$419.95; Admiral custom 
18-lb. washer, $369.95. 

EASY TERMS 
j FULL WARRANTY 

Open Nightly ’til 9 
Phone 388-6264 
715 Finlay son 


OWNER MOVING. PORTABLE 
Kelvinator dishwasher, $250; Ken¬ 
more matchlnq washer and dryer, 
$250; qold hlde-a-bed, like new, 
$200; double size dresser, $35; 8' 
rose floral drapes and matchinq 
twin spreads, S50; complete set of 
leather craft tools, $50. All appli¬ 
ances excellent condition. 595-0130 
after 6 p.m. Monday throuqh Fri¬ 
day. 


RUGS LOOK "New IT'S SO 
easy with RUG-MATE stain re¬ 
moving rug shampoo. Rent electric 
shampooers for $2.00. 8 hours, plus 
materials. Also Hero Airless spray 
units, sales and rentals. Clark and 
Pattison,760 Bay St See our ad 
under Painters for other supplies. 


SPANISH CHESTERFIELD 
suite brand new $395, hide-a-bed 
like new $195, large modern fridqe 
$195, apartment size fridqe $80, 
chrome dinette $65, 9x12 qold car¬ 
pet $45, student desk $22. painted 
dresser $25, reel to reel tape re¬ 
corder $85, TV $15. 479-7984. 


STUDENT RATES 
Manual $12 per month 

Electric $30 per month 

25% off first month when rented 
for 60 days or more. 

City Office Equipment 
386-8396 


MAYTAG PORTA WASHER and 
PORTA DRYERS — both pluq in 
and ready to use. BUTLER 
BROTHERS, 383-6011, 1720 Douq- 
las. 


1 PR GIRLS SKATES, SIZE 6Vi. 1 
Bar Stool, Matchinq coffee and 2 
end tables, 18" book case head¬ 
board vanity dresser and bench, 1 
mantle clock, 2 table tri-lites, 3- 
china figurines, 1 piano bench. 
477-2073. 


BUSHNEL SCOPE, UNDERWOOD 
typewriter, baby scale, stroller, 
Gendrum baby carriage, Craiq 
tape recorder, baby back pack, 
plappen, good shape, reasonable. 

65 6-9087. _ | _ 

UNIVERSAL TRADING CENTRE 
584 Johnson. Upstairs Warehouse 
Bargains. Tools, furniture, an¬ 
tiques. curios, glasswear. oletures. 
stereos, cameras and lewellerv. 
383-9512. We Buv, Sell and Trade. 


AUCTION 

GALLERY 

We buv, sell or consign. Apprais¬ 
als for all purposes. ESTATE 
SALES and LIQUIDATION SALES. 
Imedlate pickup of your goods. All 
Items sold same week of pickup. 
NO WAITING! We have our own 
trucks. 

VICTORIA 

966 YATES ST. 386-8448 


WRINGER WASHER, $45; BLACK 
and white TV, 17" portable, $60; 
old easy chair, $5; table lamp, $5; 
Motel View Royal, 301 Island High¬ 
way. 

BRAND NEW MOROCCAN 
ruqs, 100% wool, hand mad# with 
Parlslenne design. Asking $600. 
383-5188 before noon. 

USED HARDWOOD FOLDING 
chairs, $2.95 each. 10 tor $25. Capi- 
and ’M2 Store St. 

385-9703. 

KROEHLER 3-PIECE BEDROOM 
suite, solid wood, boxspring and 
mattress. Exercise bike, 20" Tlf- 
fany lamp ahede. 388-5851. 


Ahddk 
Fareitare 
Strippers Ltd. 


CHESTERFIELD. VANITY AND 
mirror, chest of drawers, dogs' 
travel crate, bird cage and stand, 
drapes. 598-1780 attar 5 


LATHE TOOLS, WOOD, CHISELS. 

W/nd Saw Co., 617 Chatham st. 
385-5500. Open Sit. 


356 MY ST. 

Let us strip your furniture of all 
paint and varnish. Closed Monday. 


USED RUGS, MATTRESSES, 

chairs etc. Islander Motel 3844)663. 


1976 G.E. lawnmower. ’75 
prices. Only a few in 
stock. First come first 
serve. We repair and 
trade vacuums. 

ABC ELECTRIC 
(Operated with Tele-Tech) 
831 Yates St. 382-7221 


GARAGE SALE — Satur¬ 
day, March 13th, 10 a.m. - 3 
p.m. 2900 Dysart Road (off 
the Gorge). 

Kitchen table and chairs, Mason 
lars, electric fireplace, mattress, 
small tables, wash bowl, kitchen 
sink, chests of drawers, assorted 
chairs, small pool table, tape re¬ 
corder, drapes, washing machine, 
etc. 


MAYTAG 

Next day delivery 
C. TAYLER 
Home Applan:e utd. 

707 JOHNSON 383-3281 


TWO SINGLE BEDS. 39", BOX 
spring and mattress. $50 each. 
6-year babv crib and mattress, 
$25. Area rug and underfelt, $30. 
Man's flight bag, $10. Touch and 
Sew Singer sewing machine, cost 
S600, will sell for $400 or best 
offer. All in good condition. 592- 
0289. 


USED SEWING MACHINES 
Knitters, 1 only Singer treddle, 1 
white rotary oortable with reverse. 
S59. Pfaff portable, $79. Singer 
touch and sew, $98. Elna Suoerma- 
tic, $279. 1 Knit-King knitting ma¬ 
chine, $79. 1 Studio automatic, $89 
Sawyer Sewing Centra Ltd. 840 
Fort St. 388-6228. 


SINGLE BED COMPLETE, $39; 
reel type gas lawn mower, $65; 
chrome kitchen suite, $45; wringer 
washer, like new, $55; chesterfleli' 
and chair, modern, $95; vanTtv 
with mirror and stool, $39; coffee 
table, $15; tent trailer, soft too, 
$395. 386-7) 13. 


HOUSE SAVERS 
Fir flooring, 8c ft. up, front and 
back hung doors with glass, laroe 
windows with frames- bathroom 
sinks comolete with fixtures, $15. 
Oil and electric stove. $10. 9-4 p.m. 
Sat. 242 Mary St. 382-8711. 


LARGE FIRE BASKET AND 
grate. Murphy wall bedspread. 
Large GE fridge. 30" electric 
beach stove. One sarouk rug 
9xl0'6. Lumber, windows and 
doors. 383-2390._ 

2 PIECE GOLD CHESTERFIELD. 
$175; brown recllner, $59.50; Natu¬ 
ral table and 2 chairs, $79.50 Mel's 
Bargains. 3460 Quadra, 384-3152. 
Chargex and Mastercharge. 

COMPONENT STEREO, «12S; As¬ 
sorted stoneware crocks, $8.50 and 
up. 9x12 patterned rug, $99.50. 
Mel's Bargains, 3460 Quadra, 
384-3152. Easy parking. 


GROCERIES, MEAT 
and PRODUCE 


If you were a baseball man¬ 
ager. you wouldn't trade a 
top pitcher to a team that you 
must play often. Better he 
plays in a different league 
rather than having a chance 
to make you sorry. 

In the same way, the bridge 

K layer must learn how to lose 
is tricks. He can’t afford to 
give one to the defender that 
can beat him. 

West leads the spade king 
and declarer properly holds 
up two rounds and is forced 
to win the third. 

There are eight top tricks 
and the choice is whether to 
try for a ninth in diamonds or 
in’clubs. 

If declarer follows his ins¬ 
tincts. he most certainly will 
go down. He'll play three 
rounds of clubs (because he 
has more clubs than dia¬ 
monds). hoping that East will 
have to win the third round. 
Unluckily for him. West wins 
the queen, cashes the spades 
and the game is down one. 

Obviously it's the diamond 
suit that holds the key. But 
how should it be played? If 
declarer plays the ace, king 
and another, an alert East 
will jettison his high honors 
and West's ten will win the 
third round. So the answer is 
that declarer must make sure 
that East wins the trick that 
is lost. 

After taking the spade ace, 
declarer leads a low diamond 
to dummy. If West plays low, 
a low card is played and East 
is forced to win. If West com¬ 
plicates things and plays the 
ten. dummy's king wins and 
declarer plays a club to his 
king. Another diamond is led 
to dummy and when West 
follows low. declarer can 
safely surrender the trick to 
East. East has no more 
spades and declarer man- 


NORTH » 

4 7 8 

: K J 18 
A K 17 

4 10 8 8 3 

WEST EAST 

4KQJS4 4 10 12 

: 53 ? 9 8 7 4 2 

10 4 3 ♦ Q J 0 

4 Q54 4 J 9 

SOUTH 

4 A 9 3 

• ■ 

4 A K 72 


Vulnerable: Both. Dealer: 
South 

The bidding: 

8outh Went North East 
1 NT Pass 3 NT All 

past 

Opening lead: King of 
Spades 

ages three diamond tricks to 

total nine tricks. 

The art of losing tricks can 
be as tricky as that of win¬ 
ning them. They must be lost 
to the right defender. 


Fisherman's 

Market 


at the lowest prices. Special first 
of the season ling cod, whole 69c 
lb.; whole red salmon $1.98 lb; 
Jumbo crabs, fresh cooked daily 
99c lb; Jumbo shrimp and prawns 
98c lb; Shrimp meat, 5-lb. lots 
$1.95 lb; Fresh abalone clamps, 
oysters, herring rock cod, sole, 
etc. Lobster tails all sizes and 
Alaska King Crab legs. Senior-Citi¬ 
zens Day Thursdays. 

OPEN 7 DAYS A WEEK, 
_478-4522_ 

SAVE ON MEAT 

Try our Winter Pack. 50 lbs. oi 
waste free meat for less than $1 « 

pound. 

12 lb. Cross Rib Roast 

8 lb. Chuck Steaks 

9 lb. Minced Beef 
3 lb.Chops 

10 Ib.Frying Chicken 
3 lb. Stew 
5 lbs Pork Sausage 
Sides of Choice grade A Baby Beef, 
guaranteed aged and tender .99 lb. 

ALBERTA MEAT DISTR. 


SAVE MONEY AT HARVEY'S 
Pork spareribs SI.29 lb. 

Blade roast 89c lb. 

Smoked pork hocks 89c lb. 

Plate corned, beef 39c lb. 

Lean chuck steaks 89c lb. 

FREEZER BEEF SPECIALISTS 
Hinds of beef $1.15 lb 

2709 Quadra Street 383-203! 


Bid With Cora 

South holds: 

4 K Q J i 4 MB 
?53 
▼ 10 4 3 
4QS4 

North South 
IT 10 

24 ? 

Answer: Pass. North has 
13-15 points with spade sup¬ 
port. South has about nine, 
which leaves him short of the 
total needed to bid a game. 


+ ENED YEARLINGS 
— HEREFORD 
ANGUS 


Call Don 478-2355 anytime 


FREEZER BEEF 


frozen. Western Food, 772 Gold- 
stream, 478-9123, please ask ' 
meat department. 


WILLIAMS QUALITY MEATS 
Grain-Fed Grade "A-l" 
Freezer Beef 

Sides 95c lb. Hinds $1.15 lb. 

Fronts .89 lb. 

Full Baron of Beef $1.05 lb. 

100 per cent guaranteed qualify 
795 Fort Street 3844)525-2 


••MEAT” AT McCOLLS 
Sides of Grade A Beef .99 II 
Black Puddings, Slicing tausagi 
White Puddings, Haggis 

PARLIAMENT MEWS 
Ste. 5-230 Menzles St. 382-161 


HARVEY'S MEATS 
29th ANNIVERSARY SPECIAL 
Grain ted Calgary sides of beef, 


FREEZER BEEF 


MISTER SWEEPER 

New and used vacuum cleaners. 
Every make in stock at fantastic 
bargains. Guaranteed. 

906 Esquimau Rd. (at Head St.) 
386-2947 

22 DOZEN DOUBLE BED 

sheets, cotton. 5 dozen pillow 
cases, 3 dozen feather-filled pillows 
and miscellaneous bedspreads. 
Rubber door mat. Inquire 8 
a.m.-12 noon. 382-2151, 310 Gorge 
Road, East. 

TLLLICUM FURNITURE 

2621 SOOKE RD. 

Now makes camper, trailer and 
boat cushions. Any size or shape. 
Full selection of materials avail- 
able. Free estimates. 478-0522. 

Aluminum Gutters 

5" CONTINUOUS in baked enam¬ 
el. Screens, windows and gutters. 
B.C. ALUMINUM 479-7121 

FOR THE PRINTER. REBUILT 
and used 1250 Multlllft presses 
from $1950. A-B Dick 360 rebuilt 
from $4600. Greir's Business World 
385-1511. 

DINETTE SET; DOUBLE BED. 
‘wood; small dresser; armchair; 
imiscellaneous. No. 4, 1030 
| Empress. 382-9739. 

9X10 BRITISH INDIA RUG AND 
underlay. $200; CCM 5-speed 
lady's bike, $100. Both as new. 
385-8187. 

75C LB. HONEY IN 6 LB TUB, 
at Babe's Honey Farm, Walton off 
Oldfield. Until 5 p.m. daily, closed 
Sundays. 658-8319. 

LOLALLY MADE, HERITAGE 
design clocks in pine, cedar ano 
redwood. First quality West Ger¬ 
man chiming movements. 658-1148. 

COMMERCIAL BAR UNIT. AP- 
orox. 6'x2W stainless steel too, 
double sink, and taos. Also com¬ 
mercial rug, 16'xl8' 386-8351. 

CAR TOP LUGGAGE CARRIER, 
same as item H. In Sears cata¬ 
logue, page 808. $50. Phone after 6 
o.m. 595-6257. 

WORLD BOOK APPROX. 1965 
edition, $65 or best offer. Call Gor¬ 
don 477-9514 days, or 477-1242 eve¬ 
nings. 

COPPER TONE MOFF^ 

range. 30" with rotlsserle, beautiful 
condition, approximately 10 years, 
$200. 598-7815 after 4:30 p.m. 

ANTIQUE PHONOGRAPH. ALSO 
collecting art. Wanted old pictures 
or frames, any condition or qual¬ 
ity paintings. 382-1255, 382-4636. 

MODERN SOFA AND CHAIR 
set, FM stereo-oasette with soeak- 
ers. firescreen, AM FM portable 
radio, all good. 479-7360. 

AS NEW BEVELLED EDGED 
mantel mirror. 30"x40" $35, Gents 
bowling shoes $5 * oalr, new 
frames tor glasses $6. 592-3836. 

PERSIAN CARPET 9 FT X 16 FT. 
with underlay. Good condition. $285 
or offers. 592-7213. 

LIGHT-WAY INC. 
Wholesale Prices to Contractors 
695 Alpha 384-9359 

WHY BUY AND MAKE A Mis¬ 
take? Rent a telephone answerlnq 
service from Interconnect. 384-0511. 

USED WHEELCHAIR"; GOOD 
condition, $25. 598-2895. 

BOX TRAILER, EXCELLENT 
condition. 7x4x2. Phone 595-5296. 

ENCYCLOPEDIA BRITANNICA 

for sale. 24 volumes. $175. 598-7579. 

MOSAIC TILE, DIRECT IMPORT 
price, genuine savings. 386-2812. 

LAWNMOWER, HOMKO. 18" 

reel, $70; hide-a-bed, $110. 382-3647. 


NEW TRADITIONAL SPINNING 
wheel, $100; Drum carder. $50; 
New Pioneer chain saw with 16" 
bar, used only 4 times, perfect 
condition, $185. 382-6420. 


Phone anytime. 


26" ADMIRAL COLONIAL COLOR 
TV, $275; lunlor bed. $60 658-1197. 


SMITH CORONA CASH REGIS- 
ter, $175; display counter, $100; 

S uid freezer with rubber lid. 

K); Universal cooler, metal lid, 
$250; pizza oven, friqldslre fridge. 
$50; shelving units. 478-8539. 


NEED ELECTRICITY? HAVE 
qenerator, 5-7 h.p. motor, produces 
110 volts at 10 amp. Electric start, 
fuel pump. Good for cabin, etc. 
$100 or best offer. 383-5818. 


OIL STOVE, EXCELLENT CON- 
dition, with hot water heating ele¬ 
ment, oven, etc. Ready to use. 
Best offer around $50. Phone 
386-2155, Glen or John. 


DISHWASHER, GE, POWER 
scrub too loading, with cutting 
board too, $175; 3 in 1 bumper 
pool table with poker table too, 
$175, 598-7021. 


PORTABLE TV, 12" TOSHEBA 
solid state, new. Grey Persian 
Lamb iackef, styled, 14-16, perfect 
condition. Many other items. 
383-8432._ 

6-PIECE DAVENFORT SUlflE. 
$300; 5-plece dining room suite. 
$80; AM-FM stereo 8-track olaver 
and recorder. $270; moving. 
385-2740. 


REPOSSESSED TELEPHONE 
answering machines, electronic 
calculator, dictation eauioment. 
cheque protector for sale or rent. 

Great savings! 658-8276._ 

FOR SALE: PORTABLE STEAM 
cabinet. Home spa, fiberqlass con¬ 
struction. Only used a few times. 
Just like new. Cost $475, sell for 
$350. Terrific for relaxing. 746-4098. 


SEE THE LATEST IN COPIERS, 
off-set printing, binding, etc., at 
the Business Show, Empress Hotet 
March 29-31 st.- Phone us for de¬ 
tails, 386-7728. 


$225. Pioneer chain saw, 24" bar. 
good condition, $120. Phone 
3834)132 evenings. 


MUST SELL ELECTRIC LAWN 
mower, rocker recllner, daveno, 
suitcases, portable sewing machine, 
hearinq aid. 478-0227. 


GIANT GARAGE SALE, SOME 
thina for everyone, everythina 
must go. Friday and Saturday, 10 
till 5. 1260 Haultaln St. 


SMALL CYLINDER DESK, $650; 
leather chair and ottoman, $425; 
miscellaneous newer and antique 
furniture and art objects. 598-6107. 


ALUMINUM SCREEN DOOR. 
39x80, $35; Black & Decker elec¬ 
tric lawnmower, aood condition, 
$25. 592-2656 evenings. 


MISCELLANEOUS 
FOR SALE 


SDailj Colonist Victoria, B.C., Thurs., March 11, 1976 Jg 

120 GARDEN SUPPLIES 128 LIVESTOCK SUPPLIES 

and EVENTS 


SALE 

10% off all stock of good quality 
roll ends. We have odd sizes, 
laroe roll ends up to 60 sq. vds. 
Lots of 9'xl2' sizes from $80. Also 
scrap pieces from 25c. 40 yards 
red rubber back shag only $6.25 
per sq. yard. Also 200 sq. yards of 
white shag only $6.25 sq. yard. 
Fuzzy Wuzzy Rugs. Corner of 
Skinner and Cralgflower, Victoria 
West. 382-6142. 


MODERN OPEN WEAVE BLUE 
and green drapes, 84" long x 160" 
wide. Top quality, nearly new $100. 
Two pairs white cream and qold 
drapes, lined. 82" Iona x 96" wide, 
and 82" lonq x 52" wide, $60 both. 
Blue and areen floral lined drapes 
7 l J, ono * >00" wide; matchinq 
sborHes 31" U»ng x 60" Wide, $40 
both. Yellow Gingham kitchen cur¬ 
tains 51" long x 64" wide, with 
cefe and valences for two smeller 
windows, $15 set. Single Snoopy 
bed spread and matching curtains 
46" long, 96" wide, $10 set. 
Heavy wool plankets, various sizes 
and prices 592-1978. 


MISCELLANEOUS 

WANTED 



LUM>$ 


AUCTIONS 

Tuesday — 7xp.m. 
Friday —1:30 p.m. 
APPRAISALS 
For All Purpose 
386-3308 


KILSHAWS 

1115 Fort St. 

AUCTIONS 
Friday at 7:00 
Appraisals 

for 

Insurance and Sal* 
PURPOSES 

384-6441 


THK SALVATION ARMY 
Needs your re-usable cloth¬ 
ing. furniture and household 
goods. "Help us to help 
others.” Family Thrift 
Stores. Victoria, Sidney and 
Langford. For pickup — 
386-3295. 


BRENTWOOD 

BARGAIN BARN 

_ BETTER QUALITY USED 
FURNITURE AND APPLIANCES 
Before you buy or sell 
Compare our Prices 
_ 7115 West Saan. R d. 652-! 711 

QUALITY HANDCRAFTED 
items relating to home furnishing 
to sell on consignment basis In 
downtown retell store. 


TOP CASH FOR DOLLS, GOLD 
jewellery, diamonds, paintings, 
prints, porcelain, colectlables. Eve¬ 
nings, 3834)350. 


I NEED OLD STOVES, FURNI 
Jure, brass, copper, prints, knlck. 
knacks, etc. for a barn sale. Cash. 
479-2684. 


WANTED: COUNTER TOP 
range and oven, Moffat, paired 
dryer and washer ring 477-0771 
evenings. 


WANTED—110-VOLT SONY OR 
Honder. Used electric qas genera¬ 
te^ P0 ' B ° X 26S ' Campb#n Rlv#r ' 


WE BUY AND SELL , 
of value. Universal i 
Ce ntre, 584 Joh nson, 383-9512 
WE BUY FURNITURE, ... 
hold goods, pictures, tools. er< 
Best cash prices. 3864)462 a nytime 
OLD PAINTED OR Vi 
wooden furniture, any 
383-2533. 


ANYTHING 
Trading 


HOUSE 
etc. 


VARNISHED 

condition. 


WE BUY FURNITURE, HOUSE 
hold goods, pictures, tools, etc. 
B est cash prices. 386 4)462 anytime. 

IF YOU ARE MOVING AND 
have any furniture for sale please 
call: 595-7567. 


ALUMINUM GREENHOUSES. 
Ten standard models to choose 
from. For further Information, 
pleas* confect All-Atume Green¬ 
houses, 530 Cairndal* Road, 
478-0912. 


B.C. GREENHOUSE BUILDERS. 
For Information, brochures, write 
783 Hutchinson or phone 385-8445 
anytime. 


EXCELLENT BLACK TOPSOIL 
at reasonable price. Phone 
384-6943. 


Fertilizer 


LIMITED QUANTITY, GOOD 
horse hay. also, ground or whole 
oats. 6 52 -1816. 

WANTED; Ml_ 
and churn. Call 4 


OARNESBY HERMES SADDLE, 
good condition, $210. 652-3633. 


WELSH ARAB MARE, 5 YEARS 
old, 13.1 hands. Phone 652-2079. 


GARDEN ENTHUSIASTS, AP- 
proxfmately 40 yards ot cow end 
horse manure mixed with fir saw¬ 
dust, some 2 years old, make offer 
on all or pert. We will load on 
weekends. 112—7439466. 


MANDER TRUKCING 
Agricultural sawdust-hog fuel end 
bagget eawdust, 479-7629 or 
477-5053. 


AGED HORSE MANURE, $1 PER 
bag, minimum 5 delivered, 
479-5016. 


BEST OLD COW MANURE. ALSO 
horse manure by yards or bags. 
Reasonable. Delivered. 595-1977. 


PENDRAY FARMS LTD 
Cow manure, 6 yards, $42; deliv¬ 
ered. 477-1519. 


COW AND HORSE MANURE 
with straw, no sawdust, also fence 
posts. 652-1816. 


130 HEAVY EQUIPMENT 
AND MACHINERY 


20,000 POUNDS P.T.O. KING 
winch, complete with P.T.O. unit, 
was front mounted on 73 chev. 3 4 
ton pick-up, 4 speed trans. Asking 
$600. 112-245-2674 after 5 p.m. 


WANTED — USED DIESEL 
backhoe and loader In good condi¬ 
tion for farm use. From $3,500 to 
$4,500. 112-743-5419 or 7439466. 


FOR SALE. 1 WINDSOR INJEC 
tion molder, 180 tons, 16-oz. shot 
capacity. Asking price $30,000. 
Please phone 382-4228 for details. 


135 FARM IMPLEMENTS 


OLD HORSE MANURE, 6 YARDS 
delivered, $30, after 6 p.m. 
652-2517. 


COW AAANURE 
652-2026, 652-1743. No Sunday calls 
please. 


Plowing, Kotova ting 
and Cultivating 


DON’S TRACTOR SERVICE 

477-3913 


MF 

IRON HORSE 
1 EQUIPMENT LTD. 

The time to trad* up to 

Massey-Ferguson 

Tractors, crawlere and farm Im¬ 
plements Also a good selection of 
used tractors available. 

COME IN AND 
^ MAKE A DEAL 

Open 6 days, 9-6. Across from 
Farmer's Auction, Trans-Canada 
Highwa y 4 miles south of Duncan. 


Topsoil, Rocks and Fill 

SCREENED TOPSOIL WITH MA- 
nure and sand added. $11 per 
yard delivered, minimum 6 yards. 
Garden sand $5 per yard. Road 
gravel. E. Nixon Ltd. Phone 
385-4431 or 385-5642. 

Sand, Gravel Supplies 

Good quality top soil. Phone 
478-1000, Don Mulleft Trucking. 

NO. 1 SCREEN SOIL WITH SAND 
manure 7 yds. $65.00. 14 yds. $120. 
478-3322. 

BLASTED ROCK FOR SALE. 
$3.50 per yard, loaded. 478-9571, 
478-4898. 

CLEAN, BLACK, NO. 1 TOP 
•oil, $7 cubic yard, delivered. Min¬ 
imum 4 cubic yards. 598-4371. 

RICH CLEAN LOAM. 7 YDS.. $55, 

4 yds., $38, bag $2. Also sand and 
fill. 595-0773. 

EXCELLENT BLACK TOPSOIL 
at reasonable price. Phone 
384-6943. 

WOOD ASHES FOR FILL 6 
yards $12. 386-7225. 

125 PETS and SUPPLIES 

10-GALLON AQUARIUM, Ex¬ 
cellent condition, fully equipped 
including thermostatically con¬ 
trolled heater, air pump, blozonlc 
filter, fish, $35. Phone 388-9258 af¬ 
ter 6 p.m. 

HELPI I'M BEING EVICTED. 
My name is Leo and 1 am a 9- 
month-old sophisticated Tabby who 
needs room and board. Please 
call, 384-9707 before it's too late. 

70 GALLON AQUARIUM, POWER 
filter, under gravel filter, tloures- 
cent light, heater and accessories. 
Before 8 a.m. or after 6 p.m. 
382-1310. 

HOMES URGENTLY NEEDED 
for a friendly tortoise shell voung 
cat and a hybrid Siamese 6-month i 
598 5731 Ca * * Pro,tc,lon League, 

BEAUTIFUL SPRINGER SPAN- 
lei puppies, good hunting stock and 

478-2880 St ° Ck ' DK>0Si, W|M hold - 

2-YEAR-OLD DOG, GOOD WITH, 

* w,v 

WESTCOTT KENNELS 

1 white, 1 black and 1 brown poo¬ 
dles for sale. 478-5487. 

SCOTCH COLLIES. SABLE, INO- 
culated, tatooed, 388-9606 after 2 

P.m. 

SAAAOYED PUP 15 MONTHS 
old. male. $75 or best offer. 
Owners posted Germany 478-1866. 

EXPERT 

Obedience and protection training. 
642-3290. j 

4-MONTH-OLD FEMALE GER-i 

man Shepherd, registered, asking 
$100. 656-6377. 

MUST SELL—REG. 6 MONTH 
male Irish Setter. All shots, 
wormed. $75. Phone 758-7208. 

TOO BIG 

For our 60 gallon tank, large Tin- 
foils, 388-6887. 

REGISTERED GERAAAN SHEP- 
be r <J ,/xjppies- Finest, Imoorted. 
Wood-lined. 743-9235. 

2 BEAUTIFUL MALE AND FE- 
male 3-vear-old Afgans. Well be¬ 
haved. 595-8340. 

YOUNG FRIENDLY MALE SAM- 
oyed^$30 to good country home. 


INTERNATIONAL FARM TRAC- 
tor hydraulic 6' blade, 2 bottom 
Plough, $1,450. 478-6301 


148 LEASE VEHICLES 


150 CARS FOR 8ALE 


YOU CAN EXPECT 

A Great Deal 

From . . . 



2 BLUEPOINT SIAMESE KIT- 
tens, female, $30 each or both $50. 
598-6148. 


OPEN 'TIL 9 P.M. 

OVER 

n 

OK USED CARS 
To Choose From 

CORNELL 

CHEV-OLDS LTD. 
D050 Douglas — 385-5777 
Dealer Licence D-00681A 


1973 DODGE CHARGER, 318 
cubic inch V8, power steering, 
power brakes. 2-door hardtop, ex- 
cel lent condition. $4,100 or closest 
offer. 478-9508 days, 478-6916 eve¬ 
nings. 


1973 LINCOLN 

Town car. Fully equipped. Ex¬ 
cellent condition. 39,000 mi. Askinq 
${800. Call Van. 874-0215, evens. 
7331236. 


PIANO WANTED ANY CONDI- 
tion, also wood lathe, older style 
chesterfield. 385-4807, 384-3935. 


1 PAIR OF HIGH QUALITY 
speakers. Phone 592-6807 after 5 


CLOTHING NEEDED FOR POOR 
Aslan families. 592-4673 or 227* Pe- 


WANTED; USED SEAGULL OUT- 
beard In good condition, for canoe. 
383-6176. 


3 REGISTERED ALASKAN MA- 
lamute puppies, female, black and 
white , $250 each. 656-5452. 

SCOTCH COLLI E PUPPIES, 
female. Innoculated, registered. 
For pet or show. 478-4875. 
tO-MONTH-OLD MALE PUPPY, 

wmSS'otSSs. wm * °°° a h °"“ 


red and white, good breach 'no 
pa pers, $50. Call^fter 6. 642-3281. 

35-GALLON HEXAGON SHAPED 
aquarium with filter, heater and 
canoov. $90. 479-4280. 


C H I MO DOG OBEDIENCE 
Class** starting March 31st. Near 
Sears. 479-2629. 


WANTED: WARDROBE, HARD- 
wood w ith sliding doors . 3*36736. 

WANTED: 9-10" ROCKWELL 

and Beaver table saw. 112-748-9740. 


JUKE BOX SEEBURG 100 IDEAL 
for rumpus room, etc., qood work¬ 
ing order with records $400. 
4734248. _ 

OUTDOOR INCINERATOR BAR- 
rels, ready to use. Free delivery, 
$5.19. New and used wooden bar¬ 
rels. 3831328. 


GARAGF SALE — INDIAN ARTS, 
colour T.V., fridge, guns, tape 
deck, dresser, beds, etc. 4056 Rain¬ 
bow Street. 


SKIL CHAIN SAW, B AND W 
T.V., girls' bike, white bathtub 
| (with 1 mark on It). 3835639. 


VICTOR CASH REGISTER FOUR 
total woodgrain and chrome ex¬ 
cellent condition. What offers? 
5931 (HO, 9-12, 1-5 Tues.-Sat. 


DELUXE KITCHENAID PORTA- 
ble dishwasher, white, slightly 
used. $375. 3*4-1874. 


CHILDREN'S SAND BOXES, 
4'x4'x8', with sand, $15 delivered. 
2x6 lumber, 10c foot. 383-0047. 


COMPLETE HOUSEHOLD FUR- 
, nishings for sale. Call between 5-8 
I P.m., 656-6377. 


BLACK AND WHITE FLEET- 
wood combination, $100. Imperial 
ziq-zaq sewinq machine, $40. Clari¬ 
net and case, $50. 4737484. 

NEW UTILITY TRAILER, S150. 

4044 Raymond St. North, (corner 
of Kenneth and R aymond). 

GARAGE SALE: FRIDGE, j MCCL-ARY EASY AUTOMATIC 
household qoods. 737 Laurentian washer, 2 cycle, 4-temperature 

Place. _ control, $100 or best offer. 4730714. 

JNDERWOOD TYPEWRITERS! 

fer sale. Interconnect.' 939 Johnson 
384-0511. 


I MOVED FROM LARGE TO 
1 small home. Lots of miscellaneous. 
! 652-2338. 


DATSUN CAMPERETTE, $450; 
Craftsman 14" power saw. 427 
Gov't St. 


EUROPEAN HEALTH SPA LIFE 
time membership, paid $528, ask- 
Ing $325. 385-3 677. 

TWO VIP SPA MEMBERSHIPS — 
Never been used—price greatly re¬ 
duced. Victoria Press, Box 60). 


MORLANDS RANCH STYLE 
sheepskin coats, men's larqe, lad¬ 
ies' small, $175 each. 479-8917. 


FOR COST AND INFORMATION 
«n Pvramid Products writ* P.O. 
Box I904B Victoria, B.C. 


Vl PRICE, ON POLYWEAVE 
tarps — while stock'lasts at Indus- 
tnal Plastics. 2105 Douglas St. 


INCINERATOR DRUMS FOR 
sale, delivered $4.50, 477-6739. 

phone anytime. 


DELUXE ITALIAN PRAM CON- 
verts to car bed. completely col¬ 
lapsible. $100. 479-8917. 


CAST IRON BATHTUB, SINK 
and toilet with fittings, $30. 
382-8318. 


GARDEN SIZE TRACTOR WITH 
blade. Sewing machine; 4 slice 
toaster. 6538138. 


IBM ELECTRIC TYPEWRITER, 
reconditioned with 15" carriage. 
Reasonable. 386-9685 or 384-0912. 


FOR SALE: LONG AND SHORT 
matching draoes. perfect condi¬ 
tion. 383-2297 after 7 p.m. 


SEARS LAURENTIAN 9X15 
tent. Like new, $150 or best offer. 
4737850. 


PRICE'S LOCK AND SAFE LTD. 

Safes, Locks, Keys 
847 Fort 384-4105 


LIGHT FIXTURES, DINING 
room and porch lights. Firescreen 
and tools. 595-1777. 


KITCHEN CABINETS, READY 
to finish, wall and sink units. 
595-1777. 


VERY PRETTY CANADIANA 
washstand. Excellent condition. 
$150. 5936336. 


KENMORE VACUUM CLEANER 
with power head. Like new. Phone 
479-2327 


SOLAR'ANIZE YOUR KITCHEN 
— bathroom, floor-layers special, 
including clearance lines. 386-8615. 


PLEX SALE «4" CLEAR $1.79 
per sq. ft. Saturday only 9-1. Daves 
Plastics 664 Discovery St. 383-3290. 


TEC CASH REGISTER 8 
irtment kavs, $1300. 477-1177. 


WANTED: USED LACROSSE 

equipment for 7-year-old. 478-8788. 

WANTED 4" JOINTER 385-7919 
after 5 p.m. 2535 Garden St. 

WANTED—GOOD USED PIANO 
for cash. 595-2266. 

SELL OLD BOOKS TO THE 
Haunted Bookshop. 382-1427. 

FRIDGES AND FREEZERS 
bought. 598-7422. All-Temp. 

WANTED; CHILD'S SAFETY 
car seat. 386-3909. 

V* SIZE WHITE CAST IRON AND 
brass bed. Phone 656-2939. 

WANTED—FOUR-POSTER SOLID 
brass bed, double size. 385-4195. 

PICNIC TABLE AND BENCHES. 
Phone 385-3595. 

109 M1SCEIXA.NOUS 

TO RENT 

SAWYER SEWING CENTRE 
RENT TO OWN - Domestic and 
industrial sewing machines 

840 FORT 388-6228 

CLOSED MONDAYS 

116 COINS AND STAMPS 

OLYMPIC COIN SERIES VI HAVE 
arrived. $49 with cardboard case. 
Admirel stamp and Coin Shop, 
849Vj Fort St. 384-1315. 

WANTED. CANADIAN PROOF- 
like sets 1962-1967. Capital Cltv 
Coin and Stamps. 100 Burnside W, 
383-2634. 

117 ANTIQUES 

EXPERIENCED PERSON WILL 
strip and reflnlsh chests of draw¬ 
ers for $65. Pina and Oak mv 
specialty. All handwork. Other fur¬ 
niture end veneer repairing also 
dona at reasonable prices. 598-6336. 

MOHOGANY BEDROOM SUITE 
54" 4 poster bed, dresser, chif¬ 
fonier, dismantled dressing table, 
$5,000. 417 5th Ave., Weyburn, 

Sask. 306-842-4322. 

HIGHEST PRICES PAID FOR 
quality antique furniture, clocks, 
rugs, etc. David Robinson, 
384-6425. 

CLOCKSMITH 

Repairs antique clocks, grandfa¬ 
ther clocks, watches. Citizens Ltd. 
2506 Douglas St. 384-4422. 

ANTIQUES EXPERTLY RE- 
palred. Call 478-2539. 


GOOD LOOKING CHESTNUT 
thoroughbred mare, 16 hh, well 
schooled on the flat. In top condi¬ 
tion. By Spending Spree X Somers 
Eva. 7 Years old. 4731227. 


Victoria Press Box 6 


40-GALLON AQUARIUM, 
plefe. Offers. 477-0832. 


1932 FORD 3 WINDOW COUPE, 
1968 Ford running gear, body in 
excellent shape, apart but all 
there. Phone 112-485-4621 after 

5:30. __ 

1 973 MERCURY wISnTEGO 
Brougham, cream too, copper bot¬ 
tom, electric windows, radial tires, 
power brakes, power steering. In 
beautiful ne w cond i tion. 384-8830. 

1973 DODGE CHALLENGER V-8 
automatic, power steering, oower 
brakes. 33,000 miles, white with 
black vinyl roof. $4,000. Phone 
383-3903. 


1973 FORO MAVERICK GRAB- 
ber, 302 V8, red and white, auto¬ 
matic, power steering, white 
leather Interior, wide ovals, 8800 
mileage, like new. $3000. 592-0798. 


1965 CORVAIR MONZA 110 AUTO- 
matic, new paint, low mileage on 
motor, 6 radial tires, very good 
shape throughout. Asking $1,500. 
592-1054. 


ible. power steering, oower brakes, 
ww top, closest offer to $2800. 
63 Olds 98. power evervthlnq. 
Offers. 656-6528. 


128 LIVESTOCK SUPPLIES 
AND EVENTS 


, '70 Z28 RS 

LTt crane heads, header. M22. 410 
Posi. immaculate condition. Eve¬ 
nings. 4732440. 


'71 PINTO TWO-DOOR. FOUR 

speed, four-cylinder, radio, rear 
window defroster. Excellent condi¬ 
tion. $1800. 652-2915 after 6 p.m. 


1970 VOLKSWAGEN BEETLE, 
excellent condition, 31,000 miles, 
hea,er ' new Paint. Askinq 
$1800. 595-4572._ 

1975 VEGA WAGON, 12,000 
miles, AM radio, 4-speed, very 
qood condition. Asking $2590. 
Phone 112-753-6349. 


MANDER TRUCKING 
Agricultural sawdust, hog fuel 
and bagged sawdust. 479-7629 or 
477-5053. 


REGISTERED HACKNEY 15.3 
H H. ride or drive, $450 or reason¬ 
able offer. Western saddle avail¬ 
able. 384-1609. 


1974 MAZDA 808 2-DOOR, IN Ex¬ 
cellent condition, 15.000 miles, 
t£ peed jJ lisc brak «- *2700 or best 
offer. 479-6079. 


ICBC SALE. 1970 MAZDA R100. 
Rebuilt motor last year. $850 or 
nearest offer. Phone 477-5568 after 
5 p.m. 


PART MORGAN MARE, OLDER 
but still lots ot life, very gentle 
and well behaved, asked S175. Sad- 
die also available. 384-1609 . 

15.3 HANDS BAY QUARTER 
horse, thoroughbred, gelding. Good 
beginner or oonv club horse, ex-; 
cel lent temperament. 479-7975. i 


1968 CORTINA GT. TESTED, 4 

new radials, excellent condition 
^roughout. Best offer. Phone 
385-1190 or 598-4405. 

MUST SELL '68 FORD FALCON 
station wagon. Small 8. oower 
i steering, new tires, excellent run- 
| nmg. Tested. $1295, 385-5475. 


3-YEAR-OLD HALF THOROUGH- 
bred gelding, excellent prospect 
with steady work, $500. 595-3347 
between 5-7. 


I M _ MUST SELL 
73 Nova Custom, V-8. power steer¬ 
ing. new tires, excellent condition, 
1 offers *0 *2950. 478-9380. 


I. . 1 u«nniv.n, ruriT 

Club Spring Schooling Show, Saan- 
Ichton, April 24, 25. Entries, $1.50. 
Ribbons to 6th. Programs soon. 


QUARTER HORSE ARAB STAL- 

uon cross, 3_ mrs, 2 Saanen 


nanny goats. 642-3434 after 4.' 


CUT YOUR OWN BUSH POLES. 
2" and up, 50c and up. 743-5288. 
Cobble Hill.x 


74 BOBCAT, LOW MILEAGE. 4 
speed transmission, rear window 
defooaer. $3,200 or nearest offer. 

! 382-8915. 

SHARP 47 MUSTANG, 6 CYLIN- 
der. 3 speed standard, many 
°"” ° v ' r 

I960 FORD FALCON WITH 1965 
motor, low mileage, new muffler. 
ba t& rv ;« tlr «»- Whole or 

oarf$. 652-1779. 


NICE HOLDBERG ENGLISH 
saddle, $250 complete. 384-0788. or 
592-1124. 


HORSES BOARDED, 7 LARGE 
box stalls on 32 acres. Mt. Newton 
X Rd. 652-3257. 


1969 DATSUN STATION WAGON 
good mechanical condition $775 or 
best of*er 385-4533. B and B Car 
Sales. 3233 Douglas St. D-00794A. 


1?6 7 COUGAR HARDTOP, AUTO- 
mafic, radio low mileage $1,500 or 
I ! best offer. 385-4533. B and B Car 
1 Sales. 3 ?33 Douglas St. D-00794A 


16.1 REGISTERED 

throughbred gelding, 7 yaars, 
592-6402. 

70 CORTINA SEDAN 15 000 
miles, one cwner, due to Illness 
must sell $1,500. 592-2271. 

HIGHLAND 

TACK AND FEED 

721 Station Rd. 478-6438 

1973 DART. SWINGER. TWO 
door, hardtop, 37.000 mjtes, on* 
owner. $2850. 383-2882. t) 

COMING 3-YEAR OLD FILLY, 
preen broke. Also excellent trail 
horse. 658-8138. 

'67 MALIBU (IMMACULATE) 

397, new paint, and new npags, 
must see. 655-6260. 

4-YEAR-OLD CHESTNUT GELD- 
Ing. half Arab. Good disposition, 
$350. Phone 658-1120 evenings. 

'57 CORVETTE 4-SPEED, GOOD 
condition throughout. $3700 or best 
Offer. 477-6349. 
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! 150 CARS FOR SALE 


empress! 




Pontiac Buick 

v LTD. 

INTERNATIONAL 

WARRANTY 

12 MON.—12,000 MILE 
POWER TRAIN 
WARRANTY 

EXCLUDED IN THE PUR¬ 
CHASE ON TOE MAJORI¬ 
TY OF OUR USED CARS 


75 JIMMY 4x4, V -8 automat¬ 
ic, power steering, power 
brakes, radio 56995 

75 FI R E BI R D TRANS 
A M. V 8 , automatic, 

power steering, power 
brakes, radio. 56495 

75 VOLKSWAGEN VAN, 
4-cylinder, 4-speed, radio 
53995 

72 OLDS CUTLASS, 4-door 
sedan. V 8 , automatic, 
power steering, power 
brakes and another one 
owner beauty, in excel¬ 
lent condition. 53095 

71 PINTO. 2-door. Economi¬ 
cal 4-speed, 4-cylinder 
with radio. 51895 

73 MATADOR. 4 - d o o r 
sedan, V 8 *, automatic, 
power steering, power 
brakes, radio. 52395 

73 TOYOTA CELICA ST. 
4-cylinder, automatic and 
radio. $3495 


r EMPRESS 


TOYOTA 

B.C.A.A. 
Inspected 
Used Cars 
FORYOUR 
PROTECTION 



HUMS 

VOLVO 




ft 

VICTORIA 
DODGE 
jCHRYSLER 


ON YATES 


SPRING 

FEVER 


130 CARS FOR SALE 


j 150 CARS FOR SALE 
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U 

G 

l 

A 


© 


73 Ventura 

72 Barracuda 

73 Corona, Wgn. 

72 Maverick 

73 Hilux, P.U. 

74 Nova 

75 Granada 
70 Corona 
63 Corvette 

74 Monte Carlo 

75 TR 6 

73 Corolla 
72 T-Bird 

72 Celica 
70 Corolla 

74 Comet 

73 Mustang, F.B. 
73 Corona 

73 MK II 

74 Maverick 



Pontiac Buick 

LTD. 

382-7121 
2867 DOUGLAS 
AT TOPAZ 

Dealer Licence D-447A 


RECONDITIONED 
TO B.C.A.A. 
SPECIFICATIONS! 
Reports Supplied 
With Every Car 



AMC 

3 DAY 


8 CARS 
WHOLESALE! 


68 DODGE Coronet HT 



$1300 

69 OLDS. 4-dr. 

$1100 

68 AMBASSADOR sdn. $ 700 

66 PLYMOUTH HT 

$ 600 

70 FORD LTD Wgn. 

$1300 

65 METEOR sdn. 

$ 150 

fl 8 MERCURY sdn. 

$ 800 

65 RAMBLER sdn. 

$ 350 


3 DAYS ONLY! 
THUR., FRI., SAT. ! 

WHOLESALE! 


REG 

MIDGLEY 

MOTORS LTD. 
736 Cloverdale 
385-8756 

Dealer Lie. D00247A 


72 Datsun 

74 Pinto Squire 
74 Astre, Wgn. 

69 Cougar XR 7 

73 Corona 

71 Comoro 

74 Mazda, Wgn. 

72 Nova 

69 Z28 

74 Datsun P.U. 

73 MK II, Wgn. 

73 Duster 

70 Nova 
72 Charger 
67 GTO 
72 Torino 

74 Dart 

70 Duster 

71 Skylark 

OPTIONAL 100% 
POWER TRAIN 
WARRANTY 
AVAILABLE 


% 

FINANCING 

AVAILABLE O.A.C. 

AND 

REMEMBER! 

ALL REASONABLE 
OFFERS ACCEPTED! 

OPEN 9-9 

CALL NOW! 
1-3516 

Metro Toyota Ltd. 

625 Fin lay son 
Dealer Licence D3676 


A fantastic selection of 

Imports for the Young-at- 
Hcart 

SPORTY 

CARS 

74 FIAT 12A Spyder, 9000 
.l-owner miles,- primrose 
yellow, like new 55495 

74 DATSUN 260Z, 9600 
1 -owner miles (retired 
gentleman), metallic 
green with tan interior, 
stunning $5995 

74 CELICA GT, 5-spd. Me¬ 
tallic silver, black interi¬ 
or AM-FM, beautiful 

$3895 

74 FIAT 128 Sports Coupe L, 
bright yellow, black 
leather cloth interior, 
favorite with the ladies 

$3495 

73 FIAT 124 Spyder conv. 
5-speed, repainted Scir- 
rocco silver, just ser¬ 
viced $4295 

72 ALFA ROMEO 1750 Ber- 
lina, rich burgundy with 
tan interior $3395 

71 FIAT 124 Sport Coupe, 
repainted burgundy, pop¬ 
ular 2+2 53395 

RARE ’69 VW convertible, 
new red exterior, ex¬ 
cellent top, documented 
service records $2695 

Our cars are 

B.C.A.A. 

TESTED 

for your protection 


"HAS THE BEST” 
“FOR YOU” 

REMEMBER 

When You Buy a 1 
1971 Car or Newer 

We Give You 

30 Days or 1000 Miles 
100% Power Train Warranty j 
At No Cost to You 

3 Years Oil Changes 
As Per Manufacturers 
Specifications 

COMPARE OUR 
EXCELLENT 
SELECTION OF 
RECONDITIONED 
VEHICLES 


VOLKSWAGEN 

PORSCHE 

AUDI 


THREE 

POINT 

MOTORS 


Mercedes-Benz 

DATSUN 


150 CARS FOR SALE 



1975 


Buick Skylark HB 
Ford Granada 4 dr. sdn. 
Volvo 245 Station Wagon 
Dart Swinger 2-Dr. H.T. 
Ford Maverick 4-Dr. Sedan 
Dodge Tradesman B200 
Toyota Corolla Stn. Wagon 


TEST DRIVE 
76 RABBIT 

AND SCIRROCCO 

GOOD SELECTION 
AVAILABLE 


Premium 

Used 


SPECIALS 


i 74 FIAT 
radio. 


128 SL. 


4-speed, 

$2893 


1974 


Comet Deluxe 4 dr. sdn. 
Dart Custom 4 dr. sdn. 

VW 1600 Deluxe 
Dodge Tradesman B300 
Coronet Crestwood sw., air 


1973 


74 VW 412 wagon. 4-speed, 
' "radio, 25,000 miles. $4295 

7 3 VEGA GT. 4-speed, 
radio, rear spoiler. $2595 

73 PINTO SQUIRE wagon. 
Automatic, radio, factory 
air. 


| 70 VW BEETLE. 4-spoed, 
radio, radial tires. $1895 


ENSIGN'S 

CARS 


CAR CLINIC 
DIAGNOSTIC 
CENTRE. 

GOVERN¬ 

MENT 

INSPECTED 


Cortina 2000 4-dr. 

VW 412 automatic 
Chevrolet Impala 2 Dr. 
Dodge Tradesman B200 
Cutlass Supreme 2-Dr. 

Ford LTD. Brougham, air 
Olds Cutlass Supreme H.T. 
International % Ton pu. 
Charger S. E. 2-Dr. 


SERVICE - PARTS 
8 A.M. - 9:30 P.M. 
MON thru' SAT. 


1972 

E 4-dr. 
Special 
iss 2-Dr. I- 

1970 


69 VW BEETLE, 
and radio. 

68 VAUXHALL, 
radio. 


68 CHEV ton pickup $1695 
68 FORD RANGER % ton 


| Volvo 164E 4-dr. 

| VW Baja Special 
' Olds Cutlass 2-Dr. H.T. 


pickup 

68 VW BEETLE, 
and radio. 

66 VW BEETLE, 
and radio. 


73 CHRYSLER 
STATION WGN. 

Air conditioning, automatic, 
power steering, power 
brakes, power windows, 
iwwer lock, custom roof 
rack $4,295 

73 TOYOTA 

Metallic olive green Corona 
hardtop. 16,500 miles $3,395 

73 TOYOTA 

Hilux pickup, heavy-duty 
bumper, truck mirrors, 
radio $2,895 

53185 173 TOYOTA 

Gold Cirolla 1600 
radio 

72 DATSUN 240 Z 

Metallic blue, white interior, 
front spoiler; mags and Mi- 
chelins $5,395 

72 VOLKSWAGEN 

Metallic green, roomy 411 
sedan, sun-roof, Michelin rn- 
dioals $3,795 

72 MAZDA 

Orange 616 sedan radio $2,595 

72 DATSUN 

Light blue 1200 two-door au¬ 
tomatic $2,495 

72 VOLKSWAGEN 


4-speed 

$1795 

4-speed, 

$595 


$1895 

4-speed 

$1695 

4-speed 

$995 


coupe. 

$2,795 73 Chrysler Newport 

72 Montego MX S.W. 

75 Valiants 

74 Pontiac Grand AM 
71 Valiant Duster 
68 Olds Cutlass 

70 AMC Hornet 

71 Maverick Grabber 

73 Chrysler Newport 
Custom 

72 Volkswagen S.W. 

75 Gran Furys 

74 V.W. Audi 100 LS 
72 Olds Cutlass 
71 Chrysler T & C S.W. 

170 Chev Impala 
74 Pontiac Astres 


3319 Douglas 
at Cloverdale 

384-1161 Dealer Lie. D-3170 



DEMONSTRATOR 

CLEARANCE 

MARINA 

M.G.B. 

TR-7 

SAVE ! ! 

BUY NOW ! ! 


Toyota Corona Mark 2 sdn. 
Pontiac Parisienne 2 dr. I 
H.T. 

Coronet 440, 4-Dr. Sedan 
Pontiac 4-Dr. Sedan 
Maverick 2-Dr. Sedan 

No Reasonable 
Offer Refused 

Bank Financing Available 
at 13.5% Interest on O.A.C. 


100 % 

FINANCING 

O.A.C. 

SCOTIA PLAN 


Douglas Volkswagen Ltd. 
Porsche - Audi 
3329 Douglas Street 

388-5466 

Dealer Licence 00341A 


ALL UNITS 
PRICE TAGGED 

VICTORIA 




’75 CADILLAC 

Sedan Da Villa, low mileaqe. very 
clean, loaded with extras that en¬ 
hance the name of Cadillac. Hon¬ 
duras maroon in color with match¬ 
ing interior and vinyl top. 
Empress Pontiac Buick Ltd. 2867 
nnnr.F r*HR VST Pi? I Douglas St. Ask for Carl Spicer. 
LXJLnjr. LMKiaLLK Business 382-7121, Residence 

| SI9 YATES 384-8174 1 477-4007 . DL00447A._ 

i Hours Mon.-Fri. 9-9, Sat. 9-6 ! 72 AUSTIN mini, M 000 miles, 
i Dealer Licence No. D00867A | Excellent condition. Good gas 
mileage, new mags, and radials, 
tach, 8 track deck. More options. 
For best offer. 592-3574 or 384-3585. 


i Yellow Super Beetle, radial _ 
tires, tape deck $2,495 £ n „ t 

-rr\ n a iidi rn ?2 fiat 124 Spyder convert. 

70 RAMBLER 75AMCPai*r 

Metallic copper Rebel SST, ■ 72 chev Biseayne 
.black vinyl root, automatic.! 70 chevelle Malibu 
power stewing radio 52.195 69 Chrysler Newport 

70 MAZDA ;?2 Fiat 128 s.w. 

Gleaming white 1500 sedan.; 74 Valiant Duster 
radio 51,995! 72 Orugar XR7 

68 VAUXHALL 1 88 ' h !7 slOT Nc " p 1 0rt 

Clean, green, Victor tour-J 3 Y°l lt ® Wa « e ", 411 
door sedan $995 71 Meador S.W. 

67 CORTINA GT £ 

Only 61.000 miles $995 oidsmobile 442 

66 BEAUMONT 67 Beaumont 

Automatic, radio, 65.001) 72 Montego 

miles $1,595 74 Toyota 

64 DODGE 75 Valiant Duster 

Automatic $5951 




1963 CHEVY II 2-DOOR, 6 , AUTO- 
mafic, power steering, power 
brakes, radio, good shape, $550. 
383-9298. 


TRANSPORTATION 
SPECIALS 


1972 CORTINA STATION WAGON, 
flra engine rad. A1 condition. Test¬ 
ed to February, 1977. Phone 
388-7121 between 9 a.m.-2 p.m 


lob, but every thina else 
cedent condition, four new tires, 
best offer, 477-9969 after 5. 


1968 BEETLE. MICHELIN. 1750CC 
engine, dual carb., racing cam and 
pistons. Much more. New paint 
and Interior. Offers to $2,000. Will 
:onsider trade. Phone- 388-7262 


considi 
after 4 


1972 FORD GRAND TORINO, 
v-passenger station wagon, ex¬ 
cellent condition, new tires, new 
brakes, extra set of snow tires. 
$3. 400, 4 79-8138._ 

972 COROLLA 1600 DELUXE 
couoe. i speed, snow tires. $1500. 
J77-5093. 



TOYOTA 


B. MADSEN 

MOTORS LTD. 


75 CAAAARO 
75 SWINGER 
74 TOYOTA 1200 
74 CHEV Imoala 
70 CHEVELLE WAGON 
70 GMC pickup 


$4595 

$3995 

$2495 

M 

S2250 

S995 

$1295 


19/4 DATSUN B-210 HATCHBACK, 
standard. excellent condition, 
16,700 miles. 386-3878. 


'57 FORD 4 DOOR SEDAN. VB 
automatic, fair condition, needs 
work. $150 or best offer. 384-5747. 


MUST SELL: 1969 PLYMOUTH 
Satellite. Excellent condition. 
478-5507. 


■76 GREMLIN. EXCELLENT 
condition. 5000 miles. Phone 
386-8259 after 5. 


VW DUNE BUGGY, NEW FRONT 
end, brakes and tires. Needs 
motor. $200. 386-0147 after 5 p.m. 


ART'S CAR SALES 
See our selection of cars, trucks. 
310 Bav St. D-3415 383-8302._ 

ECONO-WHEEL i960 VW RUNS 
well, good body, with 8-1rack, $325 
592-977 0. 

'67 COUGAR, 289, 3 SPEED Au¬ 
tomatic, P.S., maqs. $ 1 , 200 . 
595-6994. 


1970 THUNDERB1RD 4-DOOR 
Landeau, excellent shape, very 
reasonable. 652-3796. 


1970 DATSUN 4 DOOR, Ex¬ 
cellent condition, tremendous buy. 
$875. 478-9706. 


OFFERS. PHONE 


478-5011 

BEAUTIFUL 1973 CELICA ST. 
never damaged. A-1 mechanical 
condition, two litre OHC engine, 
power assist front disc brakes. 
AM-FM radio, reclining bucket 
seats, electric rear window de- 
f r o s t e r , fuel instrumentation. 
Under 244)00 miles. 652-1025. 


PINTO FAIR CONDITION,! 
needs some body work, running! 
order excellent, mags, radials. re¬ 
built transmission, 6.000 miles on 
new engine, asking $1,700 or best 
383-9765 f ‘ 


1975 DODGE %-ton Pickup 
1974 VEGA Hatchback 
1974 GREMLIN 
1974 VW Superbeetle 
1974 T-BIRD 
1974 TRIUMPH TR -6 
1974 TRIUMPH Spitfire 
1974 MARINA 2 dr. 

1974 MARINA 4 dr. 

1973 JAGUAR XJ -6 
1973 VW Beetle 
1972 TRIUMPH TR 6 
1972 AUSTIN Mini 
1971 GREMLIN 
1971 VOLKSWAGEN 
1970 MAVERICK 
1970 TORINO GT. 

1970 CAMERO 

1969 ACADIAN 

1969 AUSTIN 1300 

1969 AUSTIN "1800” / 

1969 MAZDA "1500” 

1969 OLDS F-85 
1969 RENAULT R-16 
1968 VOLKSWAGEN 
1967 ROVER "2000” TC 
1966 CITROEN 
1966 FALCON 

PLIMLEY 

BRITISH CAR CENTRE 
1010 Yates 382 9121 

VICTORIA. B.C. 
Dealer Licence 

Number D-177* 


71 Corolla 
70 Austin 
69 Corolla 
68 Pontiac 
68 Epic 
67 Chev S.W. 

67 Acadian 
66 Toyota S.W. 
64 Valiant 
64 Comet S.W. 
62 Austin 
61 Vauxhall 
60 Austin, auto. 


j '67 CAMERO, REBUILT 327, 
txoc good condition, radials all round. 
MSDi^skino $2300. Phone between 4-7 

S995 P.m. 388-5841. __ 

$395 1966 RAMBLER AMERICAN STA- 
mrnz. tlon wagon, standard. $450. 
5693: 385-2853. _ 

5495 ‘ 1975 j EE p C J5, 8,800 MILES. 
$395 35 ^ 5 ^ over oavments. Phone 

$795 ;- ! - 


2620 

GOVERNMENT 
at HILLSIDE 
385-6737 

Dealer Licence D-13608 



HE LITTLE CAR DEALER 
PRESENTS 

SAVINGS 

68 Valiant Barracuda, no rust., 
original paint, power steering and | 
brakes, bucket seats, radio and au -1 
tomatic. Completely reconditioned, j 
over $350 in bills, carries our 6 -1 
month warranty. Savings priced 
at $1775. 

VALUE 

68 Chrysler NPT Custom, a one. 
family car. In very good condition, I 
over $400 in bills, excellent for the I 
large family or boat owner, car¬ 
ries our 6-month warranty. Value 
priced at $1180 

AND JUST PLAIN 

_ ”|'M CANSO, 283 4-SPEED, SEC-! GOOD BUYS 

°"™:;,, very c,Mn - AsKinq 70 PLYMOUTH Fury III $1325 

$19n . 57500. 595-462 3._60 CHRYSLER Town and Country 

Cjqr.1'69 MERCURY MARQUIS SEDAN. J’SUv/dYJJ ct 
™ hardtop, power eauiooed. Econom- £ £HIX R £li?* T u VIS' 

ic&l low mi eaae 3A4-4937 o® FORD Gdlaxie $ 850 

| icai. low mileage, maa/s/. 66 PONTIAC Paris $575 

' -- " ' S 9751 

.. ..,_ $1050 [ 

65 PARISIENNE cstm. sport $ 750 

65 MUSTANG fastback, 4 - sod.. 

mint, power steering, etc. $2020 

OFFERS WILL BE CONSIDERED 

WILL B? F <f(ft$SDERED 
DL-00041A 

1513 Quadra St. Pandora 
3844191 

1513 Quadra St. Pandora 


fc| 74 AMC Matador 
76 Cadillac Fleetwood 

73 Fury S.W. 

74 Volkswagen Bug 
j 72 Dodge Polara 

71 Volvo 145 S.W. 

70 Olds Cutlass 
r] F>rd Galaxie 
174 FiHt 128 
171 Plymouth Fury 
j 74 Mazda RX4 
j 75 Valiant Scamp 

74 Satellite S.W. 

75 Cricket 

75 Valiant Brougham 


$295 

$295 


73 GREMLIN, ECONOMICAL, 66 PLYMOUTH Belvedere 
low on insurance, asking $2,395. 66 FAIRLANE Squire 5-W 
642*1490. --- - — 


1974 ASTRE HATCHBACK AUTO- 
matic and extras 17,000 miles, 
$3,100. Phone 382-3856 or 477-5685. 


'67 MUSTANG 390 COBRA GT RE- 
built motor, new transmission, 
extras. Phone after 4:30, 384-8391. 


67 PARISIENNE 327 V4. RADIO, 
rear speaker, at. ps. wire wheels. 
$395. 384-1274. 


Saunders and 
Hitchman 

Sales & Service Ltd. 

2040 Cadboro Bay Road 
At Foil and Foul Bay 
Dealer Lie. D-13433 

592-2471 

75 MONTE CARLO WHITE 
vinyl roof over maroon, 8600 miles. 72 *! IR . EBIR £' V8, AUTOMATIC, 
loaded. New $6800. Sell for $5800 or *3.000 Phone 284-0363 early 

small car and cash. 656-5837. i evenings. 


1961 ENVOY STATION WAGON, 
good running order. $200. Phone 
642-5375. 


'70 TOYOTA MARK II. 
speed, radial ply tires. 
$1,200. 479-7969. 


69 FIREBIRD. 6 -CYLINDER, 
bverhead cam, automatic. PS. 
must sell, $1,800. 386-6529 anytime 



PLUS 

MANY MANY 
MORE 

ENSIGN 

Chrysler-Plymouth 

Ltd. 

DOWNTOWN 
YATES at COOK 

Dealer Licence number 

D-495A 

386-2411 
Open Weekdays \ 
Till 9:00 



CARS FOR SALE 





76 CORVETTE 
76 CADILLAC Seville 
76 CADILLAC Coupe 
75 CHEV Nova Auto -6 
174 MGB 
! 74 VEGA. auto. 

, 73 HORNET, auto. 6 


75 BMW 530 1 

Metallic blue, automatic, 
sun roof, radio, stereo tape, 

5700 miles. $11,995 

.74 AUDI 100 LS 

Green, automatic, sun roof. 

[radio, 13,500 miles $5,395 C HFl IvFiJ RY 

74 VOLVO 142 

Dark green, radio, 21,000 
| miles $5,295 j 

74 OLDSMOBILE 

Burgundy Omega hatch-j 

back, radio, 22,500 miles 

$4,395' 

74 MERCURY 

Gold Bobcat hatchback, ra¬ 
dio-tape deck, Michelin radi¬ 
als, etc. $3,595 

74 DATSUN 

Like new piokup with radio, 
heavy-duty bumper, truck 

mirrors $3,395 


DePAPE 


2-YR. 

WRITTEN 

WARRANTY 

100 PERCENT 
BANK 

FINANCING 

O.A.C. 


73 ASTRE, auto. 

73 CELICA. 4-speed 
73 MGB with hardtop 
73 FORD Courier p u. 

72 LINCOLN MK IV 
72 EL CAMINO SS 
72 MERCEDES 4.5. air 
72 CELICA ST 4-speed 
72 CUTLASS 2 Dr. H.T. 

72 PINTO 4-spd 
70 BUICK Wgn. Air 

DePAPE 

70 COUGAR Conv 
70 TORINO Conv 
70 VOLKS. Van 
69 DATSUN Rdstr. Conv. 

68 DATSUN Wgn., auto. 

65 ENVOY, 4 spd 
65 GM VAN 

14% ft. BOAT w/40 h.p. eng. 


DePAPE 


Diagnostic Reports 
Repair Invoices 
Available on 
ALL CARS 

100% BANK 

* FINANCING O.A.C. 


MANY MORE TO 
CHOOSE FROM 


jDeWetpe] 


DePape Motors Ltd. 

760 JOHNSON ST. 384-8035 
DLR. D-1792 


WE 

REALLY 

Come Through for 

YOU! 

75 Corvette 
75 Ventura 
74 Corvette 
74 Challenger 
74 Celica GT 
74 Barracuda 
74 Coronet 
73 Land Cruiser 
73 Malibu 
73 Cutlass S 
73 Satellite S.W. 

73 Pinto S.W. 

72 Malibu 
72 Nova, sedan 
72 Corvette 
72 VW bug 
72 Ford S.W. 

72 Mazda P.U. 

72 Courier P.U. 

69 Cougar 
69 VW bug 
68 VW bug 

No Reasonable 
Offer Refused 

HAVE THE CARS 
CHECKED BY OUR 
SERVICE DEPT. 

at Our Expense 

2978 Douglas 
382-9111 

DLD-3790 




P.B., radio, Radials, 6000 
miles. 

1973 Cougar XR7. full load¬ 
ed with P.S., P.B. P.W., 
radio, low mileage, tilt 
steering. 

1969 Mustang, V 8 automat¬ 
ic, P.S. P.B., radio, vinyl 
roof, very clean. 

DOWNTOWN 

971 Yates Street 
at Vancouver 

Dealer Licence No. D-00486A 


72 FIAT 124 4 dr., 1 »pd., 
1 owner, B.R. green, 
radio, radial tires, excep¬ 
tional $2495 

66 METEOR,1 owner, 
power rear window, 
auto., p.s. p.b., radial 
tires $695 

100% BANK FINANCING 
12.75% O.A.C. 

ALL CARS GOVERNMENT 
INSPECTED 
OPEN 9 a.m. - 6 p.m. 

PARKDALE MOTORS LTD. 
2151 BLANSHARD 
By Memorial Arena 

386-2277_D.L, 26177 

INFLATION 

FIGHTERS 

65 CHEV Stn Wgn 

64 CHEV automatic 

65 VOLKSWAGEN 

66 CHEV Convertible 

68 DODGE Stn Wgn 

67 AMERICAN auto. 

68 MONACO hardtop 

64 FORD Vz-ton 

70 VAUXHALL G.T. 

69 METEOR hardtop 

69 CHEV hardtop 

70 CHEV hardtop 


$ 141 
$ 231 
$249 
S 397 
$ 411 
S 441 
S 490 
$ 791 
$ 810 
S 847 
$1087 
$1231 


TO QUALIFY FOR CREDIT 
And More Savings 
See Our Other Ad 


385-2415 Palm Motors 


offer. 


5 after 6 p.m 


75 PLYMOUTH DUSTER, V -8 Au¬ 
tomatic. 14.500 miles on warranty, 
dual steel tires, 6 months old on 
warranty, excellent condition, best 

offer. Ph one after 4. 59S4 Q16._ 

1964 PONTIAC CONVERTIBLE 
good condition new top $775 or 
best otter, 385-4533 B and B Car 
Sales 3233 Douglas St. D00794A. 


LEAVING COUNTRY, MUST 
sell 1971 Road Runner, 383. 4 
speed, good rubber, asking $2,300 
or best offer. 479-4854. 


1963 METEOR HARDTOP AUTO- 
malic tested $475 or best offer 
385-4533. B and B Car Sales. 3233 
Douglas St. D-00794A. 


1969 COUGAR. ELIMINATOR 
model, new paint. 4 soeed Hurst. 
351. very clean, $2,250. Call after 
6:00 evenings. 595 1 4882. 


1 968 VOLKSWAGON RADIO, 
runs good $750 or best offer, 
385-4533. B and B Car Sales, 3233 
Douglas St. D-00794A. 


cel lent running 
ic, tested, 
muffler, 
sonable 
384-4266. 


SeeMt. 


transmission, 
drive it. No rea- 
refused. Phone 


AS IS SPECIAL 

1974 Vega Wagon, automatic, 
radio. - totally sound car. Some 
cleaning required. Clear out price 
$1,485. Appointment to see 384-1721. 
477-0510. Sports Classic Cars. 2825 
Bridge. D-1236. 


1971 CHEVELLE WAGON WELL 
maintained, clearout price $1,485. 
Appointment to see 384-1721, 477- 
0510, SdoHs Classic Cars, 
Bridge. D-1236. 


Immaculate condition . 

$2,650 or nearest offer, 
after 6 . 


25.000 miles, $2,995, 386-0865. 


•64 CHEV IMPALA SS. 2-DOOR 
hardtop. Stock exceot for mags 
and tires. $1200. 592-1535. 

65 FORD CONVERTIBLE, 390 Au¬ 
tomatic. Power steering, power 
brakes, 592-3904 after 6 p.m. 

1973 MAZDA RX2, EXCELLENT 
condition, low mileage, weekdays 
after 5, 656-61 So. 

11961 VOLVO 544. RADIALS. RE- 
buitt engine, clean and reliable. 
388-4179. 

'65 ACADIAN 4-DOOR. GOOD 
condition, $600 or best offer, 
384-8726. 

1972 CAPRI V-6, AUTOMATIC. 
36,000 miles, $1990. 385-4273 after 5 
o.m. 

'74 PONTIAC. EX-POLICE CAR, 
good shape. Offers. Phone 478-7978. 
388-4733. 

'69 VOLKSWAGEN 1300, RADIO, 
snow tires, very good condition. 
$1200 or nearest offer. 652-2795. 

•63 CHEVY II. GOOD CONDI 
tion, $575 of offer. Can be seen at 
Texaco station, 1669 Fort Street. 

•68 EPIC STATION WAGON, 
offers, anytime before 5 , 478-0725. 

‘63 ACADIAN, 2 DOOR HARD- 
top, 6, automatic, $800. 478-2872. 

72 CORTINA ST ATIONWAGON, 
34,000 mHes, $1800, 3834)996. 

1974 GTO, $3500 OR BEST 
offer. Phone 478-7803. 

'64 COMET, MUST SELL BE- 
fore end of week. Phone 478-7848 

1 9 70 TOYOTA, AUTOMATIC, 
$1,000. 385-2280, after 5:30 o.m. 

•70 TOYOTA STATION WAGON, 
excellent shape, $1,800. 595-1809. 

1971 FIAT 124 SPORT COUPE, 
yellow', $1400. 477-6115 after 5 p.m. 

•68 VALIANT 4-DOOR. SLANT 6. 
auto. 37,000 miles, 386-9701 

NEW 1976 PONTIAC SUNBIRD 
delux bargain. 383-7084. 

1971 MAZDA R100, 36,480 MILES, 
offers on $1400. 479-5613. 

74 MUSTANG II, 10,000 MILES. 
479-8985. 

1973 TOYOTA COROLLA 1600. 
Good condition. S1995. 590-3775. 

'66 VOLVO 122S, $1,300 OR 

offers. Phone 652-1887. 

'71 DATSUN 1600. AUTOMATIC. 
479-8035. 

'64 OLDSMOBILE FB5, 6 CYLIN- 
der, $325. 383-4606 after 4 p.m. 

'67 OLDSMOBILE, DEL MONT 88. 
top shape, $973. 477-2615. 


1974 FIAT 128, $2800 FIRM. 
383-3495. 

•74 FIAT 128, SEDAN, GOOD CON- 
dition, offers. 479-8734. 

60 BUG. BEST OFFER. 

Cell 382-7646 


HONDA 
car centre 

HONDA CIVIC 
Business 
is Fantastic! 

Fresh New Trades 

1969 SIMCA 

1970 SEMCA 
1971 MUSTANG 

1972 CORTINA H.T. 

All Priced for Quick Sale 

HONDA CAR CENTER 
909 YATES ST. 386-6707 


BILL CARTER 

CARS LTD. D 13601 

'64 FORD Pickup $ 625 

’65 CHEV Sedan $ 450 

'65 MERCURY Comet $ 275 

66 BUICK HT $700 

'68 BUICK HT $ 700 

-66 SUNBEAM S 700 

•67 SUNBEAM $ 700 

•67 VIVA S 675 

69 CORTINA $1000 

I 66 FORD Custom $ 500 

'63 VALIANT $400 

'69 OLDS Cut $1200 

'70 PLY SW $ 600 

•62 COMET $150 

Larae Selection of 
Transportation SPECIALS 
2538 Government 
385-1716 


H0RW00D 

MAZDA 

Inquire about our Demo 
Sale. Save Hundreds $5 

SHOP AND 
COMPARE 

We have over 60 tested used 
cars all clearly priced to aid 
you the shopper. 

IMPORT TRUCKS 
69 DATSUN PU $895 

72 DATSUN PU $1995 

73 COURIER $2695 

3 MAZDA PU and 

Timbcrland Camper 

$3995 


2936 DOUGLAS 
AT BURNSIDE 


SELECT 

MOTORS 

'3 CADILLAC Sedan de Villa 
73 MASERATTI Indv 
73 MAZDA PIckuD 1800 
72 MERCEDES 300 Sal, 4.3 
72 MERCEDES 380 Sel. 4.S 
71 VOLKS 9-Pass. Bus 
68 AVANTI II 
68 MONACO 500 2-Dr. HT. 

67 THUNDERBIRD 
65 JAGUAR 3.8 Salon 
64 AUSTIN A-110. 6 cvl. 

63 MERCEDES 220 SE conv.'t 


REAL CLEAN 

Falcon 6 automatic, phone 


'73 MAZDA 808. TWO-DOOR 
: coupe, white with blue vinyl top, 
! automatic transmission and radio. 
22,000 miles, safety check for Feb. 
I '77. $2400. 479-6669. 


condition iust tested, radial tires 
$1,175. Appointment to see 384-1721, 
477-0510, Sports Classic Cars. 2825 
Bridge. D-1236. 


PRICED TO SELL. 72 FIRENZA 
Coupe, low mileage, mags, radio, 
good condition, $995. 595-5905, after 
5 p.m. ort weekdays. 


MOVING, MUST SELL 1966 VW 
Beetle, good running condition, 
$950, 652-3828. 


1966 VOLKSWAGEN, 
lent condition, $700. 
after 6 p.m. 


1974 FORD LTD. LIKE NEW, 
best reasonable offer. 478-1332 or 
478-0022. _ 

1970 DATSUN 510 TWO DOOR Au¬ 
tomatic, good condition, $1250, call; 
after 4 p.m. 382-4565. 1 


HANDYMAN SPECIAL 
1967 Datsun 4 door, clearout price 
$275. Appointment to see 384-1721. 
477-0510, Sports Classic Cars. 
Bridge. D-1236. 


2825 


YOU CANNOT GET A BETTER 
deal. Must sell. 1967 Cortina GT. 
Anv reasonable offer will not be 
refused. 382-4766 after _6_P.m._ 

'65 COMET, NEW 289 AND 
transmission, big tires, mags, 
extras. Phone after 6 P.m. 477-2181 
/lew at 4378 Fieldmont Place. 


GAS SAVERS 

69 SUNBEAM $695 

63 BEETLE $645 

61 ENVOY Sedan $645 

69 MAZDA Coupe $895 

71 DATSUN Cpc. $1295 

69 MAZDA Wgn. $895 

71 MAZDA $1495 

100% Finance OAC 
Bank Of B.C. 

HORWOOD MAZDA 
385-1451 

810 Johnson at Blanshard 
Dealer licence D-00803A 


Financing Available 
"WE BUY CARS" 

950 YATES 
382-8321, 384-1322 

SELECT 


1968 BMW. GOOD CONDITION, 
new paint, new usad transmission, 
radial tires, sunroof. Asking $2895. 
384-1874. 


e* seats, leather Interior, good c 
dition. Trade accepted. 384-2804. 


1971 VALIANT 

Good condition must sell $2000, 
tested to '77, 4 dr. sedan, V-8 auto 
mafic, 55,000 miles, winter and 
summer radials. 478-8442. 


Willie Motors 

75 DODGE pickup, 4 sod. $4695 

75 VALIANT 4-dr. auto. $3995 

75 FORD 4x4 $5495 

75 PLYMOUTH Stn. Wgn. SJ995 

74 GRAND PRIX $5895 

74 CHARGER $4295 

74 COUGAR $4895 

73 BUICK Century. Luxus $3895 

72 TORINO 4-dr. $2695 

70 JEEP 4x4 $2995 

71 CHEVELLE Stn. Wgn. $2595 

70 VW Van $2995 

69 FORD Van Camper $2995 

68 CUOA Convertible S1695 

68 CORONET Slatlon Wgn. $1295 

67 VW Beetle $1395 

67 NSU. Economy s-95 

66 VW Beetle $1395 

WILLIE MOTORS LTD. 

Olr. D-7366 

3240 Douglas at Cloverdale 382-2313 


32,000 mfles. A-1 condition. Many 
options. Must see. Will barter. 
598-3189. 


'74 HORNET, 16,000 MILES, NEW 
tires, must sell this weekend. Will 
accept offers. 386-8243. 


1974 MERCURY METEOR 
wagon, complete with trailer hitch, 
479-1483. 


SPECIALS 

■arislenne Cusf. Sport ‘ 
amaro SS, 4-spd. 

►arkland Wagon, loaded 
PAINTER MOTORS L‘ 


1975 GRANDE TORINO, POWER 
brakes, power steering, radio, 
under warranty, $4500 or best 
otter. 478-1109. 


$ 





































































































































































































































































150 CARS FOR SALE 



150 CARS FOR SALE 


SUBURBAN 

MOTORS 

N 


H 


SEE OUR 
SELECTION 
OF QUALITY 
USED CARS. 

7-DAY 

MONEY 

BACK 

GUARANTEE 


PETER POLLEN 
FORD SALES LTD. 

' VICTORIA, B.C. 

1060 Yates 384-1144 

Dealer Licence 
Number: 3073 



McCsIlum Motors Ltd. 

1101 YATES AT COOK 
382-6132 Dir. Uc. D-13580 

Co I wood 
Sooke 
Langford 
residents 
check the 
Juan de Fuca 
News Flyer 
for the 

best car deals 
in town. 

I COLWOOD 

1836 Island Highway 
I 478-1741 Dir. Uc. D3111 


CREDIT 
Good Or Bad 

WHO CARES 
WE FINANCE 
NO INTEREST 
NO CO-SIGNERS 

Let us help reestablish your cred¬ 
it Separated, divorced, single, 
male or female. You qualify. Buy 
and pay at same location. 

Instant 

"NO-RED-TAPE" 

Credit 

Palm Motors 

2936 DOUGLAS 
AT BURNSIDE 
Walk In Drive Out 


ON DOUGLAS 


HOME OF 

LINCOLN, MERCURY, 
MONARCH, METEOR, 
MONTEGO, COUGAR, 
COMET. BOBCAT. 
’76 CAPRI H AND 
FORD TRUCKS! 


151 SPORT. IMPORT C.ARS 


5 SPEED 


for as little as $3997. Please call 
FRANK DREW and ask about tha 
GM "BONUS 'BUCKS" demon¬ 
stration. CORNELL CHEV-OLDS 
Ltd. 3050 Douglas St. 315-5777 or 
(res.) 656-3288 DL 13535. 


1974 M 

coffllftm 
feck. Ovei 


AAGB GT IMMACULATE 
mi end mechanically per- 
Overdrlve, 8 track ate. Low 


1M TRUCKS and RUSES 158 


TIRES 


JEEP CITY 

SPECIALS 

73 GMC Suburban t pass. $4495 

72 JEEP Commando $4495 

73 TOYOTA 4x4 6 passenger $4895 

73 JIMMD BLAZER $4895 

69 INTERNATIONAL 4x4 Pickup 

$3295 


. _ Jua overdrive. .. 

car Is Immaculate. Phone 479-6222 
after 6 p. 


69 ROVER TC 2000, FULLY RE 
conditioned. New transmission, 
bearings, brakes, clutch, shocks 
and redials. And more. Asking 
52,500. 592-0873. 


’60 MORGAN ROADSTER 

Mint condition. Cell now! Metro 
Toyota Ltd., 386-3516. Dealer Lie. 
D3676. 


'75 CORVETTE STINGRAY. 8,000 
miles. Showroom condition. Load- 
Financing available. $8995. 
I? 383-3865 or 595-2413. 


Offer 


1962 DAIMLER SP-250 CONVERT- 
Ible, needs work, stock, fiberglass 
body, V-8 hemi, all offers consid¬ 
ered. 598-5775. 


GIANT 
SAVINGS! 
on 75 Model 
USED CARS! 


75 GRAN TORINO, 4 door. 
V8, automatic, power 
•teering, power brakes, 
radio, vinyl roof. 

WAS 54895 NOW 54495 

SAVE 5400 

75 VALIANT 4 door. 6 cylin¬ 
der, automatic, power 
steering, radio. 

WAS 54795 NOW 54295 

SAVE 5500 

75 BOBCAT wagon. 2300 cc, 
automatic. 

WAS 54995 NOW 54695 

SAVE $300 

75 COUGAR, V8, automatic, 
power ■ tee ring, powdr 
brakes, radio. 

WAS 56295 NOW 55695 

SAVE 5600 

75 AUSTIN MARINA. 4 
door, 4 speed with radio 

WAS 53495 NOW 53295 

SAVE 5200 

75 MONARCH 4 door, 6 cyl¬ 
inder, automatic, with 
power steering and 
radio. 

WAS 54895 NOW 54495 

SAVE 5400 

75 MONTEGO BROUGHAM 
— Demo — 4 door, V8, 
automatic, power steer- 
1 n g, power brakes, 
radio, air conditioning. 

WAS 57229 NOW 56295 

SAVE |934 


1970 FIAT SPIDER CONVERTI- 
ble. excellent condition, very clean, 
$2,500 firm, phone 598-5962. 


tM TRUCKS and BUSES 



WIDE OPEN 
UNTIL 9 P.M. 
MON. THRU FRI. 

6 P.M. SATURDAYS 


SUBURBAN MOTORS 

3377 Douglas St. 386-6131 
Dealer Lie. D13-474 


73 VW 412 STATION WAGON, 
standard, radio. Asking $3,150. 
477-0795. 


SALE — '61 VAUXHALL IN EX 
cellent condition. $299. Phone 
658-8991 after 5. 


MUST SELL 

56 Chev. 4 door, 6 cylinder, stan¬ 
dard, good condition, $110. 479-8939. 


Dodge 

TRUCKS 


RECREATION 

VEHICLE 

CENTRE 


MUST SELL 75 FORD 4X4 F250 *4 
ton rear step bumper, 360 motor, 4 
speed, gauges, extra tank and 
radio, sloe mirrors, power steering, 
ekes, free wheeling hubs. Asking 
,575 or best offer. 642-3290. 


tel 

$5,i 


1973 FORD ECONOLINE, STAN- 
dard V8, 35,000 miles, excellent for 
travelling, beautiful Intarlor and 
axterlor. Must be seen to ba ap¬ 
preciated. 382-3839. 


QUADRA 

AT 

CALEDONIA 


1969 EfONOLINE, FULLY CUS- 
tomlzad with N-50 tires and U.S. 
mags, new clutch, and paint, must 
be seen, only $4200 for fast sale. 
No trlflers please. 384-4237 after 5. 

1974 86-TON AMC JEEP, 4X4, 
16,000 miles, 401 cu. In four-speed 
standard, power steerlnq, power 
brakes, radio, extra heavy duty 
suspension. 383-1967. 

1971 VW window van. 82.000 miles 
( 10,000 miles rebuild), weTl cared 
for, 5 Mlchelln radiais, home-made 
back seat-bed. Moving east. $3500 
or offers. 388-7961. 


Quality 
Used Trucks 

’76 DODGE 4x4 dub Cab 
’75 CHEV CampeHzed Van 
*75 DODGE Mr-ton Pick Up 
75 TRIPLE E 18 ft. Mini- 
Home 

74 DODGE K ton Pickup 
74 FORD % ton. Pickup 
’t4 FORD \ Ton Dumpbody 
74 TOYOTA Pick-up with 
Canopy 

74 DODGE Maxi-Van, Fun- 
craft raised roof, cam- 
perized. 

73 FORD- Courier Pick-up. 

Auto Transmission 
'73 FORD Courier Pick-Up, 
4-speed Transmission 
73 DATSUN Pick-up, auto 
transmission 

*71 DODGE % Ton Pickup 
'68 DODGE Van 
'65 CHEV % Ton Pickup 
'68 KINSKILL 17 Ft. Trailer 
67 ROULETTE 14 ft. Trailer 


!'• 


2-YR. WRITTEN 
WARRANTY 


100 PER CENT 
BANK FINANCING 
O.A.C. 


J. C. MOTORS 


• rtu vo. our 

*RGe1i? Wauto 
*9 FAIRLANE GT. Auto. 

68 CHEVELLE Wgn, 6 auto. 
68 FORD Sedan V-« auto. 

68 BUICK Skylark, htp. 

68 CAMARO 227 V-8 auto 
67 FIREBIRD V-8 auto 
67 COUGAR V-8, auto. 

66 PLYMOUTH Satellite 
66 MUSTANG 6, auto. 

65 BUICK «edan 


J. C. MOTORS 
837 YATES ST. 


Ltd. 


$3791 

*1795 

$2495 

$1695 

$1695 

$1395 

$1695 

$2195 

$2395 

$1995 

*1195 

$1695 

*995 

D-00115A 

384-0921 


’72 RIVIERA 

2 -doer hardtop, 8 cylinder automat¬ 
ic, power steering, brakes, seats, 
air conditioning, etc. Emerald 
green with matching interior. Very 
clean at only $5095. Empress Pon¬ 
tiac Buick Ltd. 2867 Douglas St. 
Ask for Carl Spicer. Business 
3 8 2 -71 2 1, Residence 477-4007. 
DL00447A. 

I AM SELLING MY 1976 DODGE 
Dart Custom 4-door sedan demon¬ 
strator, 5.100 miles. Balance of 
factory warranty. This car finished 
In beautiful Inca gold metallic 
with matchinq interior. This car is 
fully equipped. My low price of 
84882. Phone George Clarke at Vic¬ 
toria Dodge Chrysler Ltd., 819 
Yates St., D-00867A. 


'68 METEOR RIDEAU 500. 
4-door sedan, .P.S., P.B.. auto.. 
302-V8. *1,200. *3-4770. 


‘73 'CUDA 318, FOUR-BARREL, 
headers, maos, new paint, only 
47,000 miles. 656-5208 after 5. 

1968 VOLVO 4-DOOR AUTOMAT¬ 
IC, new oelnt, snow*. 82595. 
598-8188 evening*. 

'69 VAUXHALL VIVA. AUTOMAT¬ 
IC, lady owned. 21,006 mile*. *795 
or best otter. 592-6807. 

'65 PONTIAC, 283 AUTOMATIC, 
$200. 592-2901. 

1965 VW STATION WAGON. 8550. 

656-2525. 

'69 CORTINA, EXCELLENT RUN- 
ning condition. $ 800 . 652-3028. 

'69 GTX 440 

595-4997 

'68 MUSTANG. GOOD CONDI- 
tion, $900. 642-369). 

'63 COMET. 2-DOOR. *125 OR 
offers. 477-1098. 

1972 RENAULT TL 12. 35,000 
miles, runs well. 384-7606. 

63 CHEV IMPALA, GOOD SHAPE 
and running order, *300. 592-0552. 

75 MGB $4,300, CARPET. RADIO, 
over-drive; 3854)137, 3864464. 

68 VW DELUXE MODEL, TEST- 
ed till *77, *1095, firm, 592-3567. 

1S1 SPORT, IMPORT CARS 

74 MG MIDGET . 

Mint Condition. 11,000 miles. Hor- 
wood Motors, 385-1451. D4XN03A. 

1999 MERCEDES 219. NEEDS 
work. Must sell so all offers con¬ 
sidered. 598-5775. 


SEE THE 

TRUCK 

SPECIALISTS 

AT 

ENSIGN. 

DODGE TRUCK 
CENTRE 

QUADRA 

. at 

CALEDONIA 

386-2411 

Ask for 
Truck Sales 

Dealer Licence 
Number D-3672 


ONE ONIY 

75 19' BENDIX Mini Motorhome 
$13,995 

Reg Midgley's 

JEEP CITY 

3342 OAK ST. 

Near Town and Country 


TO CLEAR 

stock of. 

Tires and Wheels 


Wheels to Fit Chev 


2—14x5W SLOTTED MAG for Det- 
sun 240Z $42.00 eech 


6—G-70-15 REMINGTON XT-120 
White Lettered $37.50 each 


4 — F78.15 REMINGTON Nylon 

I Tubeless Twin Whitewall 

$25.00 each 


166 CARS AND TRUCKS 
WANTED 


CARS FOR CASH 

Buyer on duty 10 a.m. to 2:30 p.m. 


480 Esquimau f 


CASH 

We will buy your car for cash. 
G.C.M. Motors Ltd., 780 Gold- 
stream Ave., 478-3242. D-7i97. 


SHELBOURNE AUTO MAR- 
1640 Cedar Hill Rl. 

We Buy Cars Instant Cash 


Tlsi 


running 

658-5501. 


I OK CAMPERS. TRAILERS 
nnd MOTOR HOMES 


tar Town 
Shoopin 

386-7571 _ Dir. Lie. D4534 

MUST SELL Ay 1974 FJ40 TOYO- 
ta 4x4, excellent condition. Warn 
winch, locking hubs, new engine 
replaced under warranty. 100C 
miles on motor, 30,000 on unit. Re- 
placement value $8500, asking 
$5,795 or best offer. 642-3290. 


'73 34-TON DODGE MA/l VAN, 
full window package, power steer¬ 
ing, power brakes, automatic 
transmission 318, radio, passenqer 
and rear seat, heavy duty hitch, 
40,000 miles ,$4750. 652-1485. 


'67 Vfc-TON MERC, NEW FACTO 
ry motor, clutch, brakes. • shocks, 
tires, starter and rebuilt transmis¬ 
sion. Bodv In excellent condition, 
jsklng $2,100. Phone Duncan 
748-9430. 


Installation Free 
--CHARGEX and 
MASTER CHARGE 

D&DTIRE 

1620 Blanshard 
382-7283 


11)0 PARTS, ACCESSORIES 


FOREIGN CAR REPAIRS 
All makes Including Renault. Cl- 
treon, Peugeot, all sports and per¬ 
formance car*. For a tree es¬ 
timate Phone 

PIERRE PERRERA % 
(formerly European Car Centra) 
at HONDA CAR CEN1RE _ 
909 Yates St. Phone 386-6707 


OPEN NOW 

it and see Victoria's largest 
stock of Hi-performance auto 

•“•"rajfl.WUiM. 

D. G. AUTO 

3244 Douglas 382-4012 


PARKDALL MOTORS 
FIAT Parts — Accessories 
and Sarvlca 
386-2277 

FIAT - SAAB 

265 — 350 CHEV: Z20'ALUMl H- 
lum manifold $60, economical Hol¬ 
ley spread bore $50, 275 horse 
j power $27 $150, four barrel and 
I manifold $30, Hurst shifter $15, 283 
i $20 other goodies 383-0875. 


DOMINION 

MOTORS 

HOME OF 

LAYTON — HOLIDAIRE 
TRAILERS 

CAMPERS *incl^ CANOPIES 
MoVoRHOMES 

1976 35 Ft. 
LAYTON Trailer 
From $8,295 and up 

75 VANGUARD • tt. c.mpw, 
stove. Ice box and lacks $2295 


................ .... ..... ....... heavy 

duly suspension re-bullt transmis¬ 
sion and front end.' Otters. 
479-6238. 


1963 INT. 1 TON. 
MM, 
shape, 

dump, . 

$750. Please 

.- 5 p.m. 


INT. 1 TON. LONG WHEEL 
1 , stake drop sloes. Good 
>e, $1500; 1954 Dodpe 2 ton 

' “MS Wult '1 


1973 FORD 14-TON, 302 ENGINE, 
4-speed, Insulated canopy, new 
snow tires, 25,000 miles. Excellent 
condition. 19 M.P.G. 83,000 or 
offers. Phone 592-1890. 


LEN BARKLEY 
INTERNATIONAL LTD. 

New ad Used Trucks 
517 Herald Street 388-5508 


1974 CHEV HANDY VAN AND 
1974 34-ton Chev, both automatic, 
with low mileage. $4000 each or 
best offer. 477-1922. 


CHEV '/j-TON PICKUP 283 
3-speed standard, new clutch, 
large canopy, excellent condition, 
asking <1,550. 3 85-0206._ 

LATE 75 DODGE % VAN, 109", 
360 V-8, automatic, power steering, 
many options. $5995 or best offer. 
382-7931 anytime. 


8,000 LB. WARN 

Reversing and free wheeling 
winches. $490. Complete with Con- 


597 Hillside at Rock Bay. 386-6 


Any make of 4-Wheal Drive 
VICTORIA 4-WHEEL DRIVE 
597 Hillside at Rock Bay 386-6511 
D-13531 


FOR SALE 1 PIONEER CAS- 
sette deck, auto eject, still under 
warranty. Rover TC 2000 parts. 
Four good year belted 14" D78 
tires. 592-2910. 


1970 CHEV 14-TON PICKUP, 
6-cylinder manual, AM1FM radio, 
step bumper, 85,000 miles, good 

condition, $1,500. 478-9420. _ 

72 FORD 34-TON, V-8, AUTO- 
matic, low miles, power brakes, 
radio and air, good all around. 
$3,150. 656-3775. 


1974 DODGE WESTERVAL VAN 
conversion, 1 owner, 24,000 miles, 
stove, fridge, etc. $7,900 or best 
offer. Phone 388-7262 afler 4. 


1974 J10 JEEP 4X4, QUADRA 
track, automatic, power steerlno. 
Van Guard camperette, stove, ice¬ 
box, will sell separately. 479-5924. 


MUNZY 4-SPEED CHEV BEL- 
housing. '66 Chevelle doors, glass 
trunk lid, rear bumper, tall lights 
with new chroma and air shocks. 

479-9220.__ 

ALUMINUM CANOPY WITH 
boat rack, roof vent, front, back 
and side screened windows. Good 
condition, $265. Phone 382-3792 
after 5 p.m. _ 


RADIATOR REPAIRS, FAST TOP 
quality repairs at Maurice's Auto 
Body, 427 Beta St., phone 386-3381 
Located behind the Burnside Pay 
and Save Gas Station. 


AUTOMATIC TRANSMISSION, 50 
per cent oft usual prices, no mid¬ 
dle man, deal direct, certified me¬ 
chanic, guaranteed workmanship. 
595-2187. 


mission for 1970 Triumph L_ 
preferably wlfh overdrive. 
386-1664. 


'62 FORD FALCON, STATION 
wagon, runnlnq. good bodv, tested. 
Needs motor reoalrs, offers. 
477-3021. 


LOOKING FOR REBUILT EN- 
gine and trans. for '63 Olds Super 
88 up to 394 with low mileage. 
382-0555 after 5. 


CLEAN '69 FORD Vi TON, NEW 
15x10" wheels and tires $2,200. 
Also '68 Mustang GT 428, 4 speed, 
offers. 478-3848. 

i9*r 

ft 


INTERNATIONAL TAN. 
Jump, 550 diesel, 5 and 4 trans. 
2-14 yard box, $12,500. 642-5737. 
642-5146. . 


'69 CHEV VAN, 6, STANDARD, 
propane furnace, shag carnets, 
cassette-stereo. new motor. 
642-5848. 


1975 FORD 44-TON RANGER 
250XL, Camper Special plus 8V*-ft. 
Caveman camper, $9,500 or best 
offer. 112-743-9762. 


72 GMC 44-TON, AUTOMATIC, 
power steering, power brakes, low 
mileage. Priced to sell $3,350. 
477-0795. 


'74 FORO HALF TON, 14,500 
miles, V8 automatic, radio, tested 
to '77. Excellent condition. $3,900 
or nearest offer. 479-3403, 

1968 FORD 1 TON WELDING 
Truck. 1973 84 Ton Chev. Phone 
652-1658 between 5-7 p.m. 


74 DATSUN PICKUP WITH CAN- 
opy, mags, AM-FM 8-track radio, 
etc. Asking $3,500. 479-4781. 


72 GMC PICKUP 350 
qoed condition, 1st 
385-0539. 


1974 DODGE . . .. 

truck, 16,000 miles, $2,900. 
available. 383-6770. 


1950 CHEV. STEP VAN, CAM- 
perlzed, needs some work, alumi¬ 
num bodv, $700. 384-9107. 


'73 FORD 84-TON, 4X4, GOOD 
condition, $4200 or best offer. 
592-6923. 


71 GMC V4-TON, UNDER 40,000 
miles. 6 cylinder. Excellent condi¬ 
tion. 477-6284. 


1967 ___ 

oick-up. good 
$900. 385-3996. 


'70 INTERNATIONAL V4-TON V-8 
4-soeed $1994 or offers. Call after 6 
p.m. 656-5829. 


'72 DATSUN SPORT TRUCK, 
economical, excellent shape. 40,000 
miles, may be purchased with 
camper or aluminum canopy. 
Otters, 478-9202. 


. -terra pad_ 

mafic, p ower steering —. 

posi. radio, 2500 miles. $6500 firm. 
477-9734 after 5:30 p.m. 


FOR SALE: '7a CHEV PICKUP, 
six-foot box stepslde. Offers. 
Lome, after 4:30 479-5626 or 

479-7771. 


„_, 1967 FORD ECONOLINE, 68,000 

1968 MGB, SPOKE WHEELS,: miles, 6-cvllnder, panelled and In- 
new paint, roll bar. Offers. 383- sulated, bed and curtains. $1700 or 
6196. offers. 385-2695. 

TRADE VINTAGE 84-TON 
Dodge pickup for recreational ve¬ 
hicle. 656-4745. 


. $3,900 

1973 CHEV. 1 TON, 12' DECK, 3* 
sides. 479-1063. 746-5059. 


'74 FORD VAN, POWER STEER- 
ing, under 5,000 miles. $4,800. 
Pnone after 6 p.m. 385-48 00. _ 

1999 GMC, ONE-TON PANEL. 3 
speed, work needed, $500. 2830 
Prior St., 5-7 p.m. 


CUSTOM BUMPER AND WINCH 
to fit 1965 CJ6 Jeep. $5«5 complete 
with cable a nd hook. 478-9508 day s. 

283, COMPLETELY REBUILT. 327 
heads, cam., 4-barrel carburetor. 
$550. -- 


WANTED 66 OR 67 PLYMOUTH 
GTX or Belvedere front end. for 
sale '66 318 racing engine. 382-7667. 

NEW 4-PASSENGER TAN BENCH 
seat approximately 68" wide. 
385-6668._ 

WANTED: 600X20" UP TO 

700x20" tires. Fair condition. 
478-3229. 

WANTED: COMPLETE POSI 

rear end for 1965-67 Chevelle. 
384-1417. 477-1482. 

'58 METEOR, '61 FORD ENGINE, 
9,500 miles, parts and pieces. 
595-8027. 

'64 CHEVY II, FOR PARTS. 194, 6 
cylinder, good condition. $75 or 
otters. 386-7858 or 386-8345. 

BORG-WARNER 4-SPEED, 
shifter, clutch and bell. Just re¬ 
built. 382-6032. 

LIKE NEW, ONE PAIR 5 SPOKE 
ET mags, 15". 60 series tires. 
598-6692. 

283 V8 MOTOR, 3-SPEED STAN- 
dard trans., also '65 GMC panel 
truck damaged for parts. 382-1709. 

MINI FOR SALE, PARTS OR 
whole. Good engine. 383-2729 after 
6. 

'74 SUPER BEETLE, LOW MILE- 
age. Most parts available. 479-2898. 

VW SQUAREBACK. 1967. PARTS 
for sale, 652-3009 evenings. 

2—14" GM CHROMIES, $30; 2-13" 


WANTED. BLOCK-FOR 1954 LAN- 
drover. 5907819. • 

223 FORD ENGINE, .60 OVER 
bore, many extra parts. 382-3670. 

'62 MGA FOR PARTS. PHONE 
652-1887. 

'62 VAUXHALL, '59 AUSTIN, 
free to tow away. 386-6251, days. 

'59 ANGLIA 

4784718 

NEW MG MIDGET TONNEAU, 
$75. 595-6803. 


1971 FORD 100 V4-TON, RADIO, 
6-oly, 1 owner, excellent shape, 
*2500. 592-0798. 


FORD 500 WITH HOIST AND 
metal box. $3,700 or otters. Good 
condition. 471-0245. 


1960 DODGE HALF TON PICKUP, 
good shape, with 1968 rebuilt 318 
engine, $800. 478-3361 afternoons 

1971 TOYOTA LANDCRUISER 1 
with locking hubs and winch and 
roll-bars. 052-1071. $3,500. 


1« AUTO REPAIRS, 
SERVICE and TOWING 


VICTORIA WEST MOTOR 
works, engine rebuilding special¬ 
ists, 383-2734 or 383-1905. 


1965 MERCEDES BENZ 220 S* 
standard transmission, reasonable > I 
otters. 385-7018. 


1967 SUNBEAM TIGER. 307 
cubic inch, new tires, excellent 
condition. 479-1055. 


’73 DATSUN 510 

4 door sedan with snow tires, stan¬ 
dard shift, radio, 3X000 miles, in 
top condition. Best offer over 
81,900. Leave message at 383-9126. 


65 RAMBLER AMBASSADOR, 
good shape, rebuilt trans., and 
rearend, good 327 motor, power 
brakes - and steering, tested. $900 
or offers. 383-6325. 


65 MUSTANG FOR SALE, 
nearest offer, 112-746-6434. Collect, 
lect. 


GOOD BUY, 1967 ACADIAN IN- 
vader, 4-door, good tires and 
motor, $475. Call 598-5064. 


1966 CHEV 6 CYLINDER, AUTO- 
matlc power steering, 72,000 miles, 
8650. 385-5201. 


1964 DATSUN 1600 SPORTS CON- 
vertlble. must sail. 385-2371. be¬ 
tween 9-5.__ 

BLACK AND SILVER 1960 COR- 

vette. Must be seen to be appri- 
ciated. 384 5733. 


'75 VW VAN. SUN ROOF, STILL 
under warranty. New condition. 
5950931. _ 

FORD PICKUP 34-TON. 
4-speed. VI, dual tanks. $3500. 

642-5642. ____ 

1972 VOLKSWAGEN VAN, GOOD 
condition, asking $3300. Phone 
642-5493. 


1964 GMC 34-TON 4X4 CREW 
cab, 4 speed, 17" tires, split rims. 
642 3645. 


AITO BODY WORK 
AND PAINTING 

■- r WILL"PAINTYOUR CAR. 

Days 385-6433 Eves. 479-9217 

CARS and TRUCKS 
WANTED 


'73 CHINOOK 18 ft. plus mo- 
torhome, only 24.000 miles, 
large 3-2av fridge, furnace with 
blower, toilet, and shower, 
stove and oven. «Imps 3. 

Was $13,500 NOW $12,995 

73 DODGE 84 ton auto., P.S., 
P.B.. radio, complete wlfh 1973 
11 ft. WEEKNDER CAMPER, 
toilet and shower, double sink, 
large 3-way fridge, furnace 
with flower, stove, hood blow¬ 
er, stove and oven ONLY $8895 

72 VOLKSWAGEN Chlmo camper, 
fridge, stove, sink, 12V lio. 

ONLY $5795 


We specialize In I.C.B.C. Autoplan 
Campers and Trailers 
1703 BLANSHARD ST. 
(Across from Hudson's Bay park¬ 
ing lot) Victoria, B.C., 385-5012. 
Dealer Licence Number D-5536 



TENT TRAILERS 

LEISURECRAFT 

NIMROD 

Large Selection — Low, low prices 

TRAVEL 

TRAILERS 

KIT rSad’^ANGER 
Good Selection of 
Smaller Sizes 

MINI and 
MOTOR HOMES 

WINNEBAGO 
EMPRESS 
BROUGHAM 
Great Floor Plans 
and Low Prices 

P ropa na-Accessor les—Se r v i ce 


10077 Galaran Rd. 
on Pat Bay Hwy. Sidney 
D.L. 3918 

656-5504 


VICTORIA 
R.V. CENTRE 

1080- GOLDSTREAM 
478-8377 

Up-Island Customers 
Call Zenith 2438 
DL 26205 

76 UNITS HAVE NOW AR¬ 
RIVED. 

STILL A FEW 75 UNITS 
LEFT IN STOCK AT SAV¬ 
INGS TO YOU. 

YOUR ONE-STOP 
R.V. SHOPPING CENTRE 
Free TV Draw 
Win a TV 

VICTORIA 
R.V. CENTRE 

OPEN 7 DAYS A WEEK 
We Service What We Sell 


EXCELLENT VALUE 

This like new, 1974 Chinook. 3lf 
foot. 5th wheel trailer Is one of a 
kind. One owner. Well maintained, 
fully equipped and luxurious ap¬ 
pointments. Open to offers and 
trades welcome. To view or fur¬ 
ther information contact Mika Cas¬ 
tle, Empress Pontiac Buick Ltd. 
Bus. 382-7121 (res.) 477-1354. D3182. 


TILLJCUM FURNITURE 

2612 SOOKE RD. 

Now makes camper, trailer and 
boat cushions. Any size or shape. 
Full selection of materials avail¬ 
able. Free estimates. 4784)522. 


STARCRAFT HARDTOP TKAIL- 
er, sleeps 6, propane stove, water 
tank, sink, electric or battery 
operated lights, icebox, clothes 
closet, used 12 weeks. $1700. 
384-6258. 


r CAMPER HAS 3-BURNER 
stove and Ice box plus furnace, 
also ladcter and roof rack for V 
boat Plus 2 propane bottles, $1450 
or offer. Phone 5954487 daytime. 
3 82-8990 after 5 p.m. _ 

8' A L U M I NlUK CAMPER, 
sleeps 4. stove, ice box. louvered 
windows witn screen, jacks includ¬ 
ed. $675. will be sold this weekend 
652-1210. 


168 CAMPERS, TRAILERS 
and MOTOR HOMES 


&di!p Colonist Victoria. B.C., Thurs., March II, 1976 

169 MOBILE HOMES* 
AND PARKS 




COASTUNE 
TRAILER CENTRE 

1621 Island Hwy. 474-0933 
(Across from Colwood Farmers 
Market) 

QUALITY and VALUE 

TRAVELAIRE, RUSTLER 
PROWLER 

TRAVELMATE. JAMBOREE 
MOTOR HOMES^ 

VICTORIA’S 
HOLIDAY MAKERS 

HOURS: 

WEEKDAYS 10 til Dusk 
Now OPEN SUNDAY'S IS P.M. 
D-13719 


FOR RENT 19* WINNEBAGO. $175 
a week, 3c at mile. 656-6165. 


S. J. PEDEN 

LTD. 

VANGUARD 

CAMPERS—MINI MOTORHOMES 
TRAILERS - VAN CONVERSION 
FIFTH WHEEL TRAILERS- 
"OVER 40 VANGUARDS 
IN STOCK" 


PATS AND ACCESSORIES 


S.J. PEDEN 

LTD. 

2855 Quesnel St. 

D-13432 

386-3464 


188 CAMPER*, TRAILERS 
and MOIUR HOMES 


17' PROWLER TRAILER, SELF 
contalnad. Parfact condition. 
478-7575. 


169 


MOBILE HOMES 
AND PARKS 



FENNELL'S 

Parts—Propane—Repairs 

10 colours of 
Profiled Aluminum 
INTRODUCING NEW LINE 
OF CLOVE RCRAFT FI¬ 
BERGLASS CANOPIES. 
THUNDERBIRD 
CANOPIES 

TRAILER SUPPLIES 
6459 Pat Bay Hwy. 652-2511 

. OPEN 7 DAYS 
A WEEK 


&obinhoob 

SALES AND SERVICE 

Introducing 

AAANCO 

"MAYFAIR" 

SECTIONAL HOUSE 

A 960 sq. ft. homa on display, also 
available in 1248 and 1440 sq. ft. 
models. 

All certified A277 under National 
Building Codes, 2-3 bedrooms, 2 
baths, utility room, living-dining 
room, breakfast nook, eye leval 
oven, day glo lighting. 

AVAILABLE OPTIONS 
Ruf-X siding, full horizontal siding, 
full 16" overhang with eaves, 
downspouts, Peachtree doors, d* 
luxe Kroehler furniture (colonial- 
contemporary), step up baths, real 
log burning fireplaces, cut out 
stairwells. 

DROP IN FOR A COFFEE AND 
INSPECT THIS QUALITY BUILT 
HOME, WE'RE SURE YOU WILL 
BE PLEASANTLY SURPRISEDI 


Large selection of new end used 
single snd double wide mobile 
homes. 

Spaces available for Immediate 
occupancy. 

All financing arranged with vour 
down payment as low as $100 on 
approved credit. 

2714 SOOKE RD. 
478-9912 

478-9517, 478-9518’ 


A SUNNY OUTLOOK PERSONAL 
Care Home has family Ilka accom¬ 
modation available Immediately 
for Ladles or Gentlemen. Ask for 
Mr. or Mrs. Turner 385-9821. 

CHARMING ACCOMMODATION, 
ladles, no stairs. Nutritious meals, 
kindly attention, 384-0693. 

PRIVATE ROOM IN ROCKLAND 

Guest House, ladles. 398-6562. 

190 ROOM AND _ BOARD 

LADY PENSIONER WILL GIVE 
home or room and board to an¬ 
other active ladv pensioner, non- 
smoker for companionship. Victoria 
Pres* Box 672. 

ACCOMMODATION WITH CARE 
available In April for elderly man 
or woman, suite of 2 rooms, or 
bed sitting only. 477- 5158. __ 

ROOMS TO RENT 


1123 INCLUDES BED, 1 A B L E, 
chairs, hot plate, utilities, VIc 
West area, phone 384-3605. 

JAMES BAD INN, REASONABLE 
weekly and monthly rates, 270 
Government, 384-7151. 


oainroom. iaun< 
Mrs. Basl, $75. 



BOBS 


MOBILE HOMES LTD. 

23 Crease 386 3623 

DL 1911 

STH WHEELS 
TRAVEL TRAILERS 
MINI HOMES 
TRUCK CAMPERS 
TRUCK CAPS 
PARTS - PROPANE 
. SERVICE 

386-3623 382-5647 


1975 TRILLIUM TRAILER,. COM- 
plete Inferior — fridge, stove, 
cushions. Damage to right front 
corner and door. 1971 Markee 
camperette. damage to back end 
door. Canopy, will fit small truck 
— Datsun, Mlzda, ate. Very slight 
damage. Boat trailer. I.C.B.C. Sal¬ 
vage Depot 979 Dunford Ave. Vic¬ 
toria. B.C. Viewing between 8:15 
a.m. and 4:15 p.m. Mondav to 
Friday. 


RENTALS 

MINI MOTORHOMES—CAMPERS 
—TRUCK and CAMPER— 

S.J. Peden Ltd. 

2855 QUESNEL ST. 386-3464 


HOMES LTD. 


TRANSFERRED — MUST SELL 
1975 12x60 two-bedroom Chancellor. 
On locotlon with sundeck, skirting, 
etc. Complete hookup, move Tn 
now. 

*15,900 


1974. 12x64 GENDALL, 2 bedrooi 
drapes, carpet, fridge, sfov 
washer and dryer, full price 

$15,900 

MANY OTHERS TO CHOO 
FROM 

IN 5 DIFFERENT PARKS 
Starling as low as $12,900. 


2681 SOOKE RD. 

478-8303 


MEMBER 

WESTERN MOBILE HOME 
DEALERS' ASSOCIATION 


OKANAGAN 

Campers — Trailers — Canopies 
ARROW Fibreglass Canopies 

REPAIRS INC. ICBC 

PARTS — VAN ACCESSORIES 
Phone 384-0213 Anytlmne 
LOGAN'S R.V. SERVICE CENTRE 
650 Burnside Rd. E. near Douglas 


DOGWOOD TRAILER SALES 
PARTS- PROPANE 
RENTALS 

RANOELL TRAILERS AND 
CAMPERS 478-6841 
2630 Devilla Road 
Dealer Licence D-1789 
Highway 1 at Millstream Rd. 


FORD CAMPER VAN. 
raised root. 302 V-8, automatic, 
power steering, heavy duty suspen¬ 
sion, new tires, sink, stove, oven, 
furnace, range fan, spare battery, 
insulated, sleeps four, $7,500. 
385-6486. 



’73 VW WESTPHALIA j 
Immaculate condition, no roof 
lent, completely outfitted, 30,000 1 
miles, Mlchelln radiais. Best offer j 
over $5,500. Leave message at. 
383-9126. 


Bendix Home Systems Ltd. 
Pyramid 

Manco Home Systems Ltd. 

2435 Trans. Can. Hwy. 
478-1774 D.L. 25171 

Mon. - Fri. 9-6 p.m. 
Evenings by apixiintment 
Sat. 9-5. Closed Sundays 


TO RENT — '76 MINI MOTOR, 
home. Deluxe Interior, sleeps six, I 
provides transportation, accommo¬ 
dation, meals and lets you go first 
class. 479-7071 weekdays after 5 
p.m. 


Tent Trailer. Stove, sink. Ice box, 
propane tank, spare wheel. Sleeps 
six. Only used 3 times. Like new. 
Sacrifice for $1550. Cost $2400 new. 
746-4098. 


71 FORD 44-TON CAMPER SPE- 
cial with 1975 Vanguard 11 ft. 
camper, deluxe model, loaded, 
sleeps 6. Phone Duncan 748-2934 
after 6 p.m. 


68x12 ESTATE Soectacle Lake 
52x24 MODULINi Langford 
52x12 KENTWOOD Langford 
64x12 KENTWOOD Spectacle Lake 
66x12 AMBASSADOR Lanqford 
64X12 KENTWOOD Langford 
60x12 CHANCELLOR Langford 
68x12 MODULINE Spectacle Lake 
64x12 LAMPLIGHTER Sooke 
68x12 NEONEX Langford 
62x12 DIPLOMAT Langford 
68x12 CHANCELLOR Langford 


ROAMIN’ HOMES 

Bob and Peagie Fennell 
Mini Motor Home Rentals 
652-2914 


zw u-juve van, raiseo top, v-o. au¬ 
tomatic, completely equipped, tires 
as new plus snow tires, 29.900 
miles. Offers over $5500. 384-0452. 


10 Vi‘ cab &*tr Scamper camper. 
Stove, furnace, fridge, flush toilet, 
383-8407. 


24* MOTOR HOME AND 1975 
^ matte. Trailer 
— Prince Charles 
Road, East. 


«• 'nuiurr nvmi; 

MtSt. Sl/.W%°p?’nce 

Motel, 225 Gorge Road, East 


GOLDSTREAM 
MOBILE HOMES LTD. 

PARAMOUNT PREMIER 
MONARCH AND PARKW.JOO 
Modern park space available 
with all purchases 

2994 Jerklln 

478 1751 471 8391 

Dealer Licence No. MCD 26091 
OPEN TO 5 30 


HOME BUILT 2-BEDROOM 
mobile home, an Ideal starter. 
478- 5190. 

176 HOTELS 

CHERRY BANK HOTEL, 
wlnttr rates, $35-50 weekly. 825 
Burdette, 385-5380. 


SPECIAL WINTER RATES, 
weekly and monthly. The Domln-' 
Io n Hotel, 384-4136. _ 

178 BUMMER RESORTS 


WHISTLER MOUNTAIN 
From studios to 3 bedroom con¬ 
do's. Beautiful Suites, budget 
priced. Garo Box 190 Alta Lake 
B. C, VOn 180, 932-5385. _ 

185 CONVALESCENT AND 
REST HOMES 


CLEAN FURNISHED ROOM 
kitchen facilities, working men, 
Jubilee area. 592-6615. 


BIG ROOM. CLEAN WORKING 
men. non-smokers, no cooking. 
598-7168. 


194 ROOMS WANTED 


197 HOUSEKEEPING 
ROOMS TO RENT 

Vi BLOCK FROM MAYFAIR 
Shopping Centre, shower bath, 
T.V., heat included, sleepers, from 
$5 a day, kitchenette $6.35 plus 
tax, minimum of 30 days' stay. 

_ 


592-1902. 


Shared kitchen, bath. 


ROCKLAND NEAR MOSS. BASE- 
ment room, share full kitchen and 
bathroom with 2 others. Quiet 
working person. <95. 383-7207. 

AVAILABLE IMMEDIATELY, 
prefer mature ledy. Share bath. 
Close to town. No children. No 
pets. 983-5761. 


NICELY FURNISHED ROOM 
with sleeping loft. Young person 
preferred, $85. 382-5968, 1192 Fort 


Quiet person. After 5 p.m. 


ROOM FOR RENT, SHARE BATH 
and kikhen, $125. 595-0931 

:w APARTMENTS TO 
RENT UNFURNISHED 



Rark Pacific 


SEAPORT APARTMENTS 
Lovely Sea and Mountain View. 
Finely appointed suites. 

Tastefully carried out. 

Full amenities for 
ioyment.. 

2 Resident Manaoers 
For your every need. 

Available April 1. 

2 bedroom. 

970 sq. ft. _ 

Adult building — no children or 
pets. For further information call 
MR. JONES, 383-2225. 


your an- 


$320 


McKenzie 

MANOR 

1010 McKenzie Ave. 

New 1- and 2-bedroom suites avail¬ 
able for rent. Opening March 15. 
Make your choice now while selec¬ 
tion is good. Sorry, no children or 
pels. Enter off Quadra. For ap¬ 
pointment. call Mr. Holgate, 
at Suite 111. 


Harbour To wars 


AVAILABLE 
April 1st 
1 Bedroom 

625 sq. ff. fro $230 

Phone HARBOUR TOWERS 
385-2405 


PROWLER, 20«Y TANDEM, 
sleeps 7, fully self-contained, full- 
length awning, like new. $4250. . 
1703 Davie. 592-0103, _ 

'59 AUSTIN WINDOW VAN. CAM-, 
perized, icebox, radio, heater, etc.; 
Great for loading. 22 mpg, $895. 
388-6592. 


woods! 17x66 General, all aopli 
ances, separate laundry room, 
cedar skirting and patio. Set up on 
60x80 lot — Includes garden. Otters 
on $18,750. Small perk ‘ 
room! 656-5207. 


: and lots of 


OCEAN FRONT 

3-bedroom, fully furnished, with 
sundeck. and fenced in yard, situ¬ 
ated in family park. Sooke area, 
bank financing available, $21,000. 
642-5375. 


DELUXE CONDOMINIUM 

Spacious suites with H'z baths, din¬ 
ing room, large llvlnq room, 
cjosed security underground park¬ 
ing. Rental includes heat, liaht. 
stove, fridge, sundrapes and park¬ 
ing. Lease available. Rentals from 
$365 to $400. 

BILL SIDiiU 386-6796 

WESTMONT REALTY 
LTD. 

920 HILLSIDE AVE. 

AVAILABLE APRIL 1ST — ONE 
two bedroom top floor view side, 
one deluxe 3 bedroom, dishwasher, 
self-defrost fridge, view side. In¬ 
door pool, whirl pool and sauna, 
games, exercise and work room. 
Mt. Tolmle Ridge Apartments. Sit¬ 
uated on Mf. Tolmie over took irvo 
Victoria. Quiet isolated location. 
Phone H. Gray 598 3821 or 592-3483. 
Sorry no Dels, no children. 
AVAILABLE IMMEDIATELY, 
brand new condominium, top front 
corner, de luxe two bdrm., 1V$ 
baths, drapes, wall-to-wall carpets, 
close to bus, schools and shopping. 

I panoramic view from wrap around 
balcony, parking, electric heat In¬ 
cluded, $350. Call 477-2070 after 5 
o.m._ 

1-BDRM. APARTMENT. CLOSE 
todowntowm. wall to-wall, frldoe, 
stove, balcony, laundry room, cow 
ered parking, recreation room, 
workshop, Dels considered. $275. 

beat- water. 387-5975 or 
382-9880 after 5 p.m. 

A yAILA BLE . IMMEDIATELY 
1-bedroom apartment, wall to wall, 
heat, water, cable, underground 
parking Included, modem building 
with pool and sauna. $275. 479-7660 
after 6. v 


CHEAP SALE 

'69 Datsun 1600, soft top, besWetter 
takas. 383-8646. 


74 CORVETTE. *7300 OR BEST 
offer. Financing available. 


. *69 CITROEN 

Under 30.000 miles. 35 m.D.g.. I 
Ing $3,000. 384-4196. 


69 MGB GT EXCELLENT CONDI- 
tlon, asking $2.200. 598-4944 after 6. 


1 MGA, NEW RADIAL*. MUST 
ill. $1,000 or offers. 385-8367. 


1975 DODGE RAM CHARGER. 
16,000 miles, loaded with extras, 
666-4454 days. 656-2069 evenings. 


<6 VW BLUE AND WHITE WIN- 
van. New angina, radio. 


'70 FORD WINDOW VAN AUTO- 
matic, I, good condition 4,3000. 
479-8747. 


high truck canopy, * 200 . 


1952 CHEV W-TON PICK-UP 
Very good condition, *750. 598-4431. 
1969 FORD PICKUP V8 AUTO~, 
radio. Phone 112-748-1239 Duncan. 


1970 OODGE VAN. 6 CYLINDER 
automatic. 3951 Douglas. 


1-TON FORD 390, FULL STAKE 
box, 16400 miles. 383-8407. 


VW BUS 1959 CAMPERIZED. 
Good condition, 1658. 8834962. 


SELL IT 
THROUGH 
CLASSIFIED 

DIAL 386-2121 


S$ WE BUY $$ 

—CARS 
—TRUCKS 
—MOTOR HOMES 
—MOTORCYCLES 
We Trade Down 

FASTCASH 

DePape Motors Ltd. 

760 Johnson 3X4-8035 


ENCLOSED SOLID UTILITY, 
trailer, compact chassis, wired, 
water proof, new condition, i 


1972 WINNEBAGO M.H. 318, P.B. 
p.s., auto, $9,000 Will take metal 
turning fathe as pdrt or ???. 
Phone 748-3814. 


TRADE VINTAGE a 4 TON 
Dodge pickup for recreational ve¬ 
hicle. 656-4745. 


15' TRAILER, SLEEPS 5, STOVE, 
ice box, portable chemical toilet. 
$1500 or best offer after 5 p.m. 737 
Laurentlan Place. 


1974 11' CAMPER, FULLY 

equipped, $3800 firm, can be seen 
at 542 Ridley Drive, Phone 478-1679 


14' '61 TRAILER. ALL FOUND. 
View at 1203 Pearce Crescent any- 
time or phone 477-135X 1-6 p.m.. 
$800 or best offer. 


18. BF 

» 499-1090. 


GOODRICH. 890. 


WANTED: 70-72 FORD 250 PICK¬ 
UP In excellent condition, for cash, 
479-2085. 


WANTED: VOLKSWAGEN DUNE 

SRSBH** 1 bodv ' ~ 


WANTED: OLLDER MODEL CAR 
or *t«tlon wagon, good condition. 

NN8I8 


1972 DATSUN Vi TON, 37,000 
miles with 1974 overhead camper. 
3-way fridge furnace etc., must be 
seen $360 0. 478 -9347._ 

19' KUSTOM KOACH. GOOD CON- 
ditlon, $2750 No. 61, Inn-City Trail- 


8' VANGAURD CAMPER, STOVE, 
icebox, sleeps 6, jacks included. 
$1900 or best offer._47B-S184. 

TRIPLE E DODGE MOTOR | 
home. 30'. sleeps 6. bathroom, 
3-w ay fridge, etc. 811400. 38 4-5683. 

19* FLEURY MOTOR HOMES~ 
All steel frame, solid insulation. 
Jackson's, *97 4 Goldstream. D -1014. 
WANTED V/t TO 11' TRUCK 
camper with stove, furnace, toilet. 
1972 or newer. 478-7804. 


1972 GMC 44-TON WITH V SECU- 

rity camper, loaded, phone tor de¬ 
tail* 386-0873. 


pletely cam perized. Open'to offer*. 
384-6385. 


1970 VOLKSWAGEN WESTPHA- 
Hr 42400 miles, radiais. radio. 
$4000 or offers. 477-6093. 


GALAX IE CAMPER, 1971, 106". 
sleeps 4, toilet, shower, $3,200. 
479-1055. 


* 75 9VY CAVEMAN WITH 
extras, like new, $3,800 or nearest 
offer. 479-5093.. 




8' CAMPER, PROPANE STOVE. 
Icetxjx^ sleeps 2 . $ 1,000 or offers. 


1973 8' PARKLANE CAMPER 

furnace. 3-wav fridge, oven. $1,900. 
479-8030. 


1971 VOLKSWAGEN CAMPER 
van. beautiful condition. See at 
1360 Hillside. 386-9774. 




LARGE THREE-BEDROOM SIN 
gle wide mobile home, with many 
extra features, 1>.- 2 -year-old, to be 
moved to your site, offers on 
$15,500. 478-8401. 

12 X 6 6 BELMANOR MOBILE 
home. Otters to $13,500, will con¬ 
sider fiberqlass boat, camper or 
travel trailer as part payment. 
Apply 2412-Millstream. 

1974 12X68 GLE NOALE, FULLY 
furnished. 2 bedrooms, dining 
room, 2 large built-on rooms. Car¬ 
port and sundeck. Many extras in 
mobile home park. 642-5021. 


NEW 12X68 DELUXE 2-BED 
room plus storage shed, waterfront 
aduU park, north of Mill Bay on 
Cherry Point Rd. Below cost. Ur- 
qent. 652-375 8. _ 

DELUXE ifttt GLENDALE. 1 
bedrooms, workshop, cabana. A 
nice fenced lot In tha Villa trailer 
park. Adults only. $19,000 or 
nearest offer. 478-5051. 


LOVELY 2-BDRM. BSMT SUITE, 
partlcallv furnished if preferred, 
on waterfront, suitable for working 
,or middle-aged couple. non- 
j smoke ,*. utilities Included. 

April 1. 382-7730. 

3 BEDROOM CONDOMINUM FOR 
rent, children and small pels wel¬ 
come. Centrally located near buses 
and parks. Call after 9 p.m. for 
appointment^) viev. 477-1354. 

ONE BEDROOOM SUITE ON THE 
third floor modern block. Central, 
reasonable rent. No pets, available 
Aorll 1st. Quiet pensioners or busl- 
nes s per sons. 1-7 o.m. 595-3379. >, 

AVAILABLE IMMEDIATELY, 
studio apartment, older building 
prefer female as must share bhth 
with one other. Cook-Bay. *142.90 
598-1776. 


7-MONTH-OLD. 24X40, DOUBLE 
wide, partially furnished. Includes 
porch, skirted. Completely land¬ 
scaped lot in family park. Sooke. 
642-4106. 


THREE-BEDROOM MOBILE 
family park, furnished, porch 
shed, landscaped lawn, all elec¬ 
trical apliantes. 478-5885. 

1974 GENDALL 12X52 SET UP 
and skirted in adult park, washer 
and dryer, fridge and range, asking 
$14,500. 642-3327. 


SACRIFICE 

1974 12x68 3-bedroom mobile home 
on 80x100 lot Treda, paved drive, 
$15,750. 656-3669. 


THREE-BEDROOM BASEMENT 

suite, prefer older people or stu¬ 
dent girls. All utilities paid. $325 
month on Richmond Rd. 595-6784. 
AVAILABLE APRIL 1, 1-BED- 
room basement, heat Included, 
$172.50. Consider one child. 
598-1776. 


LARGE ONE-BEDROOM SUITE. 
$145 per month, occupancy April 
1st. Middle-age persons only. 
595-2480. 


AVAILABLE APRIL 1. LAPGE 
one bedroom suite, quiet adults 
only, no pats, >175. 384-15M. 
SMALL 2 BFDROOM SUIT? IN 

good older city home, $245. heat 
Includ e d, f r om April 1. 595-1925. 

BACHELOR SUITE AVAILABLE 
now, $165. Close-In. April Manor, 
2 330 Wa rk St. 3 83-1042. 

Uf5; Aorfl' isf 
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TODAY’S CROSSWORD PUZZLE 


ACROSS 
1 Middle East 
monarch 
5 Coin toss call 
10 Study 

14 Texas city 

15 English 
village 

16 Irish lake 

17 Gaseous 
- envelope 
IS Pronoun 

20 “Room at - • 

21 Unseated 
23 Mountain 

nymph 
28 Subject 
27 The briny . 2 
words 
30 Upreises 

34 State of 
misery 

35 Crowded to¬ 
gether 

37 Aesthetic 
value 

38 Airline for 
Erie. Pa. 

39 Get.: 

Be fired 

41 Baked food 

42 Falsehood 

43 Epoxy, for 
one 

44 "— Smith's 

Blues" 

45 Leguminous 
plent 

47 Heppened 


50 Japanese 
sash 

51 Sinew 

52 While on the 
contrary 

56 Making less 
onerous 

60 Hindu spring 
festival 

61 .and 

bacon. 

Breakfast 

dish 

64 “I cannot tell 

66 On every side 

66 Actress •••• 
May Whitty 

67 Oblong and 
pekoe 

68 Inclines 

69 Sufficient: 
Archaic 
DOWN 

1 Quick blow 

2 Archaic verb 

3 Summit 

4 Nocturnal 
bird: 2 words 

5 Auto engine 
part 

6 Oleeceous 

tree 

7 Oiemond: 
Slang 

8 Title of 
nobility 

§ Most precip¬ 
itous 

10 Distant in 


Vesterday s Puttie Solved: 
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time 

11 Goddess of 
discord 

12 --ofClaves 

13 Act 

18 Bird 

22 Menu item 

24 Yellow-fever 
mosquito 

25 Part of the 
ionosphere 

27 Shuck 

28 Hair-raising 

29 Foreign 

31 Capricious 
action 

32 Banal 

33 Spirited 
horse 

36 V.P. John 
.Gamer 

39 Native group 

40 Relating to 
the sun 


44 Fxercise con¬ 
trol 

46 Certain Can. 
politicians 

48 Heraldic fig¬ 
ures 

49 Grapetike 

52 if: Sup¬ 
pose that 

53 Excavation 

54 Charles 

lamb 

55 Quien ••••' 
Who knows. 
Sp. 

57 Russian 
name 

58 Thread; Pro. 

fix 

59 Increased In 
site 

62 Mauna — 

63 Source of 

pleasure 
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By R. A. POWER 


APARTMENTS 

WANTED 


HELLO 


. _ . -V—.. 

_ T 10-lb. Poodle Who with my 
middle aged master require an 
apartment. April 1st, preferably In 
Oak Bay or Fairfield. Near the 
beaches (for walks). We have ref- 
erSnces. Please Phone 479-5739. 

SEVERAL HOUSES OR APART- 
ments furnished or unfurnished re¬ 
quired to rem from July 26 to 


iW 

ilchaeT's Ui 
Some cases will 


facui^. c >rfferehce" to 'vicInltC ' 


HOUSES TO KENT 
UNFURNISHED 



HOUSES WANTED 
TO RENT 


SINCI 1 M 7 


WORKING YOUNG LADY RE- 
? ul 3* W With- 

In 20 miles of victoria, lo-coat as- 


dwniUcioA, 

ifto&iuj JGu. 


sentlal, 

3*2-0145 after A. 


YOUNG RESPONSIBLE WORK- 

Ing couple urgently need si or 3 
*275 per 

6WOT. Phone efter 4 a.m. 


su Ralls, warehouses.^ 

STORES pad OFFICES, 

TO RENT 


BLSI.YES8 

OPPORTUNITIES 


BUSINESS 

OPPORTUNITIES 


LOOK 


1000 GOVERNMENT ST. 


jFortn.lnVo^ W , A .. R <Rrxi to the 
'rental of a 2 bedroom house fori 

3 WORKING PEOPLE WANT 3 
bedroom house. 6squ[malt or near 
Victoria, S30043U, for April * 
rh««A.Heather. 3B2-2030 . 
between —* 


Some cases will apply to single, .... Pnone Heather, 312-2030 or Brian 

M&f mUja %!?'KsMe f “' m :_ 

lect. Vancouver. 6*1-6812. during prooertv. Finished RR. PP* 'ANYWHERE NORTH OF 

office hours or write J. J. Johan- children welcome. Available, Me Kami# to Sidney. Small quiet 

nesen-r 330f-lf33 Comox St.. Van- __»*, *, Eif^i^^-.^.depandabja.cou- 


WORKINO COUPLE WITH 2 
wall bahavad cats need 1 bedroom 
epertment or duplex April let. 
Prefer James Bey. Fairfield or 
Oak Bay. To SI 7$ par month. Ref¬ 
erences. Mr v . er Mrs. Scoff. 
3*4-6279. 


QUIET NON-SMOKER, NON- 
drlnker seeks bachelor suite or 
reasonable apartment, preferably 
furnished, on April 1. Paul F. 

773. 1:30.4:30 week- 
days, 596-7735 evenings. 

WANTED: 1-BEDROOM SUITE 
within 2-mlle radius of CHECK TV 
by employee. Phone 477-1871 
tween 1:33-5:50, * “ 

well. 


Aerl. .. 

Uii —3 Br. new hoi 

living space._—„ _.. . 

quiet street, handy to shops. 
Children welcome. Available 

ux-S°tr . home loceted In Gor¬ 
don Heed. Handy to schools 
end university. Has a soa- 
cioue kitchen end. good 
storage throughout. Children 
welcome. Available now. 

S47J—3 Br. very large home 
plenty of storage 
throughout. Located l... —, 
don Heed area. Available 
now, 

RENTAL-DEPT., 3144174. 


' ww 

Gor- 


p ace needed by dependable cou 
pie. References. Phone 3I4-27S4 or 
477-4911 ext. 141 


MIDDLE AGED COUPLE FROM 
Alberta require 2 or 3 bedroom 
house In city, or small acreage. 
Phono 383-4090. 

2 NURSES REQUIRE ACCOMMO- 
detlon around ShewnTgan Lake for 
May 1st. House or bungalow. Ref- 
erences available. 314.7092. 


OFFICE AND STORAGE SPACE 
for rent Douglas and Burnside 
area phone 382-9201 


ask for Doug Po- 


RESPONSIBLE, WORKING MAN 
requires apartment, experienced in Beautiful 
cerate king and home appliance , suite '* ' 


Immediate 

Occupancy 




RETIRED 
needs 

6tr 


s reasonable ore t 

•«4ar c * ,na v,rd 


appliance, suite In “Royal ^oods" on Mc*en- 
ceretake /ie Ave. and Quadra. This unit Is 
brand new end has broedioom, 
drapes, fridge, stove, dishwasher. 
* “ imenltles ere swimming 


URGENTLY 
bedroom 
' desire- 


WORKING WOMAN REQUIRES 
bachelor or one bedroom character 
Ray or Fairfield. 
343-0217, mornings end evenings. 


REQUIRE, FAIRLY SMALL FUR- 

nlshed suite to sublet for 1-3 
months In Victoria, or Sidney. 
Reply Vktorla Prass Box 494. 


C H R I S T I A N MALE SEEKS 
1 -bed room apartment preferably 
In house. 592-4103. 


2 BEDROOM APARTMENT. STU- 
dent mother, and 1 child. Ref« 
ences. Phone between 4-9.- 


id. Refer- 
. 384-0797. 


Other 

Ml, 


21.1 HALLS, WAREHOUSES. 
STOKES and OFFICES 
TO RENT 

DOWNTOWN 
FIRST-CLASS 
OFFICE SPACE 
Up to lo.ooo sg,. ft. .aval 


BRAND NEW 
OFFICE RENTALS 
OF YOUR CHOICE 

WESTMONT 

COURT 

t» HILLSIDE AVENUE 

INVESTIGATE 

we % m s^e l ;je lto - 


WATERFRONT 

Recreation on subdivision land 
on a 1400' sandy beech-south of 
Parksvlile—21 acres — could 
be e convention hotel complex. 

4595,000. 


4000' of waterfront on Brown- 
Ino Harbour Including SHARK 
COVE Only $4300 an acre. 


NORTH PENDER ISLAND 
4000*. of waterfront on r 

8L 

MLS. 

PRICE REDUCED 

Approx. 1 acre—100' wa¬ 
terfront. Apartment or town- 
house site also 4 bedroom pan 
abode home Keltaln Road, 
Sooke. Now $98X00. MLS. 


FOR LEASE: APPROXIMATELY 
1500 so. ft. Prime commercial 
space In Nanalmo-Herewood area. 
Reedy for occupancy approxi¬ 
mately July 30, 1974. Low rent to 
long term lease. Established com¬ 
panies only. Nanaimo collect, 

Phone 753-5522. _ 

LANGFORD, 1200 SQ FT. STbRE 
or warehouse oft Goidstreem Ave. 
S300 per month. 478-2021. 


mos. lease minimum. 

g id it loot Galbraith Close, 4 
room home, with broedioom 
ice, carport and large lot 
sI Saanich location. 4 mos 
minimum lease. $395 per month. 

PLAYW Vy2SKK m ‘ im 


out. To be pertl 11 oned to suit .... 
ent. Loceted across from perkade 
Starting at $5.95 Sq. ft. per year. 
Call Mark Hartwlg from 1:30 to 
4:30 at 388-9181 or 382-7784 (after 
hours). 

INNER HARBOUR 
RETAIL and 
OFFICE SPACE 
In completely remodelled Heritage 
Building. Besides a marvelous 
view over the Inner Harbour, we 
offer elr-condltlonlng, elevator ser- 

. .._ ._ .... __jrpat 

the end adlactnt perklnq. Coi 

Whir _ .. „„ . 

wlQ from 8:30-4:30 at 388-9181 or 
- Bv'roh Prlce and Associates' Ltd" 1 3 * 2-7784 (after houro) for Inform#. 
385-2458. non cr enpolntment. 


MORNINGSIDE WEST 
LARCHWOOD & LAVAL 
3 - BEDROOM TOWNHOUSE 
AVAILABLE April 1st. Featuring 2 

-— bathrooms. Full basament, auto- 

1-BEDROOM OR BACHELOR mafic oil heat. W-W carpatlng, 
•Jhta required by young women, drapes, fridge, range, washer end 
Phone 382-0928. _ dryer. .Fireplace. . R«nt *375.00. 

204 SHARK 

ACCOMMODATION 

YOUNG PERSON WISHES to drepeaf^everv^ major*' appliance, 
share 2-bedroom furnished apart -1 piano, etc. Available for 13-months, 
ment on private beech in William May 1st, 1976 - May 31, 1977. Lease 
Heed. Commutes dally. S90 month-lend references required, will rent 
lv. Phone dally, 382-7116, after 6. It* mature adult couple only, no 
478-0847 . (Hgnry) _| pets. sa» e month, #5-1104 efter 


SINGLE OFFICE DOWNTOWN. 
260 sq. ft., $80 per month. Apply 
the Royal Trust Co. 388-4311. 


SHOP OR WORKSHOP SPACE 
for reht, approx. 400 so. ft. S175. 
313-4807, 384-3935. 


Approx. 1 qc. prop¬ 
erty overlooking har¬ 
bour on highway cor¬ 
ner. Good black-top¬ 
ped parking area. 

.Cement block bund¬ 
ling 40x40 approx. 

Fully furnished and 
.with oil equipment 
I for restaurant and 
drive-in. All in excel-! the 'roya^bust^m 1 . 
lent condition. Could CCT.^*i!i5SgVjeSS 
be easily built up. S; , e lc ,* o 1 ?f. 000 Prr.vX:V ,,,r 
Only $89,000. 

SOOKE REALTY 
LTD. 

642-5426 
Bob George 
642-5670 
Florence Goldie 
642-3140 

HELP 

CAMERA EXPERT 

deeded in 
growing 
fography 


it! REVENUE PROPERTY 


VIEW THIS! 
SAT. 2-4 P.M. 
228 EDWARD 


mountain 


OFFICES 1200 


STORAGE SPACE FOR RENT, 
Gorge Shopping contra. 388-5812. 


283 MORTGAGE LOANS 
and INSURANCE 


We Specialize In 
FINANCING 
DEVELOPMENT 


MANN 


-f 


APRIL 1. MATURE COUPLE, 
shar# horn# active senior citizen, | FAIRFIELD 
own entrance living quarters. 


minimum "cost, References. 
Vlctorls Press, Box 674. 


ROOM FOR RENT. FOR 
young lady In a house,, downtown 

.■“* “ ‘ r -“ ladles, 


i-i--„ WATERFRONT. . 3 

bedroom, living room, dining 

carpeted, fireplace, spoil- 
qk overtook Ing wafer, 
“ month, 
>84-5031 


"« ilV JS&SSSg VSjs' 


area with 3 other young ladles, BRAND NEW 3 BEDROOM DU- 
5125 per month. April 1. Call Lori. Plex. large master, good storeoe, 
385-8385. appliances, well to well carpet. 

i"u*ii *'»Te -iuucni>Tei \/ l Orooor\o%. Close to schools 


AYftMftLs and >h opping* Children end pets 

ihir. : ^ welcome. Hatley Perk area. $370 

m, £km’ nhi: w """W- 3 M-im 0 , JH-44M. 

Park. 384-4810. _ 1 BRAND NEW 3-BEDROOM 

QUIET GENTLEMAN IN (JO'S), 

wanted to there older character d 

home near ocean and amenities , ** .5 


REASONABLE RENTS 
NEW OFFICE SPACE 

Two floori,-1950 8.F. each. Bright 
outlook In two dlractlons. Carpets, 
ceilings, fluorescent, lights. Terrific 
exposure and sign power. Town 
end Country area. 

NEW DISTRIBUTOR SPACE 

1750 S.F. basement warehouse. 
Loading doors, high calling, park¬ 
ing, front access, room for office. 
Central to all routae. 

STAN PELLAND 

Res. 598-5427. Bus. 598-5144 


1st and 2nd 
MORTGAGE 
LOANS ON 
ACREAGE, 

APT. SITES 
Or Most Any 
Real Estate 
Holdings 
ANYWHERE IN B.C. 


—Solid older home. 

—High lot, city end 
views. 

—High revenue potential. 
—Conforms as rooming, boarding 
home or duplex. 

—Large living space. 1370 sq. ft. 

main, 1230 sq. ft. up. 

—Three fireplaces, ? baths, 2 half 
baths. 

—Modern kitchen with all ameni- 

Needed in Victoria to service the' 

- population of Pho- rlni, isl IS) mls 

enthusiasts and thar^ J, ' lv rlraw 

ever-expending tourist trade. If 1 —. TON T.A'?9. G f N 


ev«r-*xpanainu lourut iraae. it , 17 , 

you're that expert here Is your, 

opportunity — a camera end _ 

book store In on# of Victoria s 
most poouler shopping malls, fine OLD HOTEL 
*!V90 * 0 , tlto business, tumltur. A HERITAGE ^ 


«,«.rvy >V7T inw uwatn... 

end fixtures, plus approx. $ 20,000 
for the Inventory at cost. F.D.B. 
financing available. This Is en 
excellent opportunity for en Indi¬ 
vidual or family to run their own 
business end make e good living. 
Cell: Allen TreMord — 314-3128. 
(24 ttours.) 

CENTURY 21- 
J. D. BOSDET LTD. 

120—717 Johnson Street, Victoria, 
B.C. 384-3128 


452-5471. Available anytime, only 

--:- with good references. 

WANTED; GIRL TO SHARE'rr— riaTTnsi --; 

house near K-Mart, non-smoker, ^ £* A .TTCW' COL WOOD. 3 
tins M rh < 77 _aaoi otoroom, living room with flre- 

---place, arge oarage, tread fenced 

WANTED: ACCOMMODATION wj: chlld ^? n - 

tor mature young women In Fair- Pfl fjjpmh. 478-5561, 
field or James. Bay. 385-3924. | ^••3404. 


200 APARTMENTS TO 
RENT UNFURNISHED 

BRAND NEW CONDOMINIUM 
Specious 2 bedrooms. \V» baths, 
4tn floor corner suite, well-welT 
plush carpets, sun drapes, col¬ 
ored aopilances. Hobbv end recre¬ 
ation room. Security underground 
perking, many other amenities. 
Close to shopolng. Rent $375. Im¬ 
mediate possession. Call 591-1624. 

AVAILABLE NOW. 4TH FLOOR, j 

1- bedroom suite, $230. 1 2-bedroom : 
suite, 4th floor, $290. April 1st. 1 
J-bedroom suites, $215 to $230. 

2- bedroom suites, $285 to $295. Ma¬ 
ture adults only. No pets. Pool, 1 
sauna, swirl pool, recreation fecili 
ties. Phone 384-3702. 


200 APARTMENTS TO 
RENT UNFURNISHED 


FAIRFIELD—COOK—AVAILABLE 
April 1st, close to village, bus, 
park, downtown, thg sea. Naw de¬ 
luxe, large 2 bedroom con¬ 
dominium with 2 full bathrooms, 
refrigerator, stove, drapes, games 
room. Sorry no pets or chlldre 
$350. 479-8169. 



200 APARTMENTS TO 
RENT UN*URMSIIKD 


APARTMENTS TO 
RENT FURNISHED 


1 ROOMS AVAILABLE IN CO-OP JSi'RJBEOROOM, NO BASE- 
—— • — **•- ‘ment house near Slmpsons-Stars. 

Separate garage, available Imme¬ 
diately. $JfS • 
after 6,- 


$100 each, 382-441A 


200 DUPLEXES TO RENT 


SIDE BY SIDE DUPLEX 3 BED- 
rooms, IV* bathrooms, full base¬ 
ment with workshop end partially 
finished rec room, fridge, stove, 
drapes, carpets, cablevlslon Includ¬ 
ed. One small child acceptable, no 
singles, no pets. Located on quite 
street In beautiful Gorge area. 
Close to bus. S350 a month, refer 


$395 Mil 
, 595-5809. 


MW311 cr NEW PROFESSIONAL OF¬ 
FICE BUILDING &ch«<iu>d 
to be completed by October 
1. Now leasing. Govendale- 
Quadra Arear Fully air con¬ 
ditioned. a m p 1 It) parking, 
suitable for doctors, dentists, 
architects, accountants, etc., 
etc., etc. Inquire, phone 479- 
7069. 


••us utilities. Phone 


. AVAILABLE APRIL 1 
518 Meredith Crescent. 3-bedroom 

aw 

After 4 p.m. 


SALT SPRING SEA SIDE FARM. 
120 acres. All fenced. Large barn 
and oyt. byljdings plus mobile 


...... ,,. w . _ ... 

ences reouired. possession April 1 home. $500, 382-7522. 

■RNiiMHRRf&i 


1st. Call 384-6269 a 


• 5 p.m. 


_1-2 BEDROOM HOUSE. PAT BAY 

RENTV»URCHASE OR RENT Htohwav. No pets. References. 

ONLY. Side-tv-side, 3 BR. t',j $305. Reply Victoria Prass. Box 
baths. No steps. Delightful area. 1 709. 
dose to shops, school, ate. New,i 

well constructed. Fridge and ,**7 A , w N LA ^F 

range. $375 _per month. REG' 

BAXTER, D. F. HANLEY AGEN-! r .^. ound ' 1275 monthly. Phone 

MANOR HOTFI CIE t LT °- xs iw u I - 

»» «a. « SSTb^S; 

combination. View of the lake. 


PENTHOUSE 


E. G. PRIOR APTS. 

2422 Prior St.' 
t and 2-Bdrm. suites 
available Immediately. 
Sorry no pets or children 
Pone 382-5854 

R. BROWN and SONS LTD. 
385-3435 


New ultra modern deluxe bedroom 

and bachelor apartments Beau- c, nv . n«rtrinn' n»nr 

Hfully furnished. Situated In quiet ;L°- e l.- r J dfl# .'-? a - b * ach . 


$250 monthly. Phone 


1000 Government St. 


$275—1 Br., ultra deluxe. Cent! 
$24S—1 Br., modern, near Naden. 

SB WAy to 
shops. 

055—1 Br., modern, central. 

R20—1 Br., Cpl. or Sgl., now. 
$215—1 Br., handy to downtown. 
15—1 Br.. ground floor, Apr. ‘ 

Br., modern. Esq.. Api 


. iy f-- - ... 

location overlooking Gorge water¬ 
ways, close to bus service. In¬ 
cludes ways, close to bua service, 
includes color TV, telephone, dish¬ 
washer, laundromat, sauna and 
swirl pool. Maid service. No pets. 
Rent by dey, week or month. 


DAILY 

WEEKLY 

MONTHLY 


Shawniqan Lake. Available April i BEDROOM COTTAftF npao 
L» t.*?& Shawnloan Realty Available April 1 . $150. Victo- 


I rte Press, Box 490. 


743-5311 or 743-2407 a nyti me. 

BRAND NEW 3 BEDROOM DU- SALT SPRING,' LARGE TUDOR 
plex, large master, good storaqe, ranch homt, $425 per month 
•fOllKicM, wall to wall c.ro.t, IG.oom, «S &*7 
AAain draperies. Close to schools 


end shopping. Children and pets SINGLE WORKING MAN SEEKS 
welcome. Hatley Perk area. $370 house or apartment to rent, look# 
per month. 383-1294 or 592-4425. area. 442-5817. 


$325 LANGFORD, CLOSE TO 3 BEDROOM HOME. PLUS 2 
schools.. brand new, laroe 2 bed-'rooms, toilet and basin down, 1375. 
__ T .._ _ .. fpom, side by side, fridge, stove. 477-1380. 

sis sh&h hi ms 811 ,,oi ' 8r;s t ° «ext 

$155.34-Baj;h, hendvjo show. one-bedroom suites, color tv. ——--522 —-I FURNISHED 

linens, dishes, all utilities. Use of K MART AREA DUPLEX, 3 BED--- 

saunas, pools, end coin laundry. room, living, utility room, carport. | COZY COTTAGE WITH FIRE 
$3^0. References. No oeft Avail. Place Alto m<vtern Kurvialnu/ u 


.^.Idvto '- 

RENTAL DEPT., 384-8124 


VACANCIES 


ELDON PLACE $isg-Bach. Central 

Near Woodwards, on bus line, $158—1 Br. Central, 
available now. Two-bedroom, S373; I$145—1 Br. Gorge. 


ROYAL SCOTT INN 
425 QUEBEC ST. 385-3543 


three-bedroom, $319; April 1st one 
and two bedrooms, pool, sauna, 
swirl pool. Mature adutte only, no 
pets or children, 384-0414. 


BEVERLEY ARMS 
APARTMENTS 

2362 pnd 2544 Beverley Street, 
Duncan, B.C., quiet 1 end 2 bdrm. 
ste. Sorry, no children or pets. 
7484)141. 


AVAILABLE IMMEDIATELY 
Yates end Cook Arm. in new 12 
•ulte building. One bachelor Suite, 
*■“' plus one 1 bedroom suite. 


1 

k 


McKENZIE WOOD APARTMENTS 
1002 McKenzie Ave. 

Opening June 1st. Specious beche-. 
tors. 1 bedroom, 1 bedroom end, 
den, 2 bedroom suites from 
$182 $292. 4794812 between 9e.m. 

1 p.m. _ 

TWO BEDROOM, . _ 
suite, $325 per month. One bed 
room suKe, $225. Available April 


$137—1 Br. Langford 
$150—1 Br. Jubilee 
$175-1 Br. Central. 

$210-1 Br. Esq. 10 Avail. 
$184—1 Br. James Bay 
$235—2 Br. Tllllcum, Klde 
$210-2 Br. James Bay 
$159-2 Br. Central. Child. 
$224—2 Br. James Bay 
*237-2 Br. Central. Nice 
$221—2 Br. Townhouse. Baby. 

S 60—2 Br. Esq. 10 Avail. 

70-3 Br. 6 avail. Kids. Pets. 
FEE 

These are a few of our many 
vacancies 

HOMEHUNTERS 
OPEN 7 DAYS A WEEK 
9 A.M. to 9 P.M. 

1394 Hillside Avenue, 598-5101 


DE LUXE ACCOMMODA1 ION. 
Furplsiiad bachelor, 1 end 2 bed¬ 
room suites available from Sept. 
15. Maid service, answering ser¬ 
vice. Indoor heatea pool, saunas, 
coftae shoo, dining room, laundry, 
colored cable TV. "No pets". 

ssraSk ” 0or - E - 


_ _ JMMODATION. 

- bachelor and l bedroom 

suites available from September 
15. Colored TV, dining room, 
laundry, indoor pool, hydro pool, 
saunas, lounge, maid service, ans¬ 
wering service. No pets. Canter¬ 
bury inn, 310 Goroe Rd. Phone 
382-2151. 


ROYAL WOODS 


DELUXE ACCOMMODATION 
Furnished 1-bedroom suites, avail¬ 
able at winter rates, ztajlv, weekly, 
or monthly. Colored T V., pool, 
sauna, hydro pool, laundry, games 
room. Weekly maid service, no 
pets. Oxford Tower Inn. 133 Gorge 


$340. _ 

able March 
P.m. 


12. 592-9398 after 


_ from downtown, sorry, no 

pets or children. Melehet Bunga¬ 
lows. 478-3011. 


LARGE 1 BEDROOM LOWER 
duplex. Quadra. Tolmle erta. se- FURNISHED 4 BEDRi 
parafe dining room. Drlve-ln; house, oulet central locati 


CASH VALUATIONS ON 
EXISTING MORTGAGES OR 
AGREEMENTS GIVEN 
WITHOUT OBLIGATION 
COURTESY TO FELLOW 
BROKERS 

PHONe MR. LEN THOMAS 
COLLECT AT 3*4-7128 
(AFTER HOURS 478-1720) 

Douglas Hawkes Ltd. 
990 Blanshard St. 


TOWNE 
SQUARE 

Opposite Johnson St. dtv perkade. 
33 retail stores and 12 000 so. ft. of 
office space. One of Victoria's 
most exciting ond unique develop¬ 
ments. Surrounding open air mall 
In the very heart of downtown 
shopping district. Now leasing 
stage 1, tor occuoencv mid March. 
Phone^ 3854)212, 385-2112, or 


ARE YOU BUYING 
A HOME? 

MORTGAGE FUNDS 
AVAILABLE 

Do you need additional capital, or 
funds for debt consolidation? use 
your home equity up to 15% of 
appraised value. 

1st—2nd—or 3rd Mortgages 
Construction Interim. Commercial 
also available. 

Rae Investments Ltd. 

204-493 Burnside Rd E. 
Victoria, B.C. 

388-7891 — Days 
477-3814 — Eves., Mr. Stybor 


RADIO-TV Canada Permanent 

SALES SERVICE Trust Company 

Arr,n« ttw Hmnclnq of your 3: „„ .IY. --- 


ferk Pacific 

PROFESSIONAL OFFICE SPACE 
available In new five-storey con¬ 
crete, fully air conditioned anfl 
carpeted building on Quadra Street 
near McKenzie Avenue with ebun- 
life parking. Architect- 


rate end terms. We have money! 
available for first and second, 
mortgages. 

Phone KAJ JACOBSEN 

J. H. WHITTOME ANO CO. LTD. 
1111 BLANSHARD ST. 
388-4271 


dent on-elfi 


designed Interior layout and decor 
Park Pacific Apartments Ltd. 


daraqe. storage room, all ’utilities 1 1 to June s’. {So 
Included. *280. <7«-lo</, I , ,, ' n „ m ,7 ^ 

E SOU [MALT NEWER DELUXE; 8 'rn'lWOT™ 

three bedrooms, dining room, fire -1 TO RENT 

place, well to wall. drop#*, car- 1 ~ 
port, avocado appliances, close ’o iJ^£! jses S* 

all schools and town, $375. 383-2929. j 2L“P ,0 f n , ,ah *2 r J: 

'quired to rent from July 24 to 
Auggst 28. J974, *-- ' 


Harbour To wore 


OFFICE SPACE 
625 sq. ft. • 

Available April 1st from $250 
Phone HARBOUR TOWERS 
385-2406 


BRAND NEW 3 BEDROOM DUP-i. A ugy»t *•' J’ 7 *- tor members of 
lex. Available immediately. Chll-1Weultv, Preference to vicinity of 
dren welcome. Langford area. No! * «,V n, J! a r? Wv . Sc J y> ® 1 - 

—• " , M * I SM- C «rt T pfc.’OP* 

without children. Pleat 


TO w, m 

M 


NEW 3 BEDROOM WALL 
wall, electric heat, fireplaces, 
complete bathrooms, 
ment, 47M019._: 

UNIVERSITY AREA, DELUXE .7 BCTlDCft 
bedroom with den. IVj baths, 1 
child, no pets. 8325. Available 
April 1. 477-3728. 


CQuyer. 


2727 Quadra 
WHY PAY RENT? 

Business end professional people 
MAY NOW purchase office space 
on Strata title. 1025 so. ft. to 1340 
so. ft. on three floors of cement 
block and steel construction. Atr 
condiflonlng units, excellent financ¬ 
ing available. 

386-4271 JOE MAN TON 382-5211 
J. H. WHITTOME and CO. LTD. 
1111 BLANSHARD ST. 


LET WHITTOME'S 


DO THESE 

JOBS APPEAL TO YOU? 
News stand manager 
(MLS). I, 

—Dry cleaning operator. 

Plant i 
(MLS) 

-dean-up service owner 
If you are interested in any 
of these businesses please 
call Helen Jones 595-7913 or 
Svrinerton, Stewart dark 
Ltd., 385-2481. 


-..UILDING 

Yes, If needs a sprinkler sys¬ 
tem end Interior renovation on 
its three top floors. Yes, It has 
two attractive modern com¬ 
mercial businesses on the busy 
mein street. Yes, If Is In the 
"Old Town" renovation area. 
Yes, the recorded history of Its 
pest la fascinating. Yee. It has 
quite • future potential tor en 
Imaginative buyer able to cash 
in on it as a Victoria Land 
mark. Presentation kit avail¬ 
able to potential buyers. Call: 
URSULA E. S. LA LONDE 
at 598-3344 
JACK MEARS 
OAK BAY REALTY LTD 


NEW SxS DUPLEX 



PARKSVILLE DELICATESSEN — 
excellent equipment — location 

end NET PROFIT.. 

tor e couple 


Ideal business 


mg i 


quiet Colwocd 
stores and 

* - T IIv- 


rock fireplace, dining room, kitch¬ 
en, 3 bedrooms end lVb baths on 
main floor with cupboards and 
closets a-plenty. Each side has 
basement wtth partially completed 
family room with rooghed-ln fire¬ 
place, plus room for separate In¬ 
law suite with roughed In plumb¬ 
ing. All made cozy with elactrlc 
heat, thermal windows and thick 
insulation. Open Sat. and Sun., 
1:30-4:30 or other days by appoint¬ 
ment. Buy ell at 195.000 or half for 
S4I.500, 478-7753. 


OAK BAY 
DUPLEX 


Located on one of south Oak Bay's 
most desirable areas, this older, 
large home has been converted 
Into e legal duplex. Situated on a 
large lot, tbls desirable property 
’ shows a good income of $887 per 
PROFESSIONAL — strata title of- month gross. This will suit s 
•Ice building In city. ONLY 5 young couple as owner-occupier 
'Ultes left. 1025 to 1340 sq. ft. who need their payments supple¬ 
mented end who are prepared to 


Range from S44000 to $64000."Fuji 
financing available. Occupancy 40 
to 90 days. For details on above 
cell Ken Jensen 384-3494, 592-9079. 


EXCEPTIONAL 
DIRECT FACTORY 
DISTRIBUTOR 

Available bv rapidly growing Ca¬ 
nadian manufacturer. This is a 


do the work necessary to realize 
the property's toll potential. MLS 
15841. Offered at $82,000. Call: 
TONY BROGAN 

595-5171 388-4275 (pager 2471) 

_ Canada Trust _ 

"DUPLEX ZONED" 

19004 so. ft. bordering on two quiet 
Ists. Gently stoplnng fenced proper¬ 
ty. Also it Includes solidly built 

nigh profit hounnoia wiSttr lit gfiT LSifTcoSSS 
ventory Investment, salies and KLffLrlhl toieL 

technical assistance plus extensive fn r q 2.k?na ?oo j?m'*bailue 
advertising program. Reply Vic- T ham Lit 

toria Press, Box 617. 


wants his own business. 

$10,900.00 buys all stock, equip¬ 
ment and fixtures, Including ser- 

JXJT- ‘SS’VX, ?. *£*'isKJ--- 

years. For further details phone: •«"?«* garden. 


JAMES BAY 
DUPLEX 


Hugh Munrc, 477-2803 or 477-9514. 
CENTURY 21 

P RINCIPA L P ROPERTI ES LTD. 
HERE’S YOUR CHANCE 
TO 

CLEAN UP 

by purchasing this established ian- 
itorlal service. Ideal for married 
couple looking for small business 
with expansion possibility. Prlca of 
385-3435 $15,000. Includes Inventory of 

->- shampooing, vacuum and scrub- 

11.5% blng machlnae plus miscellaneous 

Immadiate Funds stock. Phone AL TASSIE. 3855741 

Interim or Conventional or 384-9049. NANAIMO REALTY. 


MORTGAGES 

We have funds available for 1st 
and 2nd mortgages with flexible 
terms. Rates begin at 1116%. 

P. R. BROWN 


_ _ Each suite has 

bedrooms, large end modern fully 
equipped kitchen, and spacious liv¬ 
ing room. Ample storaqe. An older 
but renovated home with charac 
ter. $70,000. 

598-1420 TEDWALFORD 477-1841 
RESIDENCE OFFICE 

BLOCK BROS. REALTY LTD. 


Commercial — Residential — 
Farm 

R. GEDDES 

PRINCIPAL PROPERTIES LTD. 
477-9514 


2U 


MORTGAGES 
FOR SALE 


iEXCELLENT OPPORTUNITY - 
1.000 sq. ft. in small shopping 
centre. $18,500 plus stock aporox. 
H0.000 — for Information please 
, call: 


MOVE UP TO 
33 APTS. 

ESQUIMALT, Close In, gross reve¬ 
nue $49,108. All tenants on rental 
agreement — Bus at the door, full 
occupancy rents appear mini¬ 
mal compared wtth new construc¬ 
tion — $2004)00 cash to handle — 
full price $554,540. Call Wes Dickie 
Office 387-4312. eves. 477-4442. Dick¬ 
ie Agencies Ltd. 919 Fort St. 


12-SUITE APT. 


SINCC1M7 


cfexv&etton, 

JfolilUJ&L 


THE ZIEGLERS j $185,000 

595-5171 592-1748 n seH-conta’ned bachelor suites 

Canada Trust _, *nd one 2-bedroom suite, large lot. 

BUSINESS OPPORTUNITY. MILL H, ' , *' da * Cada l„” l, L. a 2^ W53 
Bay. Cobble Hill area. Other obll- rr»°ntHiv revenu*. SM.,000,00 mort 
-atlons forces owner to sell Septic j£°* a ? 


_ _ilhg _ . _ .... _ 

um Truck plus Hoses — Use of 
our extensive yellow peg* adver¬ 
tising tor the remainder of the 
year. All serious offers considered. 
Phone 743-2623. 


QUALICUM BAY 


1300 sq. ft., two-bedroom and den Road East. Phone 388-6431 

__! d*lu*9 penthouse, $400. ENJOY CAREFREE LIVING 

BATHROOM|On. with MCndU aojSKl. K«ln,'quiMS! 


.. CANADIAN BANKER ma,t ^^ (Ground floor storefront), 
and wife now living In Arizona 
wish to rent or exchange house or. _ . , Weal tor: 
apartment for pert or all of sum-' Doctor? Bakery? 


1000 Government St. 

r Mortgages available for 
INVESTMENT 


■ III O' (vox lux OTII f ABBnucu m 

good thriving business on 2.98 
I acres with 3 houses, 4 cabins plus 
trailer ^7 ^ mobile _ peds^ To view 

i?2 ,Z Ca 


10 '3% and 10V»%. 
ler Information call: 

595-5171 d6uG POSKITT 454-4224 
Canada Trust 


COMMERCIAL 
REVENUE M 

Land and buildings* only — 
over 1 acre on highway, 6 
miles from city centre, plus 
approx, another 6 acres can be 
purchased separately or to¬ 
gether. For further Information 
please call: 

JESSIE MCGRATH 
384-8001 _479-38B2 


r - -■ -apart mens tor pert or ell of sum-' Doctor’ 

LOWER 2 BEDROOM DUPLEX, mer months beeinning June. Oak, Lawyer? 
View Royal aroa. S?f5 per month. B«'' area preferred. Write to Mr. ? ? ? 

“ . --- --- - *-e 5. Unwin, 131 E Pi -- 


mobile ._ . 

CempbeM .384-4141 or Th¥ ~R QYAL TRUST COMPANY 

~ MODERN SXS 
$76,500 


_Castle Properties. 

WANTED: 2-5 ACRES IN SAAN-' 
ich tor interesting business proi-. 
ect. Proposition on possible part- 


Florlst? For good quality mortgage invest- nershio basis. Easy public access 1 . _ . 

-«?— ■,«, h>< -'.-jw. .u nru. 1 . . . ? ? ? ment ceil essential with good proportion tlm- ! Legal Trfplex consisting of 2 two 

References, Phone 442-3S29 after 7;$9° r oe Unwin, 131 E Paseo Whatever your business, large or VINCENT HOLMES 

m P.fn. Iyhuperose s, _ Green Valiev, Az. 1 smell, for information please call: RICHARD HOLMES 


- 85414. 625-2287. 


twHH >vna, mu. MTdiavra .. .. ,_ from the Ocean 

1st. Also 2 one-bedrooms available Both units hay# cotored appliances service, linen, l 

--• «v. $72S Mature! Including dishwasher, luxurious and electricity 

“ $275. 384-43 


ONE BEDROOM SUITES, MOD- 
ern block, close In. Rockland area, 
near transportetton, shopping. Suit 
middle-age persons. No children or 
Ptts. April 1. $115, 8170.90. 992-1551, 
385-1779. 


’ DELUXE CONDOMINIUM 
SUITES 

t BR. — J bath — excellent views. 
Immediate and April occupancy. 

P. R. BROWN and SQNS LTD. 
PH. 385-3435 


AVAILABLE IMMEDIATELY - 
2 -bedroom wtth rec. room in base¬ 
ment, fridge and stove, near town, 
share utilities. $3«. Phone 383-4774 
/tnir 


evening*. 


waii-iirwon mim-snaj, arenntnve 
lighting fixtures extensive cupboard 
spaces. Central to ell major shop¬ 
ping centres. Tennis court, sauna, 
swirl and swimming pool and 
other amenities tor gracious living, 
adult oriented. No pets. References 
and leas# required. For appoint¬ 
ment to view call Mr. Simms after 
9 a.m. 314-3414 evens 3864916. OK 
Trucking. 


The Sentinel 

625 CONSTANCE 
OPENING APRIL I 

featuring 

—W-W shag carpet 

1 — ntercom 


.... _ included tor 595-3393. 

384-4342 or 384-1007. 


388-5471 


or 385-5194 


Fully furnished bachelor suites 
color T.V., linen, dishes, free 
phones, laundromat on premises. 
By dey, week or month; 


SELF _ 

with utilities. _ 

preferred. 595-3293. 


CLEAN, LARGE BACHELOR 
units fully furnished, everything 
included, weekly meld service. 
$1454220 a month. 384-5122. Es¬ 
trella Motel. Also Weekly rates. 


SHARE EXPENSES 
Fairfield light housekeeping unit 
suite We for 2 bachelors. $190 per 
month. Utilities Included. Immedi¬ 
ate possession. 452-3477. 


Mng approx 1500 so ."ft.! WHOLESALE. RETAIL OR *\ 
available April 1st, at low rental, light manufacturing plus office /mttl 1 


384-811 


° w“l£ E iSSi' AT° r 1 Sfiair^’ r hlS'“l«k “trom^vjr'n" ( R1A\J ROBERTS 

- (as ms VJ/investments 

tor truck access. Second floor to- .—- - 

proximaiely 2400 so. ft. available. 

Con ‘ - 


WANTED: 2-BEDROOM Du¬ 

plex. April 1, James Bay area or 
Quadra street area. Phone 385-8973 
efter 6 p.m._ 


ONE-BEDROOM SIDE-BY-SIDE, 
Foul Bey end FelrfWd, fireplace. 
$275 Plus utilities. 595-6794. 


3-BEDROOMS, DINING ROOM, 
storage room and stove. 384-2448. 


DUPLEX. 8225. 


VICTORIA'S DOWNTOWN 
HOTEL and APARTMENT 
COMPLEX 

CHATEAU VICTORIA 
740 Burdette _ 382-4221 

AVAILABLE APRIL I. 1-BED 
room suite, $195. 1. $200. t bache¬ 
lor, $175. Reliable person over 19, 
no pets, no children. Phone 9 a.m. 
to 6 p.m. 3842862. 2134 Ridge. 

3 BEDROOM SUITE FOR RENT. 

Langford area. Fridge, stove, 
drapes Included. Children wel¬ 
come. No pets. Available immedi- 1 

ately. *310. 478-3428. to buses . .. ... . 

James bAy area -rs:”- 01 I 

One-bedroom apartment, two bed¬ 
room apartment, available April 
1st, references needed. Please 
phone after 6 p.m. 382-8071. 


NEW 2-BEDROOM CONCRETE 


ton DUPLEXES WANTED 
TO RENT 


382-3108. 


YOUNG WORKING COUPLE. ^ 
who pay their rant on time, are Convenie nt, loc ati on, e eey access 
cteen and responsible, would like i? d ‘* c ff??y af JKKW: 

one bedroom house or duplex for y ** r *•••• evelleWe 

April 1st. Maximum 8200. Cell j M2 ' 2U 
47V-2352. 


COUPLE WISHES TO _ 

around, small 2 bedroom 


pput Hillside Blanshard area 

|Deluxe accommodation, suite or 3 


house wffhlb mllTradl uortVic offiem. Carpetfed, air con- 

tSfT'ffl MS bb>«"9- w * <*• 


toMa, quiet location preferred, ref- 
erwK« available, cell anytime. 


* management im 

388-6691 


Receptionist and ansvwin^ service 


8W'tT7* DOUGLAS 


— 12 per cant. _ _ 

covenant Information available. 

2— First — 8170A00 — 5-year term 

— 12 per cent. Victoria com¬ 
mercial property. 

3— Second — 840,000 — 3-yeer term 

— 15 per cent. Security — 
apartment building. 


UNIQUE PART OR FULL-TIME 
business tor sale. Can be operated 
from your home. Full price 86.000 
tor «toek and supplies. Was adver¬ 
tised in January, but all replies 
were mislaid. Victoria Prass, Box 
483. 


FRANCHISE AVAILABLE NOW 
"Wood or coal burning stove of the 
century" forced air heating cook¬ 
ing and baking — all In one unit. 
Baxter Stoves, 3790 Hayden Brldae 
Road, Sprlnefletd. Oregon. 
503-747-7012. 


FURNITURE REFINISHING 
Business located In fast developing 
area. Well-equipped shop, city con¬ 
tracts, very reasonable rent with 


bedroom part basement suites side 
x side plus a two-bedroom suite in 
the basement. Located In a very 
handy area. This Is pflced to sell. 
Exclusive with Castle Properties 
Ltd. 384-4144. 

_BOB K OHLRUSS 998-7489 _ 

BEACON HILL PARK 
FOUR PLEX 

Two two-bedroom, one erte- 
bedroom and one bachelor. Full 
basement. Quiet corner lot. An 
older converted building but In im¬ 
maculate condition. First time on 
market. Full price: 892400. 

DON CLARK — MIKE RUSSELL 
NATIONAL TRUST 
388-6451 (24 hrs.) 


ootlonal lease. 1X1400. Apply Vic¬ 
toria Press Box 704. 


CITY DUPLEX 

_ Situated close to town. Up and 

-, ----—-- rit f eu my tmp down units. Has iust been renovet- 

RESPONS I 8 L E WORKING 1 Simms, 9-5, 384-3414. • inyMjtgrs me v purchase ell or pert i beautiful view from our newlv ren- ’ed. New carpet throughout. In 

mono ladv umanttv maul™ OK Trucking. _ oTfi£ ™&££o?dJ!r3 -v*’ed refe wito adtolnil^ r 0 ro. : very good condition. Lovely spa 

KEATING AREA Variety of other mortgages avail- Seats 50. 45 miles from Victoria, cious rooms. Rewired. Good reve- 

- - - Por rent 3 000 sq. tt. E q» heated, ebto yielding 12 per cenrand up. .* 

WANTED 3-BEDROOM HOME, E. r J m# workshop area, with of- Call: tact Breakers Cafe. Jordan Rive*-. 


young lady urgently requires small OK Trucklnq. 
house or suite. References avail¬ 
able. 995-6644 


Adults Only — No Pets 
Appointment for viewing 

CentKf 

\r. Fasf — 


condominium draoes. caroets. ao- PROFESSIONAL COUPLE WITH 

d larces underground parking. 1C 2 cats require accommodation w'th___ nufBC ^ .... 

a?ros! 4 t#5 dCwnl0Vrn ' *»-00C. direct access to ooyOo oarden for Lansdowne cr Fernwood area.' ,itp V ,r>d wasrooms. u , lw _. w 

3R3-7Q>4. _; May 1. 383-2440 efter 5. _> Working coupleT'«-children, l pet iemole perking. Fo r fy rther infer- O. H. MacGlLL'VRAY 

"OC8ES TO best . y--** * 1 gWKZW • 8558?j. m v>3 ’ -—"t"*' - 

awS !SStSTincW ISFUBMSHED !>9y excel lent discount se 

BEDBOOM FAMILY TOWN- *^ »»» jfffS lVTJe 'F^ f”jg: US’ 

sm ®' 1 ’ 47B^IAAS * V A I L A B L t APRIL 1976. o* r cen } dlSCOUOt available now Iturc niv lipwm CTCOV die cv> tn,M«> dJOTI 


GEORGE WALL. 344-2955. 
477-0548, or GEORGE PARSONS. 
0°AV c * TRUCK PLUS B"S'- 384-2955 or 598-3847. 
ness, limited company. Late mode! Century 21. Mayfair Reatty 


'-omo'ete with written work 
contract, H-otote. good working 
ri’en’e'e $30000. Exceller.t financ- 


A GOOD LIVING 

buY~ tnis 


New 


M r. Fast 385-1228 
SOOKE WATERFRONT 


„„„„ nou*. rumpus room. Hi Mtn. _ j| V r 

utiMlS 5**'- ho '_ 5 atl ? TlU 0 ". 1 YOUNG CHRISTIAN FAMILY AT 

“ dr»om Or* Olock SlmosorT with col. seeks three-bedroom 

-Sears. Available April 15th. 1320 home, possibly 8275 plus retor- 

JAMES BAY 1 BEDROOM, no | per month. 995-6313. ences. 5954264. 


3-ROOM FURNISHED SUITE, 
private bath and antrance. Beacon 
Mil* area. $150 .riisr-. nM '' 

592-14M). 


KfcTjIm 


^S*2 r r3 ] 1c4Sfs r1 ™?h S o^r? ”’?uded J ‘3fsJw* ,V ' *" MOOERN .TOWNHOUSE. MED-j MATURE. PROFESSIONAL PER IHueee „ 

V Sgto,lSSaiy > I.Sd£^d, .. —- artiriBSLt Lllrs *?J?»'re._»n.U hou». Cotemod. «M»« Ft«l 


have full APRIL *1. 1-BEDROOM SUITES, 
wiMseii **“ ‘ * 


..„Jace» with' waii-to-wall, for $221 and $210, for single adults. 

caroets. extra lar ge balconies. ep-[ 382-9318. _ ‘ 

SSS^-ffiSS’hTSStSS StSlONE bedroom B ASEMENT 

LAROE 7 BEDROOM. 7 BATHS 5?k£ SSfL5SrJ"?5.l “S' JnSnS"*- 

apartment, fireplace, acne of gar- Iau> w r v ^ 1 l * q 'y a - ■ L - e r => AMT . tMB - t — 

den. Rockland area. S40Q a month. ONE BEDROOM SUITE. NO.*?fcf-^| ,TA, I 5' E D 
383-5310. 384-3484. children, no oats, $161. Phone after gffRjor quiet adult, furnished. 

— r~ . T _ _ — ;_ |7 p.m. Sherolga Apartments. 974 595-4440. 

TWO ONE-BEDROOM APART- Duntord Ave. 478-3353. --- 

merit available 1st of April, noi- 

children, no pets. Appt 
Trust Company. 386-431 


SSsfflS!- 


avai 


ino. dn 
-enable 


April 1. 8400. 


AVAILABLE 


IMMI 


ly tl 

ll. 


AEDIATELY 
idlng. share 


CLOSE TO WATERFRONT 

_am 5-bedroom home with 

large Indoor swimming pool, soa- 
clous living room, dining room, 
kitchen, den. $800 Available Imme¬ 
diately. Phone 479-1102. 


LARGE QUIET ^2 BEDROOM, 
city centre. Ideal for mlddieeged, 
semi, or retired. $204. 479-6100. 


BACHELOR SUITE. $110 PER 

month, share bathroom. Available, _ 

April 1 st. Working pe ople. 384-2772. MARCH 1ST, DALLAS ROAD. 
LUXURY 1 BEDROOM, ALL - al —- d •P #rtTT »« nt - 2 bedrooms, 
amenities, no pets, adults only, 

*325. 382-8503. 


c ii i r c ! studio suite, older boll 

available Aprfflsl, heat and watt' i bath ' *•?*- 598-1274 ._ 

!2S ,U %L. CHtdran M 'Mjcome, no available april i. i-bed- 
pats. 8350. Esquimau. 382-7384. room, close in, mature adults only, 

1 BEDROOM, 8230; 2 BEDROOMS ^L**! 27 *_- 

mature edults. EDGEWATEl( MOTEL, -1 BED- , . l I*Si ac ?-' 
1384-1992. — I room. From 8200. 478-4212. ances 


COUPLE REQUIRED FOR ONE 
bedroom house with large yard 


°6% m* - Metchosln ' *04093 j * 0 YAL TRUST BUILDING, SUITE 
w mr _ e _ P.m. _U 1.122 square feet, suitable for 


RESPONSIBLE WORKING 

GIRL. 

urgently requires small 

older 


3854)438. 



PLEASE" call ~Mfi ANDERSON 1 JT cef ?, c£i sc0 . un ! e n ^J'' JAMES BAY UPHOLSTERY <119,900. Monthly income'Of 81490 

areiSni M MR ANDERSON bouse. 84500 a, 18 per cootjto EsJ-hliihad 30 veers, large stock. 1st mortgage of *48.c» at 10%% 

—-1 j -l.l S 8th St Courtenay >v»->d name. to'sjness ohone 2nd mortgage financing can be ar 

SOOKE . j 111-338-5379. _j_■ 382-4115 or home < 79-5575. _ ranged it necessary. For full per. 

“° R AND GE NTERTM FINANCING ,h»^ E m*Mn*"ivS? , ’B„= 0 h ‘JlM DONNELLY «7-7n« 

' " .LUCRATIVE RETAIL ARF» FOR BEACON HILL 


Retail or office soace tor rent In 
new commercial building. 1008 
month. 


2 square 
tonal or 


all 


_ suitable for 

business use. 8514, 
Apply the 


McKENZIE 384-7521. BOOR/ 

•N.YE_SJMEN.T_ CO., LTD. 


GOVERNMENT i 


18% 

Short Term First end Seconds 

_ _ _ _ Well-Secured 

YOUNG WORKING COUPLE R E : *L i» CouHtwv St„ i«5’•»( BoiNriBil*' .Sbtici I to 
" iulre .smaj^ hcxne or apartment I month, available April 1st, 1976, PRINCIPAL PjeOPERTIES LTD. 


FOR RENT, SMALL OFFICE, 230 


8200. Phone Lynn Logan, 1382-3153. 

“ ’ M 383-3250. - 


1-BEDROOM SUITE, $193.50 PER 
month. Jamas Bay. Avaliabla lm- 

me dlatsly. 3 85-2973. 1-BEDROOM SUITE. MARCH 

MODERN 2-BEDROOM APART. 13 ? h -* 130 ' SW ? 7M m0fT,lf>0 *-__ 

mant, avaliabla AAarch 15. Mature 1 BEDROOM SUITE FOR RENT 
adults only, serry no pets. 383-3239. Ion Hillsids Avt. 595-4231. 


2-BEDROOM WATERFRONT 
modern suite available. 912 Sel¬ 
kirk. Phone 3*3-7459. 


202 APARTMENT 
FURNITURE TO RENT 


STANDARD FURNITURE 
Three Room* from 
$35 per month 
Immediate Delivery 
382-5111 


MOOSE LODGE HALL - FOR 
ONE BEDROOM IN METCHOSIN, .rent, 7925 E. Saanich Rd. For 


_ 477-9514 _ 

YES WE HAVE FUNDS AVAll- 


Royal Roads area. 478-4457. $295' rr8r '- 383-1696 Grant. Pnone 652-1670, 385-7479. 

per month. 


3 BEDROOMS, IV* BATHROOMS, 
— fully carpeted, aooil- 

view. __ _ 

Kith. 383-0482. 


ocean 


Road. 


THREE BEDROOM HOUSE, 
Town and Country area, rentable 
for about two months at 8189 a 
month apply March 13, 10 a.m. at 
3427 Whittier Avt. 


ATTRACTIVE NEW TOWN- 
house, Gordon Head. 3-bedrooms, 
3-bathrooms, full basement, double 
carport, fireplace, new frldpe end 
Stove. $500 452-1484. 


WANTED BY COUPLE 1 OR 2 COL WOOD AREA, RETAIL 
bedroom house, approximately (soace available In tht new Hatley 

WOO. 478-7141. _ Park Shopping Centre. Opening 

WANTED: 2-3 BEDROOM HOME 500,1 For in,orm ® ,, ° n < 3*8-5*12. 
with dining room for May 1. 

386-1801. 


HOUSE WANTED OUTSIDE Vic¬ 
toria. Married couple. Phone 
382-2251. 


RESPONSIBLE MARRIED COU- 

S e requires small house or cabin, 
eferancas. 478-8205 evenings. 


Of ^5: 


CITY CENTRE 


and office, 'for ' manufacturing 

4^SS78. n,b - Hl "- 


3,000 SQ. FT. NEW BUILDING. 
Prime location. Langford Village. 
u ' 1 light- r -- 


Me now. CONTINENTAL 

1ATES CORPOR- 

Fort St. 38*6771. 




BUSINESS 

OPPORTUNITIES 


DOWNTOWN GIFT AND VARI- 
ety shop, Ideal for man and wife 
Interested In art works. 821,000 
puts you In complett with stock, 
and this shop will pay way from 
first day. Allan Klenman 382-7276 
for appointment. Town a * 
Country Raalty Ltd. Res. 392-9771 


FOR 


R SALE. 30 MILES VICTORIA, 
erfront prrooerty, J bads. 3 
__ ns, lounge, dining, Tudor style. 
$9^000 ‘ “ 


PARK 


least tor fish market. Gool pole'’- 
tial try major develooment. Reoly 
Victoria Press Box 440. 

-—- Prime 9,000 sq. ft. lot overlooking 

JANITORIAL SERVICE. GROSS- Beacon Hill Park. Apartment 
1"°. O rnon ^ y - En--lom*M aonad. Has very large house that 

'"ctoitod^ or neare^ otter, will convert to suttes or rooms. 

Reoly Victoria Prase, Box 557. ! otters Invites to 899,500. 

BEAUTY SALON. EXrELLEfp- HUMPHREY^ GOLBY 592-6730 

tocatton/ For informetto^ call JhENDERSON REALTY 385-9741 
><7«-*ao7 sfter 6 p.m. Sundays any- “““ ' ---- 

- 1 IT'S A BEAUTY 

E»OVim.lt SxS *,M> only 3 vrs. 
uie wne like aa*in*i s^.ron-i _,j 3 Q . oq. anr i v , ■ . 11 . 

M3H..7, in- Kv,l v .lot WMli-r «,«?: 

terestad parties only. fridge and stove In both suites 

FOR LEASE 2 BAY . SERVire j Included Only -Exclusive 

«r*tion, Colwood area. Phone 1 ^ r 1h A «li2i MT r!itMrw BL o?' utJiVu 
392-3714. M. C. McLean. ' Realty’ W6 *' Cemorv 21 Mayfair 


JANITORIAL BUSINESS FOR 
sale. All equipment Included. 
598-3795. 


FOR SALE RETAIL BUSINESS 
tor Imported goods. $1,500 olus 
Stock and fixtures. 10-5. 592-1339. 


FOR SALE: CUSTOM TRACTOR 
service, for further Information. 
452-2304. 


DUPLEX POTENTIAL 

In excellent condition, .4 bedrooms 
and bath up. Living-dining In line, 
modern kitchen plus bedroom, dsn 
and bath on main floor. Full high 
bsmt. R-3 zone. Cal! us: 

MARY MCGUIRE, 479-7448 
DONNA VALIKOSKI. 3*4-2057 
DOUGLAS REALTY LTD. 
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Ml REVENTE PROPERTY 

")2’/2 Per Cent 
Net Return" 

14-vnlt conversion situated on valu* 
•oi* corner lot In Rockland. Net ro. 
turn to Increese to 12V* In June, 
'76. Older but solid bulldlnq, vlr- 
tuelly trouble free. Asklno $136,200 
end some terms to good covenant. 

itsnnekiraMi pust 

Canada Permanent 
Trust Company 

NOT JUST AN 

ORDINARY OFFER 


COMMERCIAL OR 
INDUSTRIAL 
PROPERTIES 


ROUSES FOR SALE 


DOWNTOWN 

LOCATION 

Approximately 11,740 sq. ft. of C -2 
commercial properly with 
W. Pwjmil unlim¬ 

ited. 658-tbT, 47W12J. By owner. 


OLDER HOME ON 62 X100' LOT 
across from Mayfair In araa belnq 
toned for M-3 (lloht Industrial). 
Adlplnlne lot also available. Only 

*" 82/“'' T '.". 


i halo 


One block from Beacon HIM Park. 
a cna-Uidrootn suites. 775 sq. ft. In 
each unit. Front end reer belco- 
nles. This apertment block Is not a 
convarslbn. An excellent opportuni¬ 
ty for a retired llve-ln couple. Ask- 

_ TRUST COMPANY _ 

FAIRFIELD 

Side by Side duplex with extra 
suite. Owners suite vacant. Asklno 
$84,900. Irene Dalzlel 3*6-6164 or 
477-6380. Castle Properties. 


I Jjjssx.- •— Bowden' Reeltv 

PRIMI 

fort St. 60.5x113. Owners will 

MJM/ice developer or will lolnt van- ___ _ 

tore, [deal for orofassional office FINANCING PLAN 

J 65 * 01 ,r »‘ le THESE HOMES NOW 

Asklna $135,000. 658-5-177. Finding the down payment tor t»>ni 

INDUSTRIAL ZONFD LAND. 1.1 >•* hom « b#,ori 0,d 

acre* off Kaatlnt -- • * • 1 

lacant private a.. 
thar details, please 
388-1 - "' 



fiDdlllp Colonist Victoria, BC, Thun , Maroh .11, 3VT0 
» HOUSES FOR S.AI.E IS* HOUSES FOR SALK | ;M HOUSES FOR SALE ISM HOUSES FOR SALE 


BLOCK I 
■BROS 


a ®.<r 


Canada Trust Canada Trust Canada Trust 

No. 9-153/ Hillside Ave 575-5171 

No. 7-1S37 Hillside Ave S7ial71 No. 7 1537 Hillside Ave 575 5171 


BLOCK 
BROS 



IALE.J 

rsi 


NEW LISTING 


4 BEDROOM 
STARTER HOME 


.*?■marigold area 


UNEXCELLED 
CITY VIEWS 


!V» IIOI 8KS b'OH SA1.F. 


Drive by 447 Pine Street, cell R. 
KEELING 388-6231 CENTURY 21, 
Island Pacific Realty._ 

477-1813% 

l.W. tO 1 P.m, or 595 1329._ 

< Bt-DROOMS, ? BATHROOMS 
155,700. Rented now at $475 per 
mon. Tenants pav for ALL Utili¬ 
ties. Ryan Properties Ltd., 
383-8135. 



575-5171 

T 

5*5-5171 


LTD 

386-3585 


LARGE UP AND DOWN DUPLEX 
In Jubilee area, 2 bedrooms etch 
aulte. current revenue $600 oer 
month grots. $58,000. 598 4366 


2 IS REVENUE 

PROPERTIES WANTED 


r id a very considerable 
duplexes end revenue 
d - 


DUPLEXPERTS 

We have 

number i_. 

properties priced froi 
$1 if000. consequently 
market and have a 
buyers. It you ar 

aelllng cell us fi. ... _ 

anted market evaluation. 

Glenn Nicholls 
Gerry Finnigan 

JS2 JUI or 5**;7SS* Of 383--173* 
Lansdowne Propertie s Ltd . 

WANTED 
URGENTLY 
10-15 SUITE APT. 

A prospective purchaser anxious to 
buy: AGE or RETURN Is not the 
prime concern. Praters Fairfield, 
Oak Bay, Victoria or Sidney area. 
388-A424 SYL SHUMKA 385 7373 
BAYSHORE REALTYL TD. 


VICTORIA REALTY f§ 

—' s»j$ r i)i '"'dVrk okke 

VIEW THIS 
SAT 2-4 P.M 
228 EDWARD 

—Solid older home. 

-Rf ' 1 T 


( vc 
lua, we'll 

Moan up ____ _ , .... 

depending on the equity In your j 

present home. Ask tor details. 

OPEN HOUSE 
WED. & THURS. 

1:00-4:00 P.M 
1500 North Dairy 

I Cosy, 2-bedroom bungalow on a __ . 

good size corner lot. 12x18 ilvlnq bed-sitting 
"*m, 10x15 dlnlno room, cabinet quests. Superb 

J trlc kitchen, 4-pce. bathroom, looking out on the____ . , ., . - .... 

workshoo, 5 min. walk to crn kitchen plus breakfast nook dtvideble lot on the property 
mpsons-Sears Price $42,500. and separate laundry room. Dm Larqe living room with FP, dlnlno 

and excellent master bedroom. On room and good location. Priced 
478-4501 all municipal services. Basement right, at $74,900. To view call: 

- TERRY SMOLLETT 


Your Participating 

Green Acres 

3 Vi% AGENT 


,ot this •-year-old home in the high 
LESLIE BOHER I Quadra area. Suited to either a 

388-4275 Pager 727 large family or small In that the 
ERRV SMOLLETT basement can provide extra In 

454-5812 Mobile JL 3 1174 come from an In-law suite or lust 
as a rec room and extra bed 
\il±. £ , rooms. Extra large lot 240x40. Aik 

Waterfront ^, * 71 , 7 °°. For furtttr details,Icozv 2 -bedroom no-ati 

ijo teef on beautiful Brentwood 575-5171 JUNE CORBY 478 a/ao ping *Cantff, Fr 
Bay. your own 23x15 cement dock deck. Utilities 

* ,0W *- Y HDOADTl IMITV «>" " 


landscaped "grou n3s.~ ’Private’ vet 
not remote. A perfect retirement 
'.5W so “ 


plus 


OPPORTUNITY 

KNOCKS 


TUDOR STYLE 

o-atto 
to HI. 

mi Centre. Fenced var 
pcx. Utilities Included. 


I4x2f Ilvlnq room H « f * 11 • lovely 2 bedroom home 
e Bay Huoe mod- Tudor style rancher wljh a sub- 
-■—*- nook dlvidabie •-* “ **“ - 


.._with- 

ida Shoo- 

- *. an . d 4un * 
luded. Neat as a 
and you mav hava possession 
June 1st. Ideal tor a retired 
ile. Priced at $47,500. Call: 

FORTUNE 578 15U 

Anytlma To Vlaw 


WORK IN 
SIDNEY AREA? 


lupia 

f Sr 


OPEN HOUSE 
943 INSKIP 

(Off Selkirk at Aghas) 

FRI. & SAT. 2-4 


. ....... _ _ .lata floor 

to celling fireplace. W-W. through¬ 
out the living rm. and dlnlna rm. 
arm. Laroa kitchen, adlacent 
utility. 2-oce. bath on tha main 

S nd ,4-oca. on the upper floor, 
paclous master bedroom, fenced 
patio area, short walk to bus, 
stores and golfing. MLS No. 15867. 
$48,000. To view In advance please 

OnHSi'a! 3 m* DAVE ROBERTS ,77-1317 

* OPEN HOUSE 


vie' 

-Hlg 


IWI. 


workshop, garage and carport! 
5127.000. Courtesy to all agents. 

THE ZIEGLERS 

575-5171 572-1741 

Waterfront 

110 ft. of pebble beach with de«o 
water mooring t ‘ 
dock, an area that 


, Drive by 7577 EPCO Drive on 

5*5-3171 45A5187 (Mobil* JL3-M76) * la « ..MB**' »" W*n*r " 


dreu 

. ... 50 ft 

dock, an area that th# casual visi 
tor or tourist r*evar finds. At the 
end of a 12-mlnuta drive fhrou«h 
Cathedral Forast Is a retirement 
haven 7 years old with superb ac¬ 
commodation comprising 24x11 tlv- 
ing-dining room, modern kitchen, 
den and 2 full 3-pca. baths, one an- 

ajmt - 

tlon 




nd. but vou won't be ! 
iut 50 others have found , 
—restful * ‘ ^ 1 


2193 BRADFORD 
SAT. 1:30-4 

SIDNEY, Rl plumbing, rec room 
partially completed and a separate 
bedroom form i 


WANTED 


basement of this 2-bedroom stucco 
4-yr.-old home with a cathedral en¬ 
trance. Vendors are leaving tne 
area, asklno $51,900. For prior 
Nava Pennle. 


Good aid* by side Duplex. Client 
will pay all cash. .... ----- 

385-7721 HAROLO WARE 598-4358 384-3585. 
GARDNER REALTY LTD. 


iron, esklm 
386 35aS ° l#a 

OPEN HOUSE 
1515 EDGEWARE 
SAT. 9-12 and 5-8 

or retirement, Sears area. 

.3 - *-* ' ifi 

. _..nla 

MLS -No. 16038. 


WANTED: UP AND 

plex under $50,000. _ 

KEELING 388 6231 or 383-3860. 
CENTURY 21. Island Pacific Raal- 


D c.T, 


V/ANTED REVENUE APART- 


WAN 
ment 

KEBL_ 

Island Pacific Realty. 

Ut GOALMEROIAL OR 
INDUSTRIAL 
PROPERTIUS 

Own Your 
Own 

WAREHOUSE 
WHY PAY 


OPEN HOUSE 
1401 McKENZIE 
REDUCED $2,000 
DAILY 1:30-4 


mountain 

Igh revenue potential. 

—Conforms as rooming, boarding 
home or duplex. 

-Large living space 1370 eg. ft. 
main, 1230 sq. ft. up. 

-Three fireplaces. 2 baths, 2 half 
baths. 

—modern kitchen with all amanl- 
fits. 

—Six appllancas Included. 

-Only $41,500. 

MLS 14035 
TONY BROGAN 

595-5171 3M-6275 (Pager 2471 

OPEN 
HOUSE 

1 -4 P.M. 

THUR.-FRI.-SAT. 

2 tine new quality homes for your 
inspection. Larae family units wall 
done end a pleasure fo see. For 
prior vlawlna, please call: 

fir?!?: mss®:n , 

2868 HAGEL RD. 

PRICE REDUCTION 
$62,900 

OPEN SAT. 1-4 P.M. 

Vy VY*YOU Should 


LES BOHER 
591-1645 (388-4275 Pgr. 727) 

MILLION DOLLAR 
VIEW 

FRAYNE RD. 
MILL BAY 


. - _ Rd 

and you will find a spacious fami¬ 
ly home that offers qood value for 
folks whose work takes them fo 
Sidney. Three bdrms. up, qood liv¬ 
ing rm. with fireplace and lull din 
inti rm, The kitchen is bln and 
bright with roomy nook for family 
meals. A big extra In this homa Is 
fha larqe TV rtc room on tha 
main floor. Tha lower level Is fully 


CATALOGUE 
VIEWING 

OPEN EVENINGS 
MON-FRI 
TILL 8:00 P.M. 

3636 SHELBOURNE 
477-1841 

WATERFRONT 
3 LOTS 

On books Basin, good beach, tru .... 

nicioal water. 2-bedroom home on M E R V E 
properly, All subdivided $95,000. 1 478-3775 
Enquiries cell: 

<77 i.„ M " * ,0URI0N OVER 1100 SQ. FT. 

AND BIG 


GARDNER/TN 
REALTY LidVjl 


$37,900 


is turd to believe 

An Immaculate 2-bedroom bungs- sq^t’t. 0 wlth^new^textu'red dialler 
ow on a >.« acra lot. Gian Lake i.isldt, W-W In LR, DR and both 
r ®° m and dining room las- u*qrooms. Naw tlla In bathroom 
decorated end carpeted end coloured flxturaa as Wall! 
Kitchen with edlolning utility. Good forced air oil lurnaca In CS 
l arge master bedroom tor queen copper plumblnq, new stucco end 
size suite. Second bedroom pre- new eaves and downspouts aa well 
sently used tor den. Yes, this i Why wait .. .MLS No. 15858. 

M na tven has a sauna. Priced to 315-7721 DALE BRIGGS 572-3778 
I at $47,700 with 1034% tlnanc - 
(no. NORMA SAUNDERS 471-5541. 

<78-7182. 


ONLY ONE OF A 
KIND 


DUPLEX 


spec* tor utilities and workshop. 
Immaculate home on a largo lot in Laroa level fenced lot Owners 
an area of newer homes. Large have bought and will look serious- 
Ivlno room with FP, dining room. ,lv at ell otters to th# list price of 
■*.«*.«.. ua.n», unw wii- Large lovely family kitchen ha4 161,500 

mM&lSSL *2s!< f . ul1 for development and D. WHITF — 572-7220 

Vrv«*K*hl h , hM #V#n 4 /03# COV*r*d dUSSt COt- H. GOLBY 

HarS' tn* flnH° r hut* wu!; °r> < jrtsts^baau.tlful .182x150 ft. 


OPEN HOUSE 
1761 SCOTT ST. 
THURS. 1:30-4:30 

Lovaly 4-badroom home, fully An- 
developed. with child*' play room, ovattd. New carpels, paint, 
bln bdrm. arid 2-pc. bath. Lots of aundeck. etc. FHC with 1 


"SI: 


pe o.. __ ___ ... 

lew lot. To vlaw this home, 
thl* oaradlse amid fistful forest D ** s# Vfr»v SAAni i ptt 

THE ZIEGLERS 

595-5171 592-1768 


NEAR THE SEA 


room down. Hot water heatlni 
drive In garage. Easy care 
only $54,700. 

477-1141 ROGER LUCAS 89/ 2I57 

Stately Colonial 
DEEP COVE 

A new colonial home your dream 
-then call me aed l will arrange 


Up and Down, ____ _ 

Bdrms up with living room and 
OPEN HOUSE No. 2. 7723 WAfcE .kHchen. Main suite has large 
RD., Thurs.. Friday and Saturday, i Bdrm, Living room and kitchen 
2-4. This town house boasts over Also Vfc basement with 2 extra 
1600 sq. tt. Of excellent construi -: rooms Oil heet, separate gas 
tlon, 3 bedroom*,, 2 patios, recree-1 et«ctrlc metres, currently owner 
tlon room, quiet dead end street occupied with main suite vacant 
close to Colwood Corners and all Excellent condition, good revenue 
amenities, inciudinj Colwood golt | Asking $57,000. MLS. 
course. Flexible tlnanclnp and'3857771 BRIAN COUTTS B7I-2405 
early occupancy 'Asking $51,700. 

COULTER 478-5561. 

ROYAL OAK 

On 1.4 acraa of seclusion, this 
beautiful property features 20 xxo 
swimming pool. Recent addition 
provides loads of accommodation 
‘neath new shake roof. Main floor 
has 3 BDRMS (master with deluxe 
an suite Including Roman bath) 
LR with FP, DR, family room, dan 
and spacious kitchen overlooking 
pool and yard. Basement has 
finished rec. room with tlreplai • 
and wet bar plus loads of storaoe 
Priced to sail at ($110,000). Ml $ 
15145 

385-7721 DALE BRIGGS 192-3*71 


WORKSHOP 

OPEN HOUSE: 3313 WORDS- 
WORTH (SI mpsons-Sears area). 
Will be open 7-7. Thurs. and Frl., 
March 11 and 1?. This wed main¬ 
tained 3 bedroom bungalow on a 
quiet street has tha family necessi¬ 
ties of large living room, l'a 
baths, fireplace, dining room, rec 
room, garage, fenced yard, sun- 
deck, overlooking park. No mort¬ 
gage to arrange aa the vendor will 
finance. Asking $59,700. MERVE 
COULTER 478-5561 or 478 3775. 

SPLIT LEVEL 


575-5171 


MAY 30 


44 a.muu~^ i Mnhiu* ii vujii Oeilqhtful two-bdrm sprit-level - —, — -- 

LES BOHER JL3 - M7 ‘ ) home on 172 LAGOON RD. Briqht for a viewing of this beautiful home 0 n a high landscaped easy car* 

tn?[h „„ ul .„ d CJ ,,„ „ . )0 V jgp- m* 

'i d r S"™ K";K. 000 ls!0 ‘° " 00 sunny kitchen 

! m ' m ' R00ER LUCi5 ! ” ! ' w ! "fesn 5 *A.”!?* 

LANE" - NEAR THE b ? ck ,rom road on v#r v «*»* from main 

u 1 ' ' L deep let See this one soon, many 

extras Included “ “ . 


leas fatiA 374 p nr 75*1 F * t , ra J Nce In part basement for Saanich . Inlaf. Corr 
'665 (388 627J Pgr. 727) ; utilities, workshop and COUld bei swimni i n B POO 1 1450 
nr\r\\K/K i a i i-Af-vy tOOVl bdrm or childrens play rm. main floor. _ 

DOWN A LEAFY 

****** iu urn utiLii. nausp is wen 

_ _ . ... t ... ... CADBORO BAY 

SEA 


price of $54,900. 


realistic 


Thr« # i ho ? ,e - see It new for the second time. It's 

,or ' o°'V 3 «ars old with 3 bedrooms 
K* .?,nrU% r0 ^i«^ h vV»r d ie2 d0 ^, r K and 1 ' J, bathrooms on tha main 
Mtlna n ArAii' mnrt ,l0or - Th# 0*»«ment Is almost 

-!,%h *irI?f«rV d r ««*e!i V r #2r ro Sh' ‘- or,ipl * , ed With an extra bathrm., 
ment showing good return' caii 'B i i sJlt and fujl^Mement 1 to lial rim S22H2W 

01!:'®..»4«.«NTURY 21 ne B a ra n, e W foo'V^.chS^' s^'^ch Riin^e'’milan rfS^OT^^ar^trtSTlf ongf LM -aaturing inform.. 

grounds, and play park Qualify! w CHRISTINE MILAN was reduced to $62,500 and now breakfast, lunch or supper ereu 

cons'ryc.ion I ISJul DON JONES 4114*6* Stwt’, 0 nl* h "ta, , ! n M , £no ,C ,1 


POSSESSION 

Excellent 4-badroom, 1 Vi-bath, ful. u t WHIII . 

"Woor'x,:, h r. viis; HU “ PHREY GOl,y 

$ 69 ^ 500 . ’ Fernwood Manor, homes. Nestles on a professionally PMn IQW 

TUC 7icri cnc •«n<*KiPed property. Faatures tlNoLlDM 

5 , 5 ,,I HE Z1 EGLE ^L« ! ^^Zor^TiXU. COTTAGE 

SlSt’aafflS' th. .Hr.c SSI. .- .... 

TUIC XA/PPI^'Q K'PV entertainment sized recreation rm n . v# t w ? ^droom home in Vlcto-, with fireplace, built-in cellinq high 
I rlli WttN b IxtY workshop, laundry, dbl ceroort'' rl- ' s#f Wdl bfck from the road bookshelves, and a model kitchen 
UflUPC DDirPn ' extra parking. Only $79,500-H urrv ? n ! verv double lot the house fully equipped with quality appli- 

f1L(/V\Cj rKIL,tU this won't last! To vlewr please ' s * of early English archl- ances. 26x12'6 family room. Work 
call: Pea • »o r «- Gorgeous cedar panelled llv- shop. 2 bathrooms. Offered at lust 

MILDRED STAPELLS ,n ° * nd o ,nln fl rooms. These $79,900. 

5*5-5171 477 4860 roo '7 4 * r * W«o«rous by any sten RES. TED WALFORD OFF. 

(24 Hr».) dard. living room 18x23 with gran- 5?«-l420 477-1141 

•te fireplace, and 13x16 dining. 

BEST BUY IN «!&£PARKLAND VIEW 


SECLUSION 

S 77 47 TO! SHuated In that prime relsdenlial 
1 »re« of Queenswood and Mac¬ 
Donald, a comfortable spilt level 
i home with 3 bedrooms, master 
with sliding glass doors to a com¬ 
pletely private balcony, ideal tor 
that cozy Sunday breakfast. Spa¬ 
in-line living and dining rm. 
--i. bullt-f-- 


TO SELL 


1823 Forest Rd. 


bedroom, 
vlng and 


TOWN 

1 bathroom. 


workshop and a full size oarage. 
Plenty of paved parking for 
camper or boat. . .. 


from main living area. Master has 
m sulfa bath, large rec. In part 
basement. Ample parking and 
■deal family home. Asking $65,000. 
BOB PAUL 478-5561, 478 ^477. 

TRADE FOR THE 
COUNTRY 

Long possession on this lovely 
country home makes It an ideal 
one to tie up while we market 
your home, A very spacious 1700 
sq. ft. with 3 large bedrooms. Situ¬ 
ated on a secluded .77 acre bald¬ 
ing. Large living room and sepa¬ 
rate dining area. Comfortable 
large kitchen. Seaviews are great 
and at $79,500 youn know It's good 
value. Make an offer today! 
RAYM. H. FORBES 478-5561, 
478-4412. 


HOME PLUS 
REVENUE 


clo* to ail amenities. Living room 
has fantastic Victorian fireplace 
Hug# kitchen Inside totally remo 
deiled. New plumbing, wiring, 
root, foundation. PLUS $195 per 
mo. ona-badroom Belt-contained 
of home 


wme. Another new 


315*7721 


KENT 


CLEOD 


575-4273 


I for extra cart 
Lldstone, 386 ‘ 


.. custo.. 

cabinets, two sundecks, lots of room 


Jack* 


135,900 


OPEN HOUSE 
SAT. 1 - 5 P.M. 
3691 WASCANA 
NO-STEP 
RANCHER 


long 


$45,700 Call 


mako YOUR offer this week. MLS w , on ' , »•»» 

1 15213. right now. 

Key No. 2 — 3 bedroom townhouse THE ZIEGLERS 

with over 1377 »q. ft. of Ilvlnq 575-2904 
; space. Development is under i 
i veer old end "children are wel- 

1ST" c,n " wo "'’ FAIRFIELD 

, Key No. 3 - 


spacioba at $77,500. 

large Call: HUMPHREY GOLBY 

- „ „ 572-6730 

Or ORVILLE WHITE 
572-7220 

•or appointment to \ 


i view. 


575-5171 


592-1768 


GORDON HEAD 
DUPLEX 


ggl (Caatir 
{JropertieB 

m. 


RENT? 


.. , T ._ ... $59,900 

Flrat time offered' An b noAbfrucled elevated view of 
■ibpv r.m nv a flowering wonderland wldlerne«. 

Mother nature bursts at every turn 
of the head. The lucky purchaser 
will be In lime to see new families 
of ducks swimming on a natural 
creek and enjoy the sumptuous 
shade of fabulous towering firs. 

Couple all this with a fully devel¬ 
oped home on two levels Quality 
wall-to-wall throughout. Enough 

New Strata Tlfl* Duplex Immedl-, «£ , «"• MCI, H VOU OPEN SATURDAY *•! P.M, 

f,” STX to&WJiP&i K* ».cir"!f.^lSn 8 ff’c^ FERNWOOD AREA 

iaas/'js'.ffls: rI^miTp r; , Mr ^^"^.'.^0,.^ sft.iS'usft.'aM'aK: 

to store, school and walk to Citv K/MNL^rltK <*V No. 3 — 715 GanaVleve — two ebaracter and convenience of Fair- Situated on 11,000 sa. ft lot Close locking new Full basement partly 

C9nt '?. L 9 fe lock$ ?- Vandor hasl Lovely warm old brick and cedar (3 00 ***. | n °°*- B « th upstair and f *«ld "ylna is ottered in this well fo transportation. Asking $ 52,500 A ^ nd f. ck ,h * ,,n| shed. Priced to sell quickly. To 

bought, hes 2 weeks to sail. Firm! siding surround this modern 11 yr 'downstairs rented and both 2 bad- maintained older home. Comfort esch side MLS. 2o . n,n ® PJfmlts duplexing. Don't view cell Freddy Sterk# 386-4164 

bargain basement orlce.^e quick 0 id home with raised hearth fire* E®?" un l ,s pr,ced firmly et $64,000 living room has fireplace end HOWARD TOMLIN 477-1327 w ^ maleIng an appointmeni to or 479 3866 

— fall i place, dining area tiirwgh hell buf 4 ,,rm Investment at that bay window, separate dining room 1 385-9741 HENDERSON REALTY v i**? ,his ® r# *' v4,u « Kindly tele , RD A Kin NICVA/ AMD 

Dave Roberta or Jack Kennlsh i and^ sUding glass doors to the bio pric# - 15181. with sewing room off and adjoin 5U KtAUY p bone DKAInU NtW AINU 

386-358$ private pallo Two bedrooms and ^ family size kitchen. Main floor 

. . oen for tht ret red of 3 bedrooms K ? v No - T G^ McCLUSKEY laundry and e full high basement 

CENTRAL ' fc^ the family Neat, clean 'com- vlc fo r, *'s KEY Realtor Phone make this e good value at $59,900 

c a a A , i-i-v/ I P*ct and conveniwt to ictSSR. Bus ^ l7 > «> r 3«4*7320 below m.rket financing avail- 

bAANICH BEAUTY buses « n J Town and Country shop ^ 4b,r »,rir vai i ctbom 

Lriwa OAK BAY 

BUTCHART 
GARDENS 


EXECUTIVE 

COUNTRY 


This unique home provides qualify 
accommodation in a wooded set¬ 
ting for people desiring seclusion 
within minutes of the city. On over 
i acres of land the main floor fee 
fures a sunken living room with 
FP. dlnlno room both with wall-to 
wall and modern kitchen, 3 
, BDRMs end 4-pce bath. Basement 
leaiur** entertainment sized rec. 

I room plus laundry room, workshop 
I and loads of sforaoe. Make vour 
appointments now for this listing 
at $78,500. New Listing (MLS 
15627). 

1385-7721 DALE BRIGGS 592-2971 


WHITE 
COLONIAL 
in the 
VALLEY 


HIGH QUADRA 
$39,900 


477-1841 RONALD WAY 592-3857 


LOVELY 


DEVELOPMENT 


Located in Victoria West’s 
industrial section, this 
1800 sq. ft. building has a 
high clear span ceiling 
, capable of taking a mez¬ 
zanine. Good showroom 
and office facilities are 
already built. Ground 
level loading and ade¬ 
quate parking. 

$68,500 

EXCELLENT TERMS 

GORDON STEVENSON 
479-7692 

B.A. REALTY LTD. 385-1431 


WAREHOUSE 

8159,500 

A very functional warehouse of 
some 7000 square feet with 
four offices already partitioned 
off, two washrooms, a staff 
room with sink and drinking 
fountain, overhead loading 
doors lead fo undercover load¬ 
ing docks, plus a separata 
loading dock for trailer unload¬ 
ing. Immediate occupancy. 
Leasing considered. Full de¬ 
tails with B. E. JEFFERY 
598-3321 or 477-4250 (Res.) 

JACK MEARS 

OAK BAY REALTY LTD. 
578-3321. 


Built home on a nicely tr«ed lot,, 
wall-to-wall throughout, ensuite , 1 co« *171 
Plumbing, priced at only $58.300, 1 186-0*02 
for more Information call Colin 
Munro or Bruce Champion 
386-3585, anytime. 


GLADYS THOMAS 


$48,000 


Part fcsmt 4055 Quadra - Vacant 
Trv your terms 
KEN IVERSEN 


KEMP LAKE 
OPEN HOUSE 
SAT. 2-4 P.M 

BROOMH.LL. RD. OFF MILLIGAN 
OFF KEMP LAKE RD. 
Cuatpm Beauty, IVj year old quali¬ 
ty built home, on a Va acra of 
lovaly parklike property. 
FEATURES ARE: Pella wood 
double glass windows, veiled TAG 
Cedar celling, full wall hoatilator 
fireplace of used brick, electric 
heat, hand split cedar shake r«»f 
with kiln dried cedar siding, 12 x «0 
covered sundeck having terrific 
views of the lake. 

The main floor offers two lari 
boar—— *■— * 


OPEN HOUSE 
SAT. I - 4:30 P.M. 
815 COLVILLE 


ONLY S*,*00 for thlt l»ro* * «*d- 
room home. 2 bathrooms. Teak 
kitchen, full bsmt., cedar shake 

----- - - , bedroom roof. Large view lot. To view call 

p!us revenue from completely fur Freddy Starke 386 6164 or 479-3166. 

mw Z'T r‘ M ,J‘V°rrTT.^ ONLY $49,900 

,a . w " *>“* "«• living In th, __ 

kh w BSU8& !‘,r«Ir'SuiTf'lre/^w^wJS -Sssr^i , SL h V,.r" h \ 

vev#r;"7f you*’ need 'a "solid; i f . B u!5 h , ar ^*® U *^ v h „ ,d K DrCLJ/\L J86-323I “3-4341 t 0 all amenities. A verand^ style' -Three Kdrooms 1»/, baths on l 

novated older home with mw! landed a bit further, this uniaue -- Drive by 1170 Palmer Rd and see j 0 ! 1 *? *!! 4 * has been completely up-1 main floor 

jot, copper plumbing, full low vea L?, ld ii’?2?!L)I’ OU J5 n ■« 0 tkI ,his sm4 " w4fl located home 3 *The ^inN'FV "'QAI F y/ . da I , ^' 4 i Car . w,ed *. L wlth an °' d 1 — Full baser 

cement basement, large living d0 L L, d *!?. ^ does. The riqhf man can make this into a JlL^INuT OALL brick fireplace that has a style of 
properly itself is i ke a piece of, V erv saieahi** .,nit 


If you have In mind . _ 

of a $70,030 home, this is not It 
However, - -* - 


l the features 


HANDYMAN 
SPECIAL 


New on the market! Custom buMt 1 
7 years ago lor the present owner. 
Located on a half-acre of country 
Ilvlnq yet only 15 minutes from 
town. So many features. Here are 
some of them! 

—Beam celling In living room 1 
—One of • kind old brick fireplace 
in living room ) 

—Dining room with doublo oun- 1 
leek off. 


secarate 


Quality built 4 -bad room, 2-storey 
family home. Only 2 years old. On .„ ... „„ 
main floor: 3 large bedrooms, separate 
4-qce. bathroom and 10x20 family I 
room. Upstairs: 15x18 living room,! 

10 x 12 dining room, cabinet electric K 5.5171 
kitchen, master bedroom and 1 


a ^aoe slzed 2 bedrooms, on 
poo# Oak Bay 50x120 lot, then 1 
is It. Central heating and tuli-i 


_ living ~ but it aidn't. so n does. The rIght man can 'mak3'thTs"Trtto'a brick fireplace that has a style of wmolKlv^f-iSntal^lS V-had 

d]ning room fA* iakfgtep ! ?, # ' 44b ' 4 H wl*hout too Looking for a bargain? Shoo and ing "Elif ShtT’anv h wmSiir t «m!d i room su,,e ' or ,hra * mor * 1 

®°* hl 4 wlthVlta surroundings —"conftm-• 225 h e,,ort ,- MxIM lot, j compare this beautiful 3 year old, fflL ol2f wSSrpaff^aiSSSIf 2 rooms and one more bathroom 1 

haatirva 'inif’mM lui oorarv deslon 3 badr«»im (masterI?2*Lv» off .*« r 0 ed ,> ,or auick 54,4 4t ' 3 bedroom home, featuring sun- u.* P 7 roc—R umpus room extraordinary { 
oaraS F?rlc a e d |s U, fi?m* SSK^SllIv WtSK. XK'^Calf ,ln#nC# t0 B00d cove - ?- ec - k *L™ 4 J". f •<>?'' 1 FuhT' basement tf. h i ^. ,h ?J d brick ^flrepl'ce^ndslic ' 

THE ZIEGLERS “S «£* «verson 


„ T? 0 ? 8 ', fwo mor * partlalTy! 
finished down. Roughed in rec 
room (30x15) with fireplace, five 
pee bath on the main and. 3-pce 

rtn , J ( Min 


4-pce. bathroom. Some view. Ex¬ 
pensively cerpeted. Hallway and 
10x18 courtyard. MLS 15749. Price 
$59,900. 

595-5171 DIRK OKKERS 478-4501 

NEW HOME 
STROLL TO 
MARGARET 
BEACH 


wall and slanted floor-to-celling, 
592-1748 fireplace. Professionally finished 
basement with brick fireplace, 
bedroom, workshop (or?) 


large kitchen, lovely old brick Fp. 
479-3722!developed rec. .room 


brick FP. roll id ’'move* in ® l4w * door ,0 cement patio 

* by p,rtur *' ,r "' 
II thin anrl I mto*. could b, orranud lo oimM- T i?S rSE v .,.. 


D A^l/I A k ir\ soare bedroom, workstop (or?1 
he ( Jf K A [SJI J and large laundry room. A real 
1 N L-r t am il v home so well decorated and 

$91,900 


9-veer-old l'/»- 8 torey homa with _ 
tot # l 2375 sq. ft. developed and 575.5171 
situtted on about one-fifth acre. 595 . 5,71 
SoactouS IV no room, rllnlno mniY* ’ ’ 


family home so well decorated and 
maintained that you will feel a 
strong sense of pride In owning It. .... 

MLS 15885. $65,700. '°{fL fft, r-t 

RICK KALLSTROM "J™ TUfTiU' ,7.7,- 

is 6 - 07 c l 4 r««- Clean, larae llvn. 

BILL CLARK ,750010'Si"'™ 


OLD PROUD 
OAK BAY HOME 
$54,900 

' 2 -bgdroom bungalow 
|t. in excellent quiet 
"••Inq rm. and 
lolace. Golf 


garage end double driveway. — n _ to , _-- 

to schools and shope, all thle and!fi«d "buyer MLS 15835° To 9 vi#w * Trouf f,shin ® In stream 108 yards 
more for just $51,900 c” Hazel" Camobeh anvflm* Ai aw4y i 

. ... i.$fJ'«W“ SEBS** 4f iAll this and much more for 

$92,500. NEW MLS 15895. Pleas# I 
call me for more information. 

CLIFF SALMQND 

i 385-7721 477-3626 


«Jen. family rm,, kitchen 13x10 olus 
separated 10 x 11 breakfast area. 

Huge 27x15 rec. room with fire 

5 — .... , . piece. 3 bedrooms, 3 bathrooms, 

down. $65,000. . , Jr: , ' excellent in-law suite possiWillies 

An adjoining, fully fenced '/j acre, Ar ? y f u T look . I 1 P, a , f ?. r sbmethino since the lower level contains a 

with barn also available. Exclusive pn, ®V 4? Trv . th,8! •* features a 2nd kitchen. 

wilh Chuck James. 384-3585. res dop ble carport, courtyard entrance ; TLJC TIC/**! CDC Legal duplex In south Oak Bay 
-477-8134. re5 ' and sunken Ilvlnq room with a I HE ZIEGLERS This property needs painting, d» 

vaulted and beamed cellinq. E oy 505 . 517 , avt 1 jam corafing and some landscaping tc 

outdoor Ilvlnq on your oerkllke,, realize Its full potential. Suit 

treed lot or saunter 200 yds. to the ... 

UPLANDS cui-da-sac. Price* MS| PARADE OF 


OAK BAY 
DUPLEX 
$82,000 


_roi 

_ rm. with __ ___ 

course. Perk; schools and shopping bungalow 

around fhr- . . 

KEN IVE 


656-5584 SHERRY KAYRA 479 7273 386-6164 or 572-0632 

YOUR LOVE CHOOSE 
NEST 


SEA VIEW 


FOR FULL INFORMATION 
CITY — 3 bedrm. — lVs bath -- 
Rec. room — $57,900. 

SAANICH — 3 bedrm. — 1V» tath 

- — -- ---- — Full high bsmt. — $57,900. 

younger couple who need revenue SAANICH — 3 bedrm. — l r 
to offset the payments. HOC sq. tt — High bemt, 


cozy little 1 bedroom no-slep 
“ Gordon Heed. An 
---or retlrment home, 

,79-3732 .Ijctrte^u^'or comfort ,od t.sv $46,900 

k 386-3231 WILF WEICKER 591 1649 Lakeview, 16 years old, 4 acre 

STAN TRONT !-^ d5 01 B0,4nti41 h4r4 - >o Min. t 0 

4376 NORTHRIDGE ‘ 


YOUR HOME 

Hide-A-Woy 2 BEDROOMS 


12-Yr-Old $46,900 
OPEN THURS., FRI. r “ m * 1 ”' 


BASEMENT/ 
$46,900 


NEW HOMES 
GORDON HEAD 


NEW HOMES 

4366 ELNIDO 

Fully finished with 4 bedrooms, 
three bathrooms and sauna with 
. 04.900. 


$108,000 595-5171" BOB GARSlDEj 

Compare this offering! Excellent 
value, outstanding location and 
Efv convenient. A well cared for 

^tsEHJs.arBSr.'w 

$66,900-$75,600 . 

ISJIIH. row !!’ ,Kitchen with nlsh- All large. J bedroom home* In the shower. 
o,f£* d J®T®t area. i newer subdivision of Gordon Head., 

7200 tt. of light Industrial Sh, < ' IM . , i en ’c.'Si , rTr^^o,'i: 4402 ELNIDO 

Zoned Land. Plun **“ *" MrWffrJlSZ: 

houses m Bumside-Mavfair Seev*ew Reasonable taxes^ADP*? W5 517 ’ DOUG POSKITT 456-4236 Close to Mt. Douglas Park $71 900. 

HIGH QUADRA 4386 ELNIDO 

Auto Body and Radiator j VICTORIA BEAT THIS! unuwai^ d d^Tned , hofrw ,, $ 67 .soo * n 

nShjp. Excellent buildings, i ^ re4t 4 fcedroom hw< * v "f 

_ _ j i ' ld ^ a! starter home, 2 bedrooms mq room, laroe kitchen, family A A c i imoia 

equipment and pnme Iocs- plus full basement Separate room with fireplace. Just a great 4»54j GOLU/VAdIA 
tion, close to town. For ’®2 ra ‘?f- R4nae 4nd ,rid «« includ-|SP0t fjrjt* Jan 
. . .. A v *fy convenient loc: 

information call, $ 49,500 Lao Van Dyk, 346 3585. 


each floor and full, high basement end 2 appliances. ML. $62,900. 


3 fireplaces. MLS 15861. 

TONY BROGAN 

318-6275 (pager 2471) 


. fully tenet 

2-4:30. A contemporary Tudor t maculate 
1 - j bath stylod, 3 bedroom with ensuite, 2 ^ ' 

Includes drapes FPs, Spacious and bright kitchen . 

land full basement home. Ideally, Marigold area 

- - , .. lap,** Kama I a 


yard. 


_ Completely 

is this stucco full- 

5 n _i. r_ u _basement home. Nev/ walls, tex- 

-barm. rOm. MOrnG tured calling, wall to wall carpet. 


575-5171 


1 11 AP«i» . . T- •»*"»». IUM UBK 1 IICIII IIUITIC. lOTflliy , ■ 1 ■•'•Il 'Ul. 

^WGFWID 3 bedrm. - Split located in a carefully planned well home. LowL p <Tca $54.WX> 

i«v*' — Kes. area, level lof — maintained area with underground £.93,INFORMATION ON AN 


GORDON 
HEAD 

A lovely tasteful shake roof split 
level home In cul-de-sac. 4 bed¬ 
rooms, 2 bathrooms. Custom kitch¬ 
en with dishwasher end gartura- 
tor. Fully developed basement, 
plu« large carport Good flexible, 
financing. Well priced at $72,500.f 
For details of this exclusive list- j 
Ing, contact:. 

GODFREY WALLS . _ 


Near new 3 bedrm. j $64.500 


maintained area with underground ■ 
service*. Beautifully landscapes 


FINE 


M*.'f«,, b *'" - ° Ui *' * rM W >-. ;3*A3»i ROB FUKUSHIKA *T..J*#.8}5»J 6 *''WiT 


Office 385-7741 


595-5171 


656 4871 


more 

BETTY SPEED at 47*8526 
or 385-574J.. Nanaimo Realty. 



- - - , - —— . , - r J>* family. All for Three bedrojms, 2 bathrooms and 

very convenient locat on. only $57,700. Call now to: almost 1.500 so. ft. of wed de 

-- * - ,575-5171 DOUG POSKITT 454-4236; signed living area. $77^0. 

Buying a home should be ■ iovful i-,p, t 1 iwm a 

ana emotional affair — it should 4oD 1 GOLU^ABIA 

"o?Sl'3iV*Fln.h“rt™ ,>; m.*A"*Sj^ a,, » a '* 1 ' BOt-Bnc. hom. with 
Trt,*7 BrtOOA Fln.nclho rh.Mi th,i, u , 1|ty Mount.,n 

***eo»ure #rKJ taxes And anivt nn Ihr/uirth • *p»»* 


COLWOOD 
GORGEOUS' 
FAMILY HOME 
$64,900 


1 purchase e oleasure and takes 
I away the ulcer-causing uncertain¬ 
ties of subject tq sale. For Infor- 
I mattoo on how you can make e 

wlth*f?re , 3 W ie , 0 ? 'T l ^ U **iiiT fnB r00,T, °TERR^'SMOLLETT 

m jn Vl^^'w^. B d r&k^ LES ‘^R 578-1665 

r^i.iTn 4re4 4r>d dishwasher LET CANADA TRUST CROSS 

«5K G^ 1 Y0UR • R,0CES '' 

with —* *•— * 


PERFECT 

RETIREMENT 

DEEP COVE 

BUILDER'S HOME 
BRICK & CEDAR 
RANCHER 



FAMILY HOME 
$40,000 

4 bedroom plus DR Close 
schools and bus. Convenient 
. shopping, arena and pool 
1 386 3231 D. B TAYLOR 


RETIRE IN 
OAK BAY 


IWI VAUCOtM* n in 1454 


BRAND NEW 
SPLIT LEVEL 
SIDNEY $59,500 


$43,900 

Will Put vou In a tastefully de 
corated, completely modernized 
2 bedroom home next to oolf 
4nd twinis courts, wall to 
I” wai Ithroughout, electric heat, large 
0 modern kitchen with W-D hookups 
x 77 a 170 ‘O* 12 ? duplex zoned lot. A reallv 

?*4*616, V or' laSrtAM "" h l0m R * 1 * 

5 YEARS OLD 

immaculate 3-bedroom buna a low 
with living room, dining room, 
a. in t w * 11 ®' 4nn «d kitchen snd utility 
Electric heat and wall to 


fully modern kitchen and 
bathroom with laundry facllitie'- 
off the kitchen. Large sundeck 
gives room for that summer bar 
becue and relaxation. Must te 
BOB KOHLRUSS soldi NEW MLS 15»96. 

CLIFF SALMOND 


385-7721 


477-3624 


... _iffHy_.... 

FACILITIES. VIEW OF OAK BAY kAlt . 0 A 

MARINA from living room win MILL bAY 

dow. $46600. MLS 15299. OlstBUt Seaview. 



PRIME COMMERCIAL 
City location — 7900 sq. tt. of land 

with ex fi f w ig MB) m. ft. of build- _ _ _ 

Ing, readily adaptable for anv use:cec. room with wet Nr (1 real n 1 n 1 r\r /s r 
and parklno. uand and building for beauty). 3 bedrooms on the main DAD A I— IIH 
tne price of the lend. For details 1 ? n d 3 extra in the full basement. I /Al\L»L L /1 
on this and OTHER PRIME COM- Large sundeck. nice lot. To view . , . . 

MERCIAL LISTINGS in the city at 1 Jp^tevety,. new MLS. contact A XAZNCT 
under $14 50 so. tt. INCLUDING Grant MacFarlane. 384-3585. anv A\L#V\L/0 
BUILDINGS—Call, Ken Jensen time ' 

386-3494 - 592-9079. -- 


TAMP TO on full acre, __ ._ 

1 r\iv\r IL-A-/ house, young predudng orchard. 

Ready now wtth 3 bedrooms VH underground Irrigation. 750 q.o.h. 
K * RK * and pleasant view*. Oniv well. 

with Quality finish. Ceil »o ECONOMICAL 
V WW- , —Hot water heat 

car «i 7 i LESL, JL52^^5 -1.214 sa ft. interior 

^"tcv 3 ^ 5 . (Pacer 7291 _gjo ^ u garage 
« t tnn' E iu!tL S *12!ii u , .... —14x14 covered patio 
595-5171 656-5882 Moo'# JL 3-8874 j bathrooms 
•2 bedrooms 


| Young family 3-bdrm. home. Llv- 
ir B room and dining room with 
. wall-to-wall carpeting throughout . 1 
{.replace with raised hearth 


- . Quick possession MLS 

om RaiO at 386-5164 or 285 1606. 

MILL BAY CRAIGFLOWER 
^OEBBITXLbOTWYK^ AREA 

pager 481 


■ am Wftga&jgja: ^ 


,7a. »»IT iiil ’, imm*cul.i. coudiiion. L«r S . 

TRADES ACCEPTED lre«w Dal ',Yl n ® ro *T wffh fireplace, oak 
7*el, 477-6310 or 386-4164 floors, modem kitchen. Full base 

DCVBI/M rxc lnen, w * Wl exlr4 bTdroom. Drive n 

KtYlNULDS gorage. Large lot. F.P. B51X0C 


PARK AREA 


LLOYD ELLIS 
658-8222 


\VHO-S MINDING 
THE STORE? 

You could be by investing in tn*s 
corner grocery store and separate 
recently renovated t*o storey 
heme. The store grosses approx 
$ 6,000 per month end can be 
F.B.D B financed. Try your offer 
on the asking price of $79,000 bv , 
caldni GORDON ELLIS, 5*4079 
or COLIN CRAVEN. 3854)627. or 
NANAIMO REALTY (VICTORIA) 
LTD , at 38 5-57 41. M L 15*28. 
WHOLESALE 
WAREHOUSE 
ZONED 

15,000 sq. ft. of CS-6 zoned proper¬ 
ty. Ideal for warehouse, office ac¬ 
comodation. Three houses on prop¬ 
erty. Rental revenue 812,720 per 
annum. Property adjoins proposed 
Biarshard St. extension. Priced at 
$154,900. 

385 7721 Kent MacLeod 595-4273 
GARDNER REALTY LTD. 


SEABOARD 

mOPfcXTIES LTD 


NEW HOMES 


ONLY $48,500 
FAIRFIELD 


2 BR condominium with a lovely 
ocean view from the ba.conv well 
planned kitchen including fridge, 
sieve. garburator. dishwasher 


MANY EXTRA FEATURES 
LOW TAXES 

BELOW REPLACEMENT VALUE 
$89,900 656-3692 

ALSO DEEP COVE 


NEW — 3-bedroom, master craffed 


room. huge home with full high basement On 


647 GRANDERSON 
^ _ _ $48,000 

SnS^ , and < go^nsulaftoi? V 0 ^;^ - ^ r ^,^"^- Tp P^^ ,d ''i Thto is one home you won t want 
to schools and shopping. To view ‘ ft 0 * ™:-. * n t* p top condition. Nirt only, to miss if you have dlscriminatina 
this wel M a id-out family homa call, exceflent accommodat*ontaste. a verv well cared for homa 

anytime. bed is el*o very good holding prop- tYrge llvlnb r^m wHh I DPTIDPH^ 

BLAKE CROTHERS • d £*" ,n « property on one *»!* r£rrt Kt * 

3W ^ 454 652-2553 ctner ^slda***?!* cwnmiBrcLai °mnecf k *f f fw n - 2 good sized bedrooms iJW* fney be for you near Cedar 

panoramic , !*^^j^^*3©5£S95-!»-s3as , 8r8S 

Hrs.) MLS 15968. < def1 ar t a 0,1 P 05 r °ut«- $464)00 ful, 

r*riDrv^V/A DAW price Terms can be arranged 

t„ CO R ^?V A It B , A Y LLOYD ELLIS 
lrt?-POM home Icldesl'in CpI' 658-8222 


SEAVIEW 
- OF 

COLES BAY 
$108,000.00 


thriving shopping centre, call now 
for appointment. JOHN ROBIN 
SON 47B 55*1. 478 7041? 


BRAND NEW 
$43,500 


•BENTWOOO BAY 


RD 

M 11*1 


1825 FRANCISCO 

Built for a builder less than one Spacious dining - —--«**— nu*nv «nn iwi n*u»* uncincm. v _ * - 

year ago Good size lot and a very bathroom with qlass shower door. ONE ACRE - partly treed witn T . h,, mastercratted home rs on 6 J 
fJ! r 2£!' v * hooi# - Good v4lu4 4t Situated in lovely grounds — with lovely stream Excellent for horses *c r * «nd the view is breath 

iOt.500. ocean close by. For more details end gardening faking, a few special features ar* 

call: MLS 15738. Over 1.400 sa « -Fulfy Landscaped Lof. i 

595-5171 WIN DOUGLAS 383-9907 separata dirunq rc«n - Two Heatalator fireplaces : Attractive rancher type 3 bedroom 

595-5171 SIMON FLETT 592-7451 Master ensure bahirorm -Quality wall to wall carpeflnq family home with cedar s<ding and 

RDCMTW/VlD Close to schools —Two car garage cedar shake roof. Living room has 

DKtlN I WLMJD CmTtaxw -Hof water heating floor to ceiling brick fireplace. 

MCA n U ADIMA By builder , —5 or 4 bedrooms. W-W carpel throughout. The only 

INLAIn /VlnKIINn UiXXX *S6-3*92 .—Rock wall feature In livmg room home we have priced at less 

Country atmosphere only 20 Min - -- 1 This property * newly listed and ,h »" $48,000 and probably vour last 

- lo«i, a or ,*»droom Upper Lansdowne **«ouicn» 

TRI-PLEX 

"r—™ $71,000.00 .TTfmoon. t-or earner pn-j.nd prestioe builder Cat! as to 

,'.i. 5 ^i 7 h i? hom * has two ' < ^e h« df oo' rl \ a ^s J V ^ i ^ D ^t l , , b^e 4 ppo, , n ' rT i??! v ' ew p la n s »nd lot but don't delay 
'!?*, ! su'tes on the main, with a large 2-!J_9il,^ ROBINSON 478-5561, on this one 

bright bedromo suite up. Has a full base-1 ■‘78-7041. ELNIDO CRESCENT 

located at 1325 Stan- j | Treed lot. Lovely home 3 beds, 11^ 


933 REDFERN 

Something unusual In an almost 
new home. 2300 sq. ft. developed 
! with 4 bedrooms. 3 bathrooms and 
lagre rooms throughout. $84,900. 


from town .____ 

family home (2 year old) situated 


DEVELOPMENT 

PROPERTY 


highway. Leased store and livina 
acc'mmodatlon on property plus 
small 1-bedroom cabin. Potsiblli-, ,..^. 
tles for other development. MLS soacl— 
15296. Call RONA HIGGS. 385-5741 i $73,900.* 
or 642-3855. NANAIMO REALTY. |652-114i 


" • i wo: 

no, util 
us g DI 
111 - (m 


626 FERNHILL 

'On Vi acre of Esquimau's finest cn quiet street of C fine homes tea- • OAK BAY 

iview prooertv. $139X100 includes tore floor-fo-ceilina -fireplace in Deluxe 3 BR home with i 

OPEN HOUSE |everything: 6 bedrooms, three fire sMcici/nvIrv^ro^m. dl ni^ raom shaped living and dini: 

SAT. 1 P.M.-4 P.M. 

1185 SLUGGETT ROAD 

BRENTWOOD BAY 625 CROMAR 

BEDROOMS 

ner-cuilt fam... . -- .. - __ _ 

m North Saanich. Four-bedroom 
nk : ! Quality twllt, home with ther- . . 

OA K BA Y 

DUPLEX 


____ a large L 

shaped living and dining room 
sliding glass doors to a covered 
, oiv aundeck, delightful kitchen, spa 
tent views "of Tod Inlet and Mala- i^ousentreiKe tsall. Ehsuj 
hat. Gorgeous sunsets! MLS 14065. bedroom. Nlc*ly finished _ * 

... — *— - basement with extra B.R., 3-pce ment and 


dova Bay), 'arge bsmt. and extra 
•.toraqe, asking $89,500. quickly 
< *' 1 Oalziel 386-4144 or 

• 477-6380. 

CASTLE PROPERTIES 
WATERFRONT CORDOVA BAY 
SEE COLUMN 256 
HAZEL CAMPBELL 386-6164 

HOMES UNDER 

CONSTRUCTION 

-— ■—--, - 

centre and bus terminus. If 

house of Grant Road,<£ooke, on Sat- a superb home. Beautiful freed-lot 
brday afternoon. For earlier pri- and prestige builder. - ” 


'OAK BAY" 


LOWER LANSDOWNE 
JUST LISTED. Spacious 3 bed 
room home in one of the choicest 
areas in Oak Bay. Walking dis¬ 
tance to all schools and Uni verst 
ty. Large bright living and dining 
room, fireplace, hardwood floors 
Exceptionally well planned kitch 
en. High basement with two extra 
bdrms. Laundry and ?-pce. ba’t- 
drlve in garage, access to large 
fenced backyard. This is a wen 
built solid home reasonably priced 
at $74,900 with some terms. Call 
RON CROW 592 4989 ANYTIME 


477 4 


tools and shoos. 

.— consists of 20 'xT 2 ' sui.~ —- - - -.. 

en living room, R. H. stone faced mooane, family room and manv 
F.P lO'xty seo. formal dlnlno extras. $83.SOO. 
ill .„.* Drt HiuiHwr 1 rppfn * tO'xl?* cab. kitchen, dish ! LESLIE BOHER 

2!d, ld rs.,52:'%sMs r -.zr x i3'r, , * m ii v *» , ^„ L , 

lllity for WD and 2-oce. bath. TERRY SMOLLETT Located on one of South Oak Bays 

Doer level has 4 laroe .bedrooms 595-5171 6S6-58S2 Mobile JL3-8876 most desirable streets, this older 

•nsulte) walk-ln closet. Id-*-— 

-'"it v"ls fc.th pric, 2Vi BEDROOMS 

VICKERS *52-2257 


SSTuH* S-WwSISS" MOUNT DOUGLAS 

nii-alv I M tv* ty j n«H inX hi* m XpIim. Vi^Vlng ^ ^ », .nd CM ™. ARBA $75(900 -• 


or level 

ster er 

:lous 4-i 
? M ; 00 T. 


M 2 zone^t^rfi Str^t. OPEN HOUSE 

down!'Vendor''wHI 1 *carry* JS^ 1 SS^W 
at 11 ear cant, whlit vou build! - - " • 

MLS 15773. 

385 7721 BRIAN COUTTS 598- 

GARDNER REALTY LTD. |658456i 


,$47,900.00 

v 


t on * 

Palrburn, off | built housa." Try your down pay- 
cant, wtilla you bulW1|fudor"styi*Tlome, 8,235 sq.*S’. lot* | m ’ ^TERRY SMOLLETT 

Pace* 729 
LESLIE BOHER 
8*5*5171 656'. " ' 


58*5882 Mobil# JL 3-8876 


__ home has been converted 
into a legal duplex. Situated on a 
large lot, this desirable property 
shows a good Income cf $887 per 
month oross. This will suit e 
young couple as owner occupier 
who need their payments supple¬ 
mented and who are prepared to 
do the work necessary to realize 
the property's full potential. MLS 
15861. Offered at $82,000. 

TONY BROGAN 

595-5171 388-6275 (pagan 2471) 


nicely landscaped and has a drive 
way to the back with a cement 
sad for trailer or boat. This house 
is located on a quiet street 
amongst the oak trees in one of 
the choicest areas in Oak Bay. 
Walking distance to the University 
and ail school levels. Priced for 
quick sale at $115-000. Phone 

OWNER, —- 

please. 


492-4989. No agents 


FOR SALE BY OWNER, TWO- 
bedroom character home, com- 
pletely renovated, living room, din¬ 
ing room with fireplace, large 
kitchen, new wiring, plumbjng and 
furnace, on quiet street, near Jubi¬ 
lee Hospital. No agents, please. 
851.500 . 592-0597. 


RIGHT ON THE 
WATER AT 
LANGFORD LAKE 
$75,900.00 


Attractive 3 bedroom full base¬ 
ment home in an area of quality 
homes. Family room and extra 
3-gce. bathroom in batam^it and 
room for further development. On 
an 82 ft. by 150 ft. lot, immacu¬ 
lately landscaped, back garden is 
_ , . fully fenced and nee separately 

This family residence is located In fenced vegetable garden as well as 
a quiet area and has 2100 sq. ft. of five fnjit trees. Attached drive-ln 

developed home. There are 4 bad-- ———' 

rooms, a family room and tha lot 
is fully landscaped. Ideal serene 
ilvlnq can be yours, to view please 
phone me. 

JOHN P. COLWELL 
388-4454 592-9124 


approx. $34,700 at lOVz’W that can 
be assumed. Located close to 
school, bus route and Mt. Douglas 
Park. JOHN ROBINSON 478-5541. 
478-7041. 


call. 

TEN MILE POINT 
The ultimate home that hat every¬ 
thing. Now under construction. 
Please call us for information on 
the above houses. 

595-5171 LESLIE BOHER 

188-6275 (Pgr. 729) 

TERRY SMOLLETT * 
895-5171 656-588? (Mobile JL34I74) 
Canada Trust 


BRENTWOOD 


New 3 Br. home with ensuite, 
extra large kitchen, full basement, 
roughed In for 3rd bath. Large 
sundeck over carport. Good size 
yard. Quiet new area with un 
derground services including storm 
sewer. Close to all amenities. Only 
$57,300. Call RON CROW. 592-4989 


FAIRFIELD 
NOW $55,000 


l->EO£<MM HOME. NICE LOT ™ ,!i2 lh L lr ’.jE lr i?? 

with fruit trees. Gorge district, SfJ* S £ 0PS 4nd 

3160 Donald St. Approx. $7,000 dn. Rf*- 3 Bdrm, large Lv. Rm., set 
7 «»ded, full price 830,000. Ph. g'ft R t ank R *2^i 'hJSiSSH 

*»-*» MMr , ».m. _ | , H u „ W d Jr k cl.rfi.l. h ^Sr Ur " . 


_TQD-K .._ . __ _ 

CONSTRUCTION LTD. .value. J. C BAXTER or PAT 
Days 384-1101 Nights 479-641* 1 SNOW 286-7545. 
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1125 DOUGLAS ST. and 
3MI SHELBOURNE ST. 


Duplex 

v a beautiful duplex with 1,004 sq. 
Ii. on main level with 893 upstair*. 
7 years old, 2-4-Plec# bathrooms. 
3 or 4 bedrooms. Family room, 
10x18 courtyard, wrought Iron en¬ 
trance, easy maintained Prapjrlv- 
meticulous conditions. MLS. 

SID HASLAM 477-1994 or GRAY 
LAITE 656-5267. 

Cordova Bay 

Approx. 1436 sq. ft. on main level 
with 450 down, built In 1969 this 3 
bedroom beauty Is a family home 
In desirable residential area. 
Larqo sundecK at rear aives sea- 
view over North Cordova Bay. 
MLS $77,000. GREY LAITE 
656-5267 or SID HASLAM 477-1994. 

Side-by-Side Duplex 

Brand new bv expert builder. 
$82,400 In Lanaford. Each side has 
1440 sq. ft. 3 bedrooms, l'j 
bathrooms. Separata dining room. 
Electric heat. Top quality wall to 
wall. Double party wall. Ideal lo¬ 
cation far schools. Phone 598-6034 
ERNEST WILLDEN or 382-9191 DO¬ 
LORES MILES 652-2735. 

Sidney Charmer— 
$42,500 

Exclusive-cozy cottage on a beauti¬ 
ful lot 2 blocks from shopping and 
other amenities. An outstanding 
buy for retirement or 2 - bedroom 
family. PAUL HYATT 656-3150. 

"In View Royal 
$63,800" 

This Immaculate home has 1633 
so. ft. of comfortable living area. 3 
bedrooms, large kitchen, dining 
and living room. Brick fireplace 
wall to wall carpeting. Fully land- 
scaped. Many extras—washer, 
dryer, dishwasher etc. Please call 
ERNEST WILDEN, 598 6034 or 
382-9191. 


1000 Government St. 

1643 ST. FRANCIS WOOD 

OPEN HOUSE 

THURS., FRI., SAT.. 2-4 P.M. 
Quiet ROCKLAND location wllh a 
view. Well-built 3-B.R. bungalow in 
tine condition with recently new 
quality floor coverings. Second FP 
in lower rec. room-studio, well- 
planned kitchen and larga foyer. 
Exceptional yard for pleasant out¬ 
door living. Was $89,900. NOW re¬ 
duced to $83,000 TO SELL. Visit 
the open house or phone for prl- 

3WA124*^S. n &iACDONALLD 477-S185 

CUSTOM BUILT 

Especially. for the. present owner 

seek In q so met h I ng Tust” a little bet¬ 
ter than Is normally offered by the 
speculative builder. Come and *** 

the difference at:_ 

OPEN HOUSE 
SAT. MARCH 13. 2-4 P.M. 

1872 PENSHURST RD. 

Fully developed 2-storev home 
with many extr* features. Lux¬ 
uriously carpeted, tastefully de¬ 
corated and furnished. Almost 2500 
't. of well planned Interior ai - 
:ar garage. If you are lookli... 
... built-in value see this at 
$89,500. MLS. For prior showing 
between 9 «.m., and 3 p.m. lust 

384-8124 MR. GREENE 385-07S5 

34 - 477 Lampson 

A large 3 BR unit In this family 
oriented complex provides com¬ 
fortable living at a very reason¬ 
able cost. A large upright fridge- 
freezer, stove and even some fur¬ 
niture are Included In the price of 
$32,900. Small pets are allowed and 
this unit must be seen to be appre- 

384-8124 M. VAUX 696-1287 
Mobile YR3-8774 

STATELY 

7247 W. Saanich Rd. 

A .charming traditional home of 
1 / -DI — — I. /"V-_ formal old world elegance, this 

V2 block trom vjeean landmerk_homa In Brentwood Bay 


.w.. 3 (jedrooms on main floor. 
Cozy living room wlfh fireplace, 
dining room, wall-to-wall in every 
room. Kitchen overlooking woodsy 
area. Privacy, paradise for kids. 
Only 30 mins, trom Victoria. Try 
offer In low fifties. MLS IRENE 
VAN 384-9191 or 382-9191. 

Saanichton Tudor 

Authentic tudor 10 years old. 3,000 
sa. ft. 3 large view bedrooms, 3 
bathrooms, 2 large Impressive fire¬ 
places, large foyer. Hardwood 
floors throughout. 2 -car matching 
garage, workshop, tractor shed, 
summer house with electricity. 
Located on spectacular 5 acres of 
holly trees, shrubs, flowers, gar¬ 
den,- fountains, etc.' 550' paved 
driveway. MLS GRAY LAITE 656- 
5267 or SID HASLAM 477-1994 

UVic Area 

MLS 15681. $76,900. Big home Jn 
ideal location. 1300 sq. ft. main, 
big In-law suite, 2 bedrooms, sepa¬ 
rate entrance, 2 fireplaces, 2 sun- 
decks, blq corner lot. Realistically 
priced this two home In one Is a 
plelssure to show. A low cost mort- 
aaqe available to help or financing 
easily arranged to suit most pock¬ 
et: Call me now BRUCE BATE- 
MAN 477-0141 or 384-2827. 

2909 Aprell PI. 
Langford 

This 2 bedroom property with an 
exlra 20 x 10 rm. capable of devel¬ 
opment If required makes this 
home very suitable for either retir¬ 
ement or starting. Big lot, careful¬ 
ly landscaped, fully fenced, set on 
a cul da sac. Everytihlnq In top 
shape including new furance, etc. 
MLS 15430. $46,500. BRUCE BATE¬ 
MAN 477-0141 or 384-2827. 

Country Setting 

Close to town, this modern home 
Is situated on over 15,000 sq. ft. of 
rollinq land with valley and moun¬ 
tain views. 2 bedrooms on main 
floor, built-in range, big briqht 
kitchen and covered sundeck, wall 
to wall ever hardwood floors. 
Lower level presently has 5 bed¬ 
rooms with roughed-in fireplace. 

.MLS. $64,900. BARRY THORN- 
DYCRAFT 477-8487 or 477-0141. 

Trees and Seaview 

Two larqe bedrooms, blc 
bathroom plus en suite, elegant 
fireplace, shake roof, new wall to 
wall carpet, eating area in kitchen, 
slidinq glass doors to sunbeck 
overlooking beautiful Brentwood 
Bay. Basement roughed In for 
laundry room, bedroom, bathroom 
and rec room wlfh fireplace. Lot 
55 x 220. MLS. $59,900. BARRY 
THORNDYCRAFT 477-0141 or 
477-8487. 

Open 1:30-4:30 p.m. 
Thurs., Fri. & Sat. 
4403, 4407 and 4409 
Tyndall Ave. 

Refreshingly different plus superb 
quality throughout. All have 3 bed¬ 
rooms, 3 piece en suite bathrooms, 
over 1350 sq. ft., fully roughed-in 
basements, plus much, much 
more. The askina price of $72,500 
Includes full landscapinq and one 
year H.U.D.A.C. guarantee. WALT 
SLOCOMB 477-0141 or 383-4035. 

Open Wed.-Sat., 
2-4 p.m. 

1669 and 1673 
•San Juan 

Unbeatable! New Gordon Head _ 
bedroom homes at only $61,900 
each. 3 different floor plans to 
choose from. As little as $4,000 
down, if you qualify for B.C. 2nd 
mortgage. A terrific but at today's 
prices. Phone DARIEN BAIN 477- 
0141 or 658-1070. 

New Home 
Esquimalt 

Buy half this new strata title du¬ 
plex for cnly $49,900 which will 
dive you 1256 sq. ft. includinq 3 
bedrooms, 3 bathrooms plus base¬ 
ment that can be easily developed. 
Possession could be as early as 
April 1st. WALT SLOCOMB 
477-0141 or 383-4035. 

North Saanich 
Seclusion 


SINOMU 7 


tfm&etton, 

JCbL 


offers 5,000 sq. ft. of living area, 
guest cottage, barn-workshop and 
chicken house. Exclusively listed 
at $147,500. This fine residence will 
appeal to the growing family. Part 
of the main residence mav be 
rented to provide additional In¬ 
come. Drive bv and then call to 
view this extraordinary 8 BR 
home, 

384-8124 M. VAUX 656-1287 
Mobil# YR3-8779 

PORTAGE INLET 

756 MIDDLETON 
$42,500 

This 2 BR bungalow Is perfect for 
the handyman who wishes to In¬ 
crease the value of his property. 
Situated on a large (52x200) lot, 
the house has oddlas of potential. 
Drive by and then call for an ap¬ 
pointment to view. 


ISLAND PACIFIC 
REALTY 1200 QUADRA 

388-6231 


■50 HOUSES FOR SAKE 250 HOI SES FOR SAKE 



WALK TO 
MAYFAIR 

GORDON HEAD 
4 BEDROOMS 
FAMILY ROOM 
TASTEFULLY 
DECORATED 

This spacious, 4-bedroom home Is 
If designed and folly completed, 
tre targe master bedroom with 
ensulte bath, 17.9x13.7 living room 

C as brick fireplace. Dining room 
as walkout to sundeck. Family 
kitchen with eating area. Beautiful 
23x15 family room, flreolace and 
wet bar. Expensive wall to wall 
carpet throughout. Third bath with 
shower. Garage. Nicely land¬ 
scaped. Must be seen to be appre¬ 
ciated. Just listed tor $78,500. 
Please call. HEIDE WHITE. 
STANELAND JOHNSON. 388-6231 
or 652-1828, 384-0994. 

GORDON HEAD 
ONE ACRE 
GARDEN PARADISE 

This larqe five-bedroom home has 
over 3000 square feet of finished 
floor area. Large living room with 
fireplace, big formal dining room, 
kitchen with eating area. All this 
with Mountain view and sea 
glimpses. Just listed for quick sale 
for the price of $120,000. To view 
quickly call HEIDE WHITE or 
STANELAND JOHNSON, 388-6231 
or 652-1828, 384-0994. 

Quick 

Accommodation 

Duplex zoned for one or two fami¬ 
nes. LR. Cab. elec, kitchen with 
Dining area. F.C. basement. Large 
lot with plenty of parking. $45,060. 
MRS. McKEAGE, 388-6231 or 
479-5868. 

HANDYMAN 
SPECIAL PLUS 

Rarely does such an opportunity 
come on the market as this 5-sulte 
apartment house. All self-con¬ 
tained, good high lot with rear ser¬ 
vice lane and even trult trees. 
Move right In at a low price. 
MRS. McKEAGE 479-5868 or 
388-6231. 

GORDON HEAD 
EXECUTIVE 
$75,000 

This 4-bedroom beauty Is loaded 
with gadgets, stereo intercom, bur¬ 
glar and fire alarm, auto door lock 
system, sprinklers system, built-in 
vacuum and many others. Big DR 
and LR with FP. Beautiful, mod¬ 
ern kitchen and E.A. With the best- 
built-in appliances, sunken 


OPEN HOUSE 

9040 EAST SAANICH RD. 

SATURDAY 1:30-4:30 P.M. 

1 ACRE-2 HOUSES—$78,500 
SAANICH PENINSULA AREA 



MAYFAIR REALTY 

3147 Douglas St 388-2985 

Mayfair Shopping Centra 


OPEN HOUSE 


daughter or mother-in-law to 
share this beautiful country 
llvinQ on one acre of ocean 

end mountain views, with 2 —,, irvr , *** A 
bedroom quality built home: THURb. I .'JU - 4]UU 

and a 1-bedroom cottage. Sepa- r - T - 

rate oarage and workshop. 823 REED bl. 


•450 HOUSES FOR SALE 

JACK MEARS 
OAK BAY REALTY HU 



"The Professional People" 


150 HOUSES FOR SALE* ?50 HOUSES FOR SALE 250 HOUSES FOR SALE 



2194 OAK BAY 
3618 SHELBOURNE 


598-3321 
598 3344 


3M - 3124 aJLKftK&m **- 12a7 room off kltc^nTlth FP. All on a 


Mobile YR3-8779 

781 CANTERBURY 

NEAT 

As a new pin Inside, this charming 
little cottage Is situated on a large 
80x134 lot. Rezoning to duolex 
status mav be possible. With 2 BR, 
bathroom, LR and kitchen - dining 
area. It provides comfortable liv¬ 
ing and potential for future devel¬ 
opment. A coat of paint Is re¬ 
quired for the exterior and a gar¬ 
den shed could be renovated for 
additional storage. A large en¬ 
closed porch Is used for utilities.. 
Priced at $40,000. This listing will 
sell quickly. Drive by and call: 
384-8124 M. VAUX 656-1287 
Mobile YR3-8779 

ST. JOSEPH'S 

Is lust around the corner from this 
attractive home In the Marigold 
area. Ideal for a growing family, 
it provides 4 BRs, 3 bathrooms 
and a large playroom In addition 
to the LR-DR and spacious kitch¬ 
en. It this Is the area .in which vou 
want to make your home see this 
new llstinq today. Priced at 
$64,900. MLSS 15713. Just call: 
384-8124 MR. GREENE -385-0795 


National 

Trust 


big lot with beautiful patio In the 
back of this fine home. To view 
this new exclusive quickly, call 
SHANE BEFURT 388-6231 or 
477-4738. 


GORGE 


Delightful starter or retirement 
cottage. 2 bdrm., W to W, large 
fenced lot. Elec. htg. Stove. 
Fridge, washer, drver Inc. Heatila- 
tor fireplace. Excellent value here 
at $46,900. Call IRMGARD or 
HELEN at 388-6231 or 658-5760, 
386-6677. 

MARIGOLD 

Small home with SxS in-law suite, 
smart and pretty. Call MRS. 
McKEAGE, 388-6231 or 479-5868. 

TOWN AND 
COUNTRY 

Charming 3-bedrm. home. Fenced 
lot with delightful patio. Blossoms 
outside and cosv flreolace inside. 
Try vour offer near $47,500. Call 
IRMGARD or HELEN at 388-6231 
or 658-5760, 386-6677. 



SINCE 1898 

OPEN HOUSE 
1254 UNION RD. 
SAT. 1:30-4:00 

Fresh on the marketl Immaculate 
and spacious family home on ap¬ 
prox. Vi acre. Over 2000 sq. ft. L- 
shaped Living-Dining room with 
fireplace. 4 bedrooms, lVi baths. 
Bright Kit. with E-A and sundeck 
off. W-W throughout BONUS Sepa¬ 
rate house presently rented or 
suitable for In-law situation. Large 
40'x25' garge with workshop. Ter¬ 
rific buy at $89,900. MLS 

GLADYS MILLER 
Bus. 595-2961 Res. 598-7936 

OPEN TO VIEW 
SAT. 1:30-4:30 P.M. 
7175 HAGAN 
$62,400 
7181 HAGAN 
$61,500 
7193 HAGAN 
$62,900 

New quality homes In the popular 
Brentwood Bay area ready for im¬ 
mediate occupancy. See them this 
weekend at the reduced prices 
shown above or to preview call: 

Bus. 595-2961 TAN JAM Res. 592-3740 

"FINISHED" 

This fine 3-bdrm. home is spotless 
and completely finished. Master 
bdrm. with ensuite plmq. Briqht 
kitchen — lovely rec. room in full 
bsmt. — larqe lot facing on two 
streets — ideal for boat or trailer 
parkinq — Quick possession. Good 
financing — $63,900. Please call: 

W. REYNOLDS 

Bus. 595-2961 # Res. 477-6093 

$46,900 
WORK IN SIDNEY? 


"People Helping People" 

OPEN HOUSE 
1233 Suiinyside 
(Off Selkirk) 
Sat., March 13th 
1:30 - 4:30 
Must Be Sold 

This fine, well designed perfectly 
maintained 3-bedroom home is 
only 3 years old. Beautiful living 
room with seaview, balconv and 
fireotoce. Basement has roughed-in 
fireplace, finished 2-Piece 
bathroom and offers easy and eco¬ 
nomical development. Fenced, at¬ 
tractive garden. Ample oarklng. 
quiet location. Due to circum¬ 
stance priced at only $59,500 and 
open to offers. MLS 15923. 

OLGA ZACHARY 


Located on a quiet road In the 
Deep Cove area sits this near new) ’ ’ "V 
13S7 u. ,t. Pan Abode ranch uyle ! 1 UT ? 

home. Living room has floor to home Wftti living room, 9 bed- 


ceiling old brick heatilator 
fireplace, large 14x18 kitchen with 
laundry area, 3 bedrooms, etc. Lot 
Is 125x175 and nicely treed. MLS 
No. 15676. WALT SLOCOMB 
477-0141 or 383-4035. 

Cape Cod 

Modern authentic full basement 
ccttaoe located in an area of fine 
homes In Gordon Head. Features 
include 3 large bedrooms, a sauna 
and 2 bathrooms upstairs. A for¬ 
mal dining room, livinq room and 
firepla-e, and a larqe family room 
with floor to ceiling fireplace off 
the kitchen, plus a den, laundry 
room and another bathroom on the 
main. Also there Is a large double 
oaraoe with lets of storage space. 
All this is located on .4 acre and 
is available May 1st. Asking 
price $105,000 J A. J. SANDY 
CRAWFORD 477-0141 or 477-1561. 

Canada Permanent 
Trust Company 


Possession almost Immediate 
if desired Trades will be con- Two bedrooms, 
sldered. Please call: 

RUTH or STEVE SALAGA 
386 2911 or 479-5632 


BE THE 1ST TO VIEW 
660 FERNHILL ROAD 
(Off Lampson Street) 

IN ESQUIMALT 
SATURDAY 1-4 P.M. 

Many painstaking hours went 
Into the finishing of this Im¬ 
maculate, newly listed, home. 
A dishwasher is built Into the 
novel kitchen that was espe¬ 
cially designed for modern 
convenience. There are 2 bed¬ 
rooms on the main floor plus 
an additional 3rd bedroom and 
den on the lower level. A home 
that is so temptlnq that vou'll 
want to move right in. Priced 
realistically at $57,900, as 
owners have already pur¬ 
chased. View with: 

LORRAINE HETT 
386-2911 or 478-2430 

GORDON HEAD 
H1LLCREST AREA 

Spacious, custom-built, 5 year 
old, 5 bedroom, 2V4 bathroom 
home. Bright lower level’In¬ 
cludes large rec room with an¬ 
tique brick FP and slidinq 
glass doors leading to back 
qarden. Many extras, under¬ 
ground sprinkler system, etc. 
Pleasant views from sundeck 
and dining room. Fenced and 
landscaped on quiet no-throuqh 
street. Priced at $69,900. New 
MLS 15964. 

THE STEPHENS 
386-2911 (24 hrs.) 

GORDON HEAD 
PACE-SETTER 
«t $74,900 

A delightful quality built new 
home in the final stages of 
completion. Located on the end 
of a treed cul-de-sac on Jeffer¬ 
son Street and so accessible to 
all facilities. To view this welt 
desiqned home call: 

LORRAINE HETT 
386-tfll or 478-2430 

GORGE WATERFRONT 
Large spacious home with 4 
bedrooms, plus den await the 
active family that enjoys boat¬ 
ing, a large yard and a built 
In BBQ on their own sundeck. 
Drive by 901 DELLWOOD 
ROAD (off Cralgflower Rd.), 
then call to view with: 
LORRAINE HETT 
386-2911 or 478-2430 


. _ flreolace In living 

room, dining room, fully developed 
basement with third bedroom, 
rumpus room, workshoo. laundrv 
room and storage room. Shortl wrer« nuuoc 
walk to Woodward's. Close to Parks 1 1198 DIGNAN. BRENTWOOD 
and schools. LARRY LINEHAM, SAT. 2:00 to 4:00 
386-2955 or 595-0134. 


OPEN HOUSE 

534 WARREN AVE. 

FRI. - SAT. 1:30 to 4:00 

Nearly new 3-bedroom home 
with one more room down and 
plenty of space for further 
development. Just reduced to 
$59,900. MLS 14985. For details 
call: KEN PORTER at 

598-3344. 

OPEN HOUSE 


from 


.OPEN HOUSE 
1627 AMPHION 
THURS. 1:30-4:00 


OOLWOOD LAKE 


A charming, older family home— 
nicely decorated but still retaining 
that lovely dark wood (Including 
built-in china cabinet) In living 
room and dining room. Cosv flre¬ 
olace. LARGE tftodernized kitchen, 
modern bathroom fixtures, three 
bedrooms on main and a fourth 
bedroom In full basement. Updated 
wiring and plumbing, oil furnace. 
Fruit trees in Back vard. Modera¬ 
tely priced at $54,900 with trades 
considered. MLS. Call GEORGE 
WALL. 386-2955 or 477-0548. 

OPEN HOUSE 
519 WESTWIND 
FRI. 1:30-4:00 
SAT. 10- 12,- 

Near new 4 bedroom and all on 
one floor. This Is a two-level home 
plus full basement in an area of 
new homes in Langford. Nica liv¬ 
ing room with feature fireplace. 
Two balconies overlooking treed 
back yard. Lot Is 230 ft. deep and 
qoes to within a few feet 67 a trout 
stream. All this for $58,500 with 
assumable 10% mortgage. And 
trades accepted too. MLS. Call 
GEORGE WALL, 386-2955 or 
477-0548. 

NEW HOME 
GORDON HEAD 


OPEN HOUSE 

1447 WEN'DE RD. 
SAT. L:30-4:00 p.m. 

Nestled among the trees In 
the desirable BRAEFOOT-CEDAR 
HILL X RD. area, this solid, full 
basement home offers CHARAC¬ 
TER AND SECLUSION and has a 
livinq room with adjoining sundeck 
and attractive fireplace. Briqht 
kitchen with eating area, 2 bed¬ 
rooms on the main and onq large 
bedroom up. The t-3 acre lot with 
Its secluded patio, fishpond etc. is 
a gardeners paradise. $64,900. 

JUNE HOUGHTON 
388-6424 477-6185 

OPEN HOUSE 
SAT. 1:00-4:00 

OAK BAY 

1547 YALE 

$49,700 

Delightful small no-step home on 
valuable property. Two large bed¬ 
rooms on the mein and one larqe 
kitchen with eating area, 2 bed¬ 
room! Nice livinq rom with brick 
fireplace. Laroe kitchen and utility 
room. Wall to wall carpets, car¬ 
port. close to Offk Bay Village- 
shopping, -show, senior citizen's 
bus, etc. 

JIM COWLEY 
656-3675 388-6424 

CORDOVA BAY 
IN-LAW SUITE 
5 BEDROOMS 

■ $79,500 

iL.™™ Vln..„J*n, 13S0»,H. on m„!„ 


Situated a few blocks _ 

Brentwood Village, this home 
Is Ideal for a family. There 
are 4 large bedrooms, 1 sepa, 
rate with 3-pce. bathroom on 
lower level. The Inttrlor is 
spotless. An entirely fenced 
rear yard 1 $ adequate for 
small children. Asking $65,900. 
For more details call: 
KATHRYN VAN DOESBURG 
or view home on Sat. March 
13, 1976. 598-3344 or 385-9921. 

OPEN HOUSE 

2500 BLACKWOOD 

SAT. 1:00 to 4:00 

A must to view, this value 
packed home has a large liv¬ 
ing room with fireplace, sepa¬ 
rate dining—modern kitchen 
with breakfast room, 2 bed 
rooms on main and 2 more 
bedrooms down. Extremely 
large bath with lots of vanity 
space for the family. This 
charming home also has a 
2-room In-law suite In base¬ 
ment. All this together with a 
drive-ln garage and fully 
fneced lot Is a real bargain at 
$59,900. MLS 15983. See you 
Saturday or for prior viewing 
call: BETTY McFARLAND at 
598-3344. 

A BLOCK FROM THE BEACH 
Brand new 2 (possibly 3) bed¬ 
room home on 80x270 lot with 
seaviews from every room. 
Metchosln district. Price 
586,900. For details call:. KEN 
PORTER at 598-3344. 


Fairfield with two bedrooms, 
spacious 12 x 10 kitchen, living 
and dining rooms, this no-base¬ 
ment bungalow is close to all 
services. Phone: KEES VAN 
DOESBURG at 598-3344 or 
385-9921 for an appointment to 
view. 


Brand new; an ideal loca¬ 
tion. Close to schools, Racquet 
Club. etc. Custom supervised con¬ 
struction and design. Lovely 3-bed¬ 
room home with many deluxe plus 
features. Quality carpets. Ensulte , 
ilumblng. Large lower area leaves LANS DOWN E 
• * - - Characteristics of an elegant 

well appointed home. A very 
large master bedroom with a 
full en-suite, a landscaped, 
fenced lot, an excellent kitch¬ 
en, a large comfortable living 
room with fireplace adjoining 
the formal dining roonj and a 
full basement Including a bed¬ 
room. rumpus , room with fire¬ 
place and a workshop. Price 
$83,750. Please call: KEES 
VAN DOESBURG at 598-3344 
or 385-9921. 


Pi------ 

lots of room for expansion. For a 
home with that extra touch and 
appeal see this now. Priced at 
$69,900. GEORGE PARSONS, 
386-2955 or 598-3847. 

DRIVE BY 
4181 BRACKEN 


But please do not disturb vendors. 

We will be pleased to show vou 
the Interior of this lovelv 7-vear- 
old home on Approx. 14 acre lot. 

It I, . real pltour. lo Show noble’. 0 38M955 or 6si»M T0 - N - COUNTRY LIVING 
TED CHARTRES. 3M-H55 
3B5-65O0. 


Or 385-8771 (Anytime) 

OPEN HOUSE 
March 11th 
1:30 to 4:30 
119 Burnett Rd. 

$69,900.00 
Wow! Come and 
See This 
Excellent Buy 

Located in View Royal — take the 
first road off Island Hi-Wav iust 
north of Helmcken traffic lights. 
Space galore here. Just imagine, 
2400 sq. ft. of living area on main 
floor. Only 7 years old. 18'x24' liv¬ 
ing room with massive floor-to- 
ceiling stone fireplace. Cathedra! 
beamed celling, separate dining 
room, large kitchen with many 
cupboards, family room, 5 bed¬ 
rooms. master has en-suite 
bathroom, sunken tub In main 
bathroom. Vi bathroom next to 
utility room. 95'x200' lot with 
country view. Priced at $69,900. 
DOUG LAWSON in Attendance 
595-2486 or 385-8771 (anvtfme) 

Thetis Heights 
Family Home 

Country atmosphere and low faxes 
on this 4-year old. 4 bdrms., 2 
bathrooms, dining room with fire¬ 
place. Delightful Kitchen, full base¬ 
ment with re$. room. Wide lot. 
Quiet location. Quick possession 
possible. Only $61,500. MLS 15854. 
CEC PEARCE 386-3808 

or 385-8771 (anytime) 


you this lovely home. The 
owner has been transferred 
and so it must be sold. Call 
now for .appointment to view 
and see for yourself how nice 
ft really Is. All reasonable 
offers will be welcomed on the 
listed price of $73,900. MLS 
15278. 

WILMA WINTER 
386-2911 or 478-1466 

COUNTRY LIVING 
AT IT'S BEST!! 

Located on one of the nicest 2 
acres around. Briqht and 
sunny area to the fornt, beau¬ 
tifully treed at the rear. This 
exceptionally well built and 
well planned country home 
offers 3 bedrooms up and 2 
down; spacious living and din¬ 
ing rooms; bright work saver 
kitdhen; 2 baths; larqe family 
room with fireplace; double 
garage and other features too 
numerous to mention. Low 
taxes. If you'r thinking country 
give us a call to view. Asking 
S85,900. MLS 15490. 

Marilyn Moore—478-2482 
Mrs. J. Lennnox—478-2563 
Office—386-2911 

REDUCED TO $19,900 
LAKEHILL CHARMER 
Immaculate completely renovated 
two-bedroom home situated in this 
convenient quiet area close to all 
amenities. Two good sized bed>- 
rooms with lots of closet space, 
4-pce. bath, comfortable living 
room with rustic fireplace, large 
convenient kitchen with lots of 
counters and cupboards, utility 
room on main. Quality carpeting 
and materials used throughout. 
Full basement with workshop. New 
wiring, plumbing, furnace and 
roof. Lange lot 67x180 with private 
backyard. Call now and view this 
charming home and I promise you 
won t be sorry, and you can move 
in almost right away. MLS 15835. 
CAROLYNNE PERRY, 

479-7041 or 386-2911 

UPLANDS BORDER 
ONE-THIRD ACRE 
TUDOR AND ELEGANCE 
592-22651 "A Touch of Class" would perfect- 


VIEW ROYAL 
Family Home 

irdeii I 


People are discovering the iovs of 
living in the beautiful Brentwood, 
Bay area. Close to the best soorts 
fshing to be found anywhere. 
Come . see this lovelv modem 
home. 3 bedrooms and 2 
bathrooms. Ideal for family living. 
Near shopping, schools and recrea¬ 
tional features. MLS 15734. Please 

Cal, ‘ MR. STOTHERS 

Bus. 595-2961 Res. 658-5025 


OWNER MUST SELL. IMMEDI- 
ate possession. Lovely 2 bedroom 
home on quiet block bestween 
Simpsons-Sears and Woodwards. Vi 
Block to bqs and park and 4 
blocks to elementary school. Sand¬ 
box and swing in back yard. Full 
basement and drlve-in garaqe. 
Usable Antique fireplace and cosv 
living room. Ideal for young cou¬ 
ple with one child. Only $46,900. 
382-8337. 


BY BUILDER 

9 Bedroom — 1680 sq. ft. on two 
floors. Secluded lot in Glen Lake 
Area. 3304 Lodmell Rd. off Wal- 
ford. Open House Sat. 13th 10-6 

p.m. 


CHAMPION REALTY LTD. 

For Appraisals end Consultation 
•13 Fort St. 388-4577 


TUDOR 


_ _ 2 bid- 

rooms, Den, large Kit., laundry 
room, separate storage room plus 
a level let qood for a garden. Ven¬ 
dors have purchased. MLS 15957. 

Call today. 

GLADYS MILLER 

8 * S ’ 5 296 ' R ' s M, - 793s I On 8 large garden lot. 4 bedrooms. ! 

BRENTWOOD BAY! pj«c«^ 5 DlS^ roto? rtmodelTed 

Ir> , , family kitchen. Full basement, 

t'NC-iL SH large rec. room. Separate double 

^ J 'garage Only 2 blocks from water. 

$67,500. To view call 

REG SCHUMAKER or 
CEC PEARCE 
385-8771 (anytime) 

BETTER THAN 
NEW 

With seaview, only three years old 
quiet location, 3-bedrooiTis, perfect¬ 
ly maintained and tastefully dec¬ 
orated inside and out. Beautiful 
living room with view balcony and 
fireplace, another in unfinished 
high basement. 1W bath. Basement 
ready to develop rumpus room, or 
in- 4 aw suite, fenced garden, ample 
parking, $59,500. MLS 15923. 

OLGA ZACHARY 592-2265 

or 385-8771 (anytime) 


Iv describe this immaculate, home 
with its charming decor through¬ 
out. Three good-sized bedrooms, 
formal dining room, entertainment 
sized living room with fireplace, 
comfortable den, large modern 
convenient kitchen, ope four piece 
and one three piece bath. Some 
development in full basement, hot 
water heating, double garage. 
Beautiful grounds with many trees 
and shrubs and offering privacy. 
Don't hesitate any longer—call now 
and I'll be happy to show you 
through this charming home, you 
won't be disappointed. MLS 15824. 
Priced at $115,000. 

CAROLYNNE PERRY 
386-2911 or 479-7041 

$2,000 OR 53.000 DOWN 

1 . Cement block construction. 

2. To floor with good view. 

3. 1 year old. 

4. 2 bedrooms. 

5. Wall-to-wall carpeting. 

6 . Elevator and balcony. 

7. Parking. 

8 . Rec room and laundry. 

9. Asking $37,500. 

10. Close to everything. 

Call HAL BARBER 
386-2911 or 479-6479 

CREASE AVE. 

$53,900 

1. Corner lot — quiet street. 

2. Three bedrooms — main floor. 

3. Large L.R. and D.R. 

4. Full basement. 

5. Rec room, drive-ln garage. 

6 . Fully fenced. 

7. Close to everything. 

8 . Oil heat. 

Call HAL BARBER 
386-2911 or 479-6479 


NEW HOME 
GORDON HEAD 
DOUBLE CARPORT 
$64,900 

GEORGE WALL 
386-2955 or 477-0548 

FAMILY LIVING 
OAKLANDS 
S. SEARS AREA 

Fresh on the market. 4-B.R. home 
in popular area. Home feature* 
large L.R. with brick fireplace, 
family-size kitchen with E.-A., 
2-B.R. up (walk-in closets) and 2 
more B.R. In fully finished base¬ 
ment. Large rec. room, with wet 
bar. Utility and sewing room, 2nd 
bathroom in basement. This home 
Is 27 years old and Is in superb 
condition inside and out. As an 
added bonus there is a large sun¬ 
deck leading to a fully enclosed 18 ' 
circular pool. Call me now. this 
won't last long. PETER SYKES, 
386-2955 or 382-3216. 

CHOOSE ONE 
OF THESE 

Sidney — 50x120 commercial lot 
with 3-bedroom house and one bed¬ 
room cottage Va block from Bea¬ 
con Ave. $68,900 (MLS). 

Parkslde Place, 2 bedroom con¬ 
dominium, reduced to ' $31,900 
(MLS). 

Sidney $29,900 (MLS) 2 bedroom 
older home on small lot only 2 
blocks to Beacon Ave. Multi-family 
zoned. 

Sidney $41,900. 2 bedroom no base¬ 
ment home, close to town centre. 
MLS 15538. 

Please call LARRY LINEHAM, 
386-2955 or 595-0134. 



' lot. In Sher- 
Estates plus a 
site home, com- 


, Acre - 

Ingham Point 

two-bedrm. mobl.. _ _ 

plete with 100 amp. service, 
wafer, approved septic tank 
and field. Low taxes. Peaceful 
economical living. MLS 16055. 
$25,506. To view call FRED 
MORGAN af 598-3321. 

CENTRAL SAANICH 
TURGOOSE PT. — S 

Custom built ranch style home 
on big beautifully landscaped 
lot. Waterfront and beach 
access iust across the road. 
Living room with raised hearth 
fireplace, separate dining 
room, modern kitchen with 
breakfast nook. High half base¬ 
ment, double carport and lots 
of storage space. To view call 
BILL RICHARDS at 598-3321 
or 595-6219. 

(BR) BELOW MARKET VALUE 
4-bedroom city character, cozy 
den. feature dining-room, photo 
darkroom, large lot. Don't 
miss this MLS bargain at 
$59,900. 

(BR) FAIRFIELD BUNGALOW 

2 - bedrooms on the main, 1 
more in the high basement. 
Separate dining and TV room. 
A lovely house for $55,900. 
MLS. 

(BR) ECONOMY BUYS! 

3- bedrooms FOR $28,l... 

1-bedroom for $30,900. MLS 

(BR) BRIAN RIPLEY $98-3321 

ROCKLAND RESIDENCE 
OF IMMENSE CHARM 

This fine residence was — 
signed bv the renowned arch! 

' feet Francis Rattenburv ir 
1927 and has been profes¬ 
sionally maintained and updat¬ 
ed over the years. The home 
offers a large entrance hall, 
attractive drawing room, din¬ 
ing room, two sun rooms open¬ 
ing onto patio, kitchen-pantry 
with breakfast room, den or 
family room, cloakroom, four 
bedrooms (ensulte bathrooms), 
sewing room or fifth bedroom. 
There Is also a separate self- 
contained suite which is Ideal 
for help, family or rental. The 
property is iust under an acre 
and is beautifully landscaped 
. with a great variety of plants, 
and shrubs. There is also 
heated greenhouse. Being _ 
fered at $205,000 with excellent 
terms available. Further infor¬ 
mation and viewing with 
PETER NASH at 598-3321, 

P. R. BROWN 

AND SONS LTD. 

OPEN HOUSE 
3199 HENDERSON RD. 

THURS., FRI. and SAT. 

2 to 4 P.M. 

This home has 3 BRs.. IV* 
bathrooms. Combined living-dining 
oom with fireplace. No basement 
dpt has family room. Lot 75x150/ 

Price $69,500. Mrs. Hartt In atten 
dance. Call 385-3435 anytime. 

P.R.B. 

SPRINGTIME IN SAANICH 

Just off Wilkinson Rd., an up-dat¬ 
ed old world charm, 4-bedroom 
home with new roof, new wiring. 

Cosv living room with fireplace 
and wall-to-wall carpet. A restful We are privileged to offer this 
country garden. Fenced ploughed very distinctive home for sale, sit- 
land too. ready to grow vour own uated in a prime Uplands location, 
vegetables, altogether .71 acre. To on almost 3 4 of an acre of land- 
sell at $65,000 with good financing, scaped grounds. This classic home 
STAN WINTERBOTTOM of 12 rooms comprises 6 bedrooms, 
nj- cqo oo-o 3 complete bathrooms, a 2-piece 

Das-zzo.t powder room, and a spacious liv- 
i ing room with marble faced fire- 


plus 1150 more developed below. 
Five bedrooms, two complete 
bathrooms, one ensulte bathroom, 
two kitchens, two living rooms, 
one fireplace, one dining room, 
one laundry room, one storage 
room, three patio doors to one 
large sundeck. wall to wall carpet 
up and down, drapes and curtains 
up and down PLUS one washer, 
one dryer, two refrigerators, twp 
electric ranges, one block to shop¬ 
ping and two blocks to the beach. 
ML 16020. 

BRENT D. EWING 
388-6424 (Res. 658-5661) 

URGENT SALE! - 
VENDOR 
MUST SELL 

CMHC qualified two bedroom 
full basement home on a 50x171 
lot. Good size carpeted living 
room, large modern kitchen — 
some extra room could be ideal 
nursery — separate wireq garage 
— numerous fruit trees and vege¬ 
table garden area. A good stable 
area of fine homes and friendly 
neighbours. Close to all amenities. 
MLS 1568?. Asking 545.900. 

CALL SYL SHUMKA 
385-7373 res. 388-6424 off. 
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BOORMAN INVESTMENT 
CO. LTD. — 386-7521 

OPEN SATURDAY 
7880 SIMPSON RD. 

I TO 4 P.M. 

(Just North of Central Saanich 
Minicioal Hall) 

NEW, NICE, NEAT and NIFTY 
three bedroom, ensulte, wall-to-wall 
carpeted and smartly olanned 

This** has SEA, ISLAND and 
MOUNTAIN VIEWSl 
It has a wrap-around SUNDECK, 
a roughed-in bedroom and rec. 
room down, an 80' lot with un¬ 
derground services, a THIRD toi¬ 
let down, a DOUBLE carport and 
attractive DECOR. 

IT ALSO BOASTS 
A SILLY LOW PRICE OP 
$58,900.00 . 

Phil Simpson, exclusive agent will 
be there. For prior viewing call 
386-7521 or 595-1863 anytime. 



WHITTOME’S 

4520 Wait Saanich Road 
Royal Oak Branch * 
479-1667 

OPEN HOUSE 


(¥1 

Nanaimo 

Realty 

VICTORIA LTD. 
for marly 

OLYMPIC REALTY LTD. 

OPEN HOUSE 
SAT. 2-4:30 p.m. 

7163 GRANT RD., SOOKE 

Where else can vou find a 3-year- 
old, 3-bedroom home at this orlce 
($44,900.00)? What's more It has a 
full basement with rec. room and 
2-pce. plumbing AND a 116x120 
level lot. It vou can't make the 

.. ... •* Mlm 


UPPER 

LANSDOWNE 

Over 1400 ft. (uo and down) of lux¬ 
urious living In a choice location. 

Lge. kit. and family room with 
sundeck covered bv Wisteria, 
opening out td a private easy care 
garden. Lge. DR and LR with a 
nice outlook. The mstr. BR Is 
15x12 with ensuite plus lge. closet. 

The 2nd BR Is ample sized and 
there Is a lovelv den and 2-oce. 
bath down, plus a double drlve-ln 
garage. Must be seen to be aoore- 
dated. Asking $88,500. 

386-1234 BRIAN BROWN 479-1667 

OPEN HOUSE 
SAT. 1:30-4:30 
983 MARCHANT 
ROAD 

In Brentwood, a block to Anglers 
Anchorage, this neat one-step 
home Is Ideal retirement or starter 
home. It has 2Vi BRs, LR, large 
bright kitchen with utility off. Inte¬ 
rior has been redecorated, good 
carpets, low cost oil hot air heat. 

New roof last soring. Separate 
storage-workshop off carport. 

Early occupancy. Reduced to 
$47,900. 

WILFRED DAVIS 
479-1667 658-8884 

WATERFRONT 
NOW $44,900 

Four-room fully-insulated orac- 
tlcally-finished home, on over one- 
half acre lot. 167 ft. waterfront. 

East Sooke area.'Sit in front of the 
fireplace — look out upon the 
beauty of Sooke Inlet and tht lights 

of the Sooke Village. The ideal -- - 

spot for the artist or writer who J 2 ®m, .Jiving room ^ 11Hracfive 
wants tranquility, and neighbours bri^ fireplace, full basement. Sit- 
close by. Price reduced $3,000 to uated on treed lot backing onto 
$44,900. Please dial Cliff Stretch,; Parkland. 

479-1667 or 592-3969. 


GORGE CHARMER 
A cozy 3-bdrm. home on a nicely 
treed corner lot. Comfortable liv¬ 
ing , room with flreolace. dining 
room and pleasant kllclten. Ideal 
location, close to Shooolno 
Centres, schools and transpor¬ 
tation. Priced to sell at $46,500. 
Phone DAN NASH at 385-5741 or 
477-2078. 

LOG BEAUTY AMID 
THE TREES 

Close bv Shawnlgan Lake on .97 
acre, this new, spacious two-story 


mm hums niepiai.tr, separate din¬ 
ing room, large kitchen and sec¬ 
ond storey sun gallery. Electric 
heat, fully Insulated. Ideal family 
home, executive fetreat, or sum¬ 
mer home. Fair market value at 
$93,500. Exclusive with AL TASSIE 
384-9069 or 385-5741. 

OOZY STARTER OR 
RETIREMENT 
541,900 

Situated Just minutes walk from 
Dallas Rd. Living room with fire¬ 
place, 2 bedrooms, kitchen with 
eating area, call SHIRLEY 
MCLEOD 385-5741 or 478-8220. 

BRAND NEW QUALITY 
HOMES 
SOOKE $54,500 
Presently under construction. 3 
bedrooms master ensulte. 
kite" - - ,A - - 


$46,900 
S’ELWYN RD. 

A cosy, completely renovated 3- 
bedroom, no-basement home. New 
stucco exttrior, plus new roof, gut¬ 
ters, patio and built-in barbecue. 
Numerous shrubs and fruit trees 
In a nice quiet area close to 
schools. Ready to move Into. Stove 
and fridge Included. 

479-1667 ROY TELFORD 382-5577 

TIRED OF 
STUCCO BOXES? 

This newly listed post and beam Is 
interestingly different. Extensive 
use of glass, sundecks, plus 4 bed¬ 
rooms, 3 up and one down, living 
room, dining room, fireplace, full 
basement and dbl. caroort. Fullv 
fenced. Some trees, privacy and 
seclusion. *“ ‘ " 

15986. 

479-1667 ROY TELFORD 382-5577 


■ and - 


GLEN LAKE 
$59,500 

Ready for occupancy in two weeks 
time, 3 bedrooms master ensuite, 
large living room with bay window 
and fireplace, dining room with 
sliding glass door onto sundeck, 
kitchen with eating area, full ce¬ 
ment basement,, situated on a nice¬ 
ly treed lot. For information or ap¬ 
pointment to view either of these 
'fine homes. Phone SHIRLEY 
McLEOD 385-5741 or 478-8220. 

NO COMMUTING 
NECESSARY 


and home. The home has recently 
had a second storey added and is 
completely separated from the 
store. The store grosses approx. 
$ 6,000 per month and is located in 


parately. Can be F.B.D.B. fin¬ 
anced. Try your down payment on 
the asking price of S79.000 by con¬ 
tacting COLIN CRAVEN, 386-0627 
or GORDON ELLIS, 592-0079 or of¬ 
fice 385-5741. MLS 15928. 

SOMETHING FOR ALL 
THE FAMILY 
In beautiful Broadmead enlv 3 
years old. For MUm the nicest 
kitchen and a separate dining 
room — for Dad a double drive-in 
garage, workshop area and cosv 
barroom — for the kids, their own 
bedroom and a family room — for 
the whole family an immense rec. 
— . „ room, large sundeck and three 

Onnnrfi initv IvnnrkQ bathaooms. This 4-bedroom home 
wppurruniry IxriULKb h8s 2900 sq. ft, every Inch wall-to- 
wall carpet. Excellent value at 
$114,000. Call AL TASSIE 384-9069 
or 385-5741 anytime. 



1318 Esquimalt Rd. 


384-0581 


"People Helping People" 

UPLANDS 

GEORGIAN 
COLONIAL 
The Age of Elegance 


RARE VIEW ROYAL 
SEAFRONTAGE 

This older but charming and Im¬ 
maculate three or four-bedroom 
home has a partly developed base¬ 
ment, Is largely modernized and 
offers vou the most delightful 
piece of SECLUDED and USEFUL 
waterfront imaginable! 

Keeo vou own boat a few steos 
from your back door and NO high 
wharfage rates to bug you! 

THIS IS A MUST SEE AT THE 
LOW PR ICC OF 
$79,500 

Call Phil Simoson at 595-1863 
Dean Elliott, 383-7339 or at 
Boorman Investment Co. 386-7521 

NEW LISTING 
948 ST. CHARLES 
$115,000,00 

There are over 3,000 sq. ft. of 
finished area in this 3-year-old ex¬ 
ecutive home. 5 bedrooms, 2 baths, 
powder room plus another roughed 
in downstairs. Family room with 
huge sundeck off kitchen. Rec. 
room, 3 fireplaces, wall-to-wall 
throughout. All* this on a larqe 
(almost 200 ft. deep) lot in one of 
Victoria's most desirable, and con¬ 
venient locations. This is today's 
best Jjuv for the executive family- 
man. MLS. Don't be disappointed, 
call J. P. DUECK or M. O. WES¬ 
TON for appointment, 386-7521. 

lilt GOVERNMENT STREET 



P.R.B. 

COOK—TATTERSALL 

Fresh on the market. A spacious 
IV* storey home In this ooDUlar 
area. Livinq room is 15x22 with 
large fireplace. Dining room Is 
separate and 10x11. Very well 
olanned for a family and has 2 bed- 
! rooms plus a den on the main 
I floor, an enclosed stairway to 2 
I bedrooms upstairs. Large up-dated 
and bright kitchen. Full high base- 
! ment with a 14x19 rec. room and 
fireplace. The lot Is in excess of 
,11,000 sq. ft. and fully landscaped 
.with mature trees and shrubs. 
Priced at $75,000. 


place, a large bay window and 
quality wall to wall carpeting. The 
adjoining den, with brick fireplace, 
is ideally located to provide pri¬ 
vacy. The bright, spacious kitchen, 
with eating area, has a pleasant 
view of the garden and patio. It 
has a built-in dishwasher, garbura- 
tor and many extra cupboards and 
storage closets which is so impor 
tant to every homemaker. Th« 
separate dining roam is of enter¬ 
tainment size, with bay window 
and wall-to-wall broadloom. An ad¬ 
ditional’feature on the main floor 
is the large study with a separate 
private entrance. Discriminating 
buyers will be impressed with the 


imiglaB 
Stealty 


12 CENTENNIAL SQ. 


GORDON HEAD 

WATER VIEWS 
AND BEACH ACCESS 
Close to UVic. brand new home on 
approx 1-3 acre, also close to pri¬ 
mary school. 8 lavish rooms Plus 
double oarage with elect door. “ 
floor-to-celling fireplaces, 2 4-oa 
baths, laundry rm, sep entrance t 
studio 14x24. SAUNA and SWIM 
MING POOL mav be possible. 
$135,000. (Ready for occupancy.) 
Call Wess Dickie at Dickie Agen 
cies Ltd. 919 Fort St. 382-4312 or 
eve! 477-4662. 



SYNDICATE 
REALTY LIMITED 
620 Broughton 186-7711 


SSG 


• SWINERTON, * 
STEWART CLARK LTD. 
1318 B1 an shard 385-2481 

REAL ESTATE SERVICE 
COAST TO COAST 
AND U.S.A. 


$69,900 

7 NEW HOMES IN 
GORDON HEAD ; 
DIRECT FROM 
BUILDER . 

Here is your opportunity to 
have first choice of our new 
3-bedroom houses on Shel- 
boume at the foot of Mount 
Douglas Park. Choice of 
floor plans, with features 
such as shower en-suite, 
large bright kitchens, 2 fire¬ 
places, forced air furnace, 
double car ports. Close to 
schools, shopping and recre¬ 
ation area. Financing avail¬ 
able. 

For further information 
please call G. N. Bergstrom, 
at 

592-2449 or 477-2963 


385-3435 JOHN EVANS 477-4452 special features and the excellent 


Jurin »//-** 

| P. R. BROWN AND SONS LTD 


OPEN HOUSE 
851 JASMINE 
2-4:30 Thurs., Fri* Sat. 
$43,500 


$48,700 

SpaciouS/3 bedroom home 2 blocks 
lo Dallas Rd. waterfront. Excellent 
condition throughout with W-W 
carpets brick fireplace and 
high(useful) basement. The R-3L 
zoned lot is a bonus. Be first to 
call and view with C. Eshom 
384-0581 or 478-5763. MLS. 

OAK BAY 


4 BDRS.-$61,900 

On Cranmore Rd., this is an older 
house which could be upgraded 
intq-a large modern family home. 
FulPhigh basement could have a 
huge "rec" room put in. With car¬ 
peting, kitchen modernization, pa¬ 
pering and painting this could be a 
lovely home. Close to schools, bus 
and shopping centres. Now Is vour 
chance to get into Oak Bav at a 
fair price for lots of accommo¬ 
dation. Hurry on this. Call FRANK 
WILLS at 384-0581. MLS. 
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1637 Fort St. 
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UP AND AWAY 

To your own $79,900 hide-e- 
vmy. Seclusion, peace and 
magnificent views await you 
in this very liveable home 
on 1.2 acres. Nature beckons 
you. Just call: ML 15814. 
RAY SUTTON 

598-5166 652-3586 

Sidney Seekers I\a/wpdf v 

ATTRACTIVE SPACIOUS 2-bed-l VV r, Cr\C ; 
room, 5-vear-old home with sun-,1V) we sifTr? 7 You’ll ask 
deck, oround level basement within . Iuu “ a “ K 

finished rooms. Consider the facts when we are Sitting U1 the 
” blocks to beach, immediate,, 

--sion. and will look at offers. 

Asking price mid fifties. This 
could be vour BEST BARGAIN! 

Call RUBY REID at 384-0581 any- 
time. 


Smart and Thrifty 

Immediate possession in ESQUI¬ 
MALT, 2 bedrooms and part base¬ 
ment. Nice interior plan so must 
be seen inside. Easily mr Jgagable 
and could be YOUR DREAM 
COME TRUE at $42,900. ML 15569. 
Call RUBY REID or CLARENCE 
WONNENBERG at 384-0581. 

Dine in Style 

BEAMED ceilings, "Oak" mantle 
fireplace, stained glass windows in 
separate dining room, another fire¬ 
place in living room. A BIG FAM¬ 
ILY WANTED for this 4-bedroom, 
2-storev mansion, besides full high 
cement basement. Also a painter 
and decorator needed to make this 
a HOME OF DISTINCTION. Ask¬ 
ing only $46,500. Call RUBY REID 
or CLARENCE WONNENBERG at 
384-0581 anytime. 

View Lot 

Beautiful water views from this 
Metchosin home - site. .44 acre, 
$36,900. Drive bv next to 3946 
Olympic View Dr. off Duke Rd. 
and call 478-5763. 


HERITAGE HOME 
5 LARGE BEDRMS. 


ACT NO W! ! ! 

This home Is a pleasure to show, 
every room a delight to'see, won¬ 
derful location yet close to the 
city, this is fantastic at the price 
of $77,900. MLS. 14874. Phone now 
592-3920 or. 386-6552 P. C. Hullv, 
Real Estate, 430 Vlaw. 


ffl 

gDsr^BqO fern 


UD. 


315-8784 There's charm, a feeling of Tran- , 
quilify, in the carefully preserved 
exterior and interior of this lovelv 
home but the essentials, wiring, 
plumbing, kitchen and utility ser¬ 
vices have been brought to this 
| day's standards. Net result is 

fered at be.ow .eof.cemen. cost of, -- wid"5orch""tij‘SKne'e'S’l to 

$175,000.00. Appointments to view ? bedrooms, full basement, targe a beautiful staircase tn-uDDer 

mav be arranged by phoning MR., LR and kitchen. MLS. Woor The aU j e t 5 tudv is briaht » * -~~** »~ 

RICKARD or MR. MESSAGE at 38S-8784 DOUG RELF 479-5761 with ' boc&shelves flreolace and A 11 sol,d modem style home with 

385-8771 (anytime)' h w basement,, fenced yard, car¬ 


viewing this 1-year-old, 
3-bedroom home. Very 
handy family location. Call 
bow to view this $59,900 new 
listing. 

RAY SUTTON 
598-5166 652-3586 

LAKEVIEW 

% acre plus lovely 4-bed¬ 
room home with finished 
rec. room. Two fireplaces 
and warm electric heat. 
View., of Prospect Lake. 
$74,900. MLS 15086. 

HARRY GRAY 
598-5166 477-9967 



OPEN HOUSE 
SAT. 1-3:30 P.M. 

4095 QUADRA ST. 

Spacious two-bedroom in immacu¬ 
late condition, 1180 square feet on 
the main. In-law surf* or extra 
family accommodation down. Eco¬ 
nomical electrical heat. Two 
garages. Fresh dh the market and 
priced to sell at $64,500. 

Paul Smith Roy Nielsen 

383-6905 385-9046 


COUNTRY LIVING 
CITY CONVENIENCE 


No viewing on Sundays 


655 FORT ST. 


384-9335 


FAIRFIELD 
HANDYMAN SPECIAL 

Ramllv type of home. Large living 
room with fireplace. Seoarate din¬ 
ing room. Large kitchen, eating 
area. Washer-Dryer space off the 
kitchen. Upstairs has three bed¬ 
rooms and bathroom. Full base¬ 
ment but low. • Has had some up¬ 
dating, but needs a lot of clean uo. 
Drive by 324 Moss Street, " * 
don't disturb the tenants. Make 
offer. 

To view call 
RON McCONNAN 
598-7625 or 384-9335 


BY OWNER $63,500 

LONGACRE DR. GORDON HEAD 


-...all amenities. 

wi th .fr ui t-tree s, phone 

egenfa please. 


fenced ve 
477-9978, f 


OPEN 

30 HAMPTON RD. 
FRI. 1-4 

3 bedroms, fireplace," full bsmt 


Byron Price 

and Associates Ltd. 

ESTATE SALE 

916 CLOVERDALE 

2 -bdrm. home with full basement 
situated on a lot which some day, 
though not In the near future, will 
be commercial. Presently rented 
to excellent tenants. $42,000. To 
view call DON BACON 385-2458. 

UP & DIM duplex 

$55,500 MAYFAIR AREA 

Main floor suite has L.R., .D.R., n s no t a palace but there are 2 
elec, kitchen, and 2 bdrms. Upper 1 good bedrooms, living room and 
suite has L.R., kitchen, 2 bdrms. | family kitchen on the mein floor 
Full basement, OOM heat. Phone and 2 well finished rooms In the 
VICTOR WONG 385-2458. bsmt. Also an enclosed 12x9 porch. 

New MLS. $46,900. Call us 24 hrs. 
. AAARY McGUIRE 479-7668 or 
DONNA VALJKOSKI 385-8784 


H.W. floor. Living rm. has another JJi'L “^Sen Vireolace two bed- 
!he Pla a;»rri£? bl ThUi-^c WS ov ? r,ot ? k rooms. Located very 'conveniently 
Thef .* s « a l 9. v « lv iust off Haoov Valiev Road. Ask- 
master suite on main floor with a in g only $40,900. To view this good 
fireplace in the spacious bedrm.. a value home contact Fred Dieleman 
quality 4-pce. bathrm. and_a well- at 386-6331 or 478-8118. 


j Dearoms, TireDiacs, tuii dsitu.. __ _. ,__• __ - h . ■ 

deep lot. A qood older home, near Jji? 

school, shops and bus. A must see t^lw has mo^niz^, 

at $46,900. MLS 15959. Call us 24 k»aids of cabinets, bul t in range 
and frig., stainless steel sinks and 
an open country style dining rm. 


or MARY McGUIRE 479-7668 

BRAND NEW 
$58,900 

Well planned three-bedroom home. 
Attractive living-dining room with 
floor to ceiling fireplace, cabinet 
kitchen with eating area. Utility- 
storage room, 2 baths. Located in 
a quiet desirable Marigold area. 
Close to all amenities. To view 
call | 

ANNA CHANDLER 1 


38.1-6939 


There's a 2-pce. bathrm. and the 
big, brtght utility is complete with 
washer and dryer. Upstairs, the 
spacious hall, 4 large bedrooms, a 
big bathrm. and a balcony. Situat¬ 
ed on a half-acre property, the 
garden has mature flowering 
shrubs, maples, evergreens and 
fruit trees, a double garage, 
fenced pet yard, good workshop 
and many other features. Owners 
are teavinq town. Asking price is 
$87,500. To view call GRAY 
LORENZEN, 652-1038. Malahat Re- 


BY OWNER 
HIGH DONCASTER 

Three year old house, lower floor 
enclosed garage, worksboo, family 
room with floor to celling slate 
fireplace, bedroom, three oiece 
bath; upper level large kitchen, 
with eating area, dining room, liv¬ 
ing room with brick fireplace, two 
bedrooms end four-piece bath, pan¬ 
oramic view over cltv. straits to 
Olvmolcs, $89,500 clear title. No 
agents a please. Victoria Press. 
Box 649. 


385-8784 j ally Ltd., 743-5525, Box 40, Mill 
I Bay. 


added 16x18 family room, patio, ? bedroom oai 

new eheke roof, utility room, part treed lot, full __ _ 

lot It 120x48, 852,500. | ment. Acorn fireplace, soirai etalr- 
479-MIL I case, 154,900. 479-7911. 


amabcKte on ’4 j aore 
ighed In base- 


10 PER CENT 

Assumpble on this 4-bedroom! 
2-bath home on l /a acre In N. 
Saanich. Offers on the reduced 
orlce of 864,900 Invited. MLS No. 
15200. 

THE STEPHENS 
HomeflmSer? 1 Wtl 2 i < dndRedekoe 


IN-LAW SUITE 
Gordon Head bv owner, levelv 2 
bdrm. self-contained in-law suite 
with fireplace, carpeted, walk In 
closets. Upper level specious 3 
bdrms., master en suite, large 
living room, stone fireplace, dlnlnq 
room, sundeck off, fully carpeted, 
beautifully decorated, 2 years old, 
fridge, stove, dishwasher, garbure- 
tor, built in vaccum, fenced land¬ 
scaped, 10’ 4 mortgage. Due to 
illness $74,900. 477-867V 


4-BEDROOM HOME IN NEED OP 
some repair on 2 </ 2 -ecre lot, all 
fenced with 2 small bams. Next to 
elementary school. Offers over 
$65,000. No aqents please. Metcho¬ 
sln area. 498-9491 
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iso HOUSES FOR SALE 


JJ3 . __ 

RIAL 1ST ATI 

PRINCIPAL PROPERTIES 

4060 SHELBOURNE 

477-9514 


NO DOUBT! 

You will want to see Inside this 
laraa family home, 'cause there's 
1800 sq. ft. for only $56,900. Locat¬ 
ed close to bus, schools and Slmp- 
sons-Sears. Full basement, fire¬ 
place, easy care lot. We can assist 
with financing. Call GORDON 
MacDONALD 477-9514 Anytime. 
MOBILE JL96769. 

G. B. MACDONALD 
PRESENTS A 
VALUE VISTA 
OF 

DISTINCTIVE 
__ HOMES 

SOUTH 
OAK BAY 

CHARACTER HOMES 
Swimming pool. huge patio, 
shuffleboard court, qames room, 5 
bedrooms, Vi acre. $189,000. 

WATER¬ 

FRONT 

Definitely deliohtful 4V» yr. old 
Waterfront home on »■« of an acre. 
Huqe sundeck off family room. 
Enqlish Pub on lower level. A real 
baroaln at $140,000. 

ROCKLAND 

Old world charm and character 
here In choice location. This one 
has the wide stately staircase to 
upper level — Remember? Ridicu¬ 
lous at $120,000. 

10 MILE 
POINT 

Contemporary eleqance at Its best, 
located next to 12 acres of park— 
Designed to please th# eve and 
qladaen the heart! Less than 2 
yrs. old It features a kitchen and 
family room you won't want to 
leave. Priced riaht at $157,900. 

3 BRAND 
NEW HOMES 

Now being built In Rockland area 
excltlnn architect deslaned 
home — Choose your own Inter!- 
Prices ranqe from $110,000 to 
$141,000 To see these unique plans 
e-tH ircatlon call me without 
delay! 

t • view any of these excltlnq 
hemes call GORDON B. MAC¬ 
DONALD anytime at 477-9514. Mo¬ 
bile No. JL 96769. Res. 477-1242. 

$46,000.00 
GLANFORD AREA 

A oood starter home well main¬ 
tained, with larqe lot and nu¬ 
merous fruit trees. 2 bedrooms 
with third In basement Low Taxes. 
For further details phone: HUGH 
MUNRO — 477-2803 or 477-9514. 

OPEN HOUSE 
FAIRFIELD 

356 ROBERTSON 
Every Afternoon 

Luxurious, 2 bdrm., full bsmt. 
home, 2 hldcks from sea. Gar¬ 
dener's delight lot. Ross or Marlon 
477-9514, 479-7994, 652-2736. MLS 

15149. 

OPEN HOUSE 

SAT. 1:30-4:30 
SIDNEY SxS DUPLEX 
Cosy one bedroom units—Ideal for 
Invastment, starter or retirement. 
Drop by 9971 RESTHAVEN or view 
anytime with JEAN LAMBERT, 
656-3426. 


OPEN HOUSE 
FRI. 1:30-4 P.M. 
421 CARSON RD. 

This 4 B.R.. 3 bathroom house In 
Colwood Is located on a large lot. 
well landscaped, extra oerklno for 
boat or trailer. Located near all 
levels of schools. It still hes room 
for development In Its high base¬ 
ment. $64,900. (MLS 15687). 

Bill Wilson 
386-3494 (24 hrs.) 

$23,500.00 

HANDYMAN'S 

SPECIAL 

6-10 of an acre. 18 miles from Vic¬ 
tor ia with a 600 so. ft. cabin, 
Nawly wired, heal bv oil stove, out 
door olumbinq. suitable to (lx ud 
and live In or mav be able to use 
as place to stav while buildinq 
elsewhere on lot. Presently rented. 
MLS 15828 


Montreal 
Trust§ 


CHARMING FAMILY 
HOME 

FAIRFIELD — 5(19,500 

This beautifully maintained 
home Is a real find for the 
family wanting a well-built 
home with lots o» extras. 3 
good sized BRs; living room 
with tirepTice end new shag 
carpeting over hardwood; din¬ 
ing room with glass doors to 
sundeck and a very conve 
nient, modern kitchen. The full 
high concrete basement has 
been wall developed with a 
large billiard - family room 
laundry and powder room. On 
a larger than average lot for 
the homa gardener, this home 
will sell soon. For appts to 
view phone: 

MURRAY and JEANNE LUCAS 
386-2111 477-1342 


WESTMONT 

REALTY LTD. 

920 HILLSIDE 
386-6796 


OAK BAY 
EXECUTIVE 



COUNT BY ROMES 
AND PROPERTIES 


j. D. BOSDET LTD. 

IS* - nr JOHNSON 386-3129 


VIEW-VIEW 
Water and Islands 


FAMILY SIZE 
AND 

COUNTRY STYLE 


134- Ilyina room wilh Knotty Pint .Tudor style doslon home, FAMILY 
wells end IndescrlbeBje stone lire-1 ROOM with brick llrenlece lever 

«»). 3 - . 

;ghout, 


Bill Wilson 
386-3494 


S/S DUPLEX 
SOOKE 

Brand new — Strata Titled with 
each side containing 900 sq. ft. on 
main, plus full basement. 3 bad. 2 
• down, 2 baths, I up, 

! FP. Quiet dead end 
gelt 
5973. 

Bill Wilson 
386-3494 


down, 2 FP. Quiet dead end street, 
close to shopping and golf course. 
$41,900 MLS 15972 and 1. “ 


CITY 

QUIET CUL-DE-SAC 

For bed., pirt-besement older 
home. Good cond. Near Jubilee 
Hospital and Vic High School. This 
cosy home features e spacious 
family kitchen and main floor util¬ 
ity room. MLS 15863. 

^ ASKING $39,900 
QUICK SALE REQUIRED 

JACK DAVIS 
386-3494 (24 hrs.) 


FAMILY HOME 
$66,500 

This great family home even has a 
playhouse for the kids and with Its 
high location on a large double lot 
and quiet street you should see 
this onel Large living room with 
♦Ireplaca, formal dining room with 
patio, main floor family room. All 
new carpatlng and flooring, full 
wrtT - 


basement 


space for 


room, drlve-ln garage, 3 bedrooms, 
2 full bathrooms. Make an offer - 
terms available. (MLS 15606). 

Jack Davis or 
John E. Thomson 
386-3494 (24 hrs.) 


GORDON HEAD— 

This no basement homa is In 
Immaculate condition and 1$ l .opi’ 
situated on a most attractive j 6 
lot in a parklike atmosphere., k n r-iw i-r- 
The combination living and MR. FIX-IT 
dininq room Is Ideal for enter¬ 
taining and the kitchen has an 
eating area plus laundry facili¬ 
ties built-in. The 3 BRs make 
this Ideal for the young family 
and here Is a workshop built 
for tlnkarinq at ond of spa¬ 
cious carport. Call today for 
vour appf. to view. 

MURRAY and JEANNE LUCAS 
386-2111 477-1342 


2 BR. CONDOMINIUM 
$40,500 

This most attractive con¬ 
dominium Is just ideal for the 
voung couple who want to be 
convenient to the downtown 
area and to have e well con¬ 
structed suite with a city and 
harbour view. Compact kit¬ 
chen has stove end fridge In¬ 
cluded and dining room off. 
Larqe assumable mtge. at 
competitive rate available. For 
appointment to view: 

MURRAY and JEANNE LUCAS 
386-2111 477-1342 


five with a family. There are 112x12 M.B.R., and even the kitchen throughout, double car garage, 
three bedrooms and a den on looks onto the magnificent view. SWIMMING POOL, 2 ACRES of 
the main floor and provision 1400 sq. ft. on main floor. Base- "Klahanles Estates" lovliest wood- 
for another bedroom in the' rnenf has 2 B R.s, den, workshop, i and surround this lovely home, 
basement. The living and din- 1 12x22 lam. room all needing some | Asking $89,400. 

Ing rooms ere entertainment finishing. The I-B.R. guest cottage Phone J. T. MILLS 

size, and there Is a large faml- has a view from L.R. and dinette, i Bus. 385-3411 Res 388-7652 

ly room with fireplace off the, Exteriors finished In log run sldinq I- 

spacious kitchen. One four-; and shake roof. Stone Planters. ATTENTION SHREWD 

E lece and one five-piece walkways and reiaimnq wall. All. 1 * ^ 1 0,11 v 

athroom on the main floor this on .83 acres with a couple of SHOPPERS 

and a three-piece bath In the old ouf-bulidlnqs, fruit trees, ber- Buy direcf from owner and lava 
basement There Is provision and black currants. $120,000. realtors lee. at $57,900. 30 vear old 
basar n ,nt ,or * n .enor-, View exclusively: ....... Icharacter home of excellent quail 

mous recreation room plus a J- Blodqett — 656-5653 . tv. completely renovated Inside. 3 

R*™** roor h. Asking price Is! blocks to schools, shopping centre. 

$149,500. PAM V HOMF and action. On main bus route. 

DAVE TAYLOR 384-2718 T A/V\ I L T ni*//V\C Loads 0 f room indoors and out, 

<t/!Q ROD 27x16 living room with hdwd. 

4>4Z,0UU 'floors, fp,, 10x12 formal dlnlno 

4 bdrms, 1-3 oca. balh. 1-1 oce./oom- with e.a. off sundeck,' 
2- or 3-bedroom house In Doug- 1 Large living room and dining Jamllv room, bathroom, master] 
'■s-Byrnside area on 54 ft.xl341 room, w-w. Needs minor reoalrs Mrm- up- 

... F L or daiajjs call: ; and painting. Call: stairs Mortgage $27,500 at 10V» per 

386-6796 BILL SiDHU 477-5382 Audrey Crothers cent For appointment to view call 

i 386-3121 385-46451 386-2673. _ 

BEAUTY WITH SAXE p0 | NT 


Looking for a good 
farm? Over 34 ac. 
cleared farm land. 
Farm buildings in 
good condition. 
Fenced a 11 round. 
Older type 2-bedrm. 
home, modernized. 
Property bordered on 
one side by year- 
round stream. 
$155,000 
SOOKE REALTY 
LTD. 

642-5426 
Bob George 
642-5670 
Florence Goldie 
642-3140 


VIEW t,, onn 

C*d»r Hilt Golf Course Is ?>04,yUU 

•t ’£• front of this almost new Baautiful ocean views ere featured 
i ..i ar .? e family home. The In this uniquely designed 30-year- 
daylight basement Is well de- old home. Large entrance hell, 
veloped and boasts of a Rec. spacious living room with fireplace 
PJiay Room, Laundry and entertainment size dlnlno 
an iL ,1? ec# “•m -1 room, 3 bedrooms, IVj baths 


HEART OF OAK BAY 
BY OWNER 


3 bedrooms, living room with fire¬ 
place, small separate dining room, 
hardwood floors throughout, 
finished dan — bedroom with 
cedar lined closet and separate en¬ 
trance In basement. Walk to three 
shopping areas, beach, recreation 
centra, Willows and Oak Bay High , 
Schools. Aopllances. draoes, extras| 


included. $65,000 firm. No agents' 
Please call 598-6107 for appoint¬ 
ment. 


DELUXE TOWNHOUSE 
GORDON HEAD 

3 BR, l'/a btth, lovely dlnlnq 
and living room with fireplace. 
Private sundeck and yard. 
Briqht kitchen with EA. Rec 
room partly finished on lower 
level. Very tastefully dacorated 
end spacious—has some view. 
Asking $56,500. New on market’ 
and will go quickly. 

386-2111 DORIS BAIN 478-7927 


Room, . 

(m#5,e r ensuite V, w hot water heat’ 
llard room C wiu? r !unri!rk lrK> - Naw 0,1 burner, hot water 

The view" Is fc«*^ifu? C S mu& teeter and roof - A delightful home 
to see beautiful e must|, n ont of fhe mosf del | reab i e 

386-6796 ARNOLD MARR 477^233j(24 (Sffi). ftt'S 

BRAND NEW One-half of spacious briqht 2-bed- 

Choose your colors, nearing COLWOOD room, no step SxS duplex in Sooke. 

completion. Features 3 bed- * 7, M'-a bath, fireplace and private 

rooms. IVj baths, fireplace in 900 I courtyard. Construction startlnq 

the formal spacious living soon. Easy financing with $2,000 

room, separate dininq room, ,4 bedrooms (2 up. 2 on mam), fullI down. Call Olive Webber at 
wall-to-wall carpet. The full j basement fireplace, dlnlnq room, 384 9267 cr at Block Bros, in Col- 
basement boasts, a rec. room'Total finished area UfflUfl- ft. plus I wood at 478-5561 
with fireplace, laundrv area, all the potential D<lheB*Mment. 
drlve-ln qarage. Check It out. This home hasJsfen renovatebvbuU 
ARN0LD MARR Is in need coextensive redecore 

386-5/96 477-6233'ina. ideal /cr the youna farm ., 

willing to apply soma paint, paper 
and barer work. Potential Is a 
larqe family home on a '/» acre 
treed [/ close to schools end shop¬ 
ping. If or viewing call: Allan Trel- 
ford -f 386-3128 (24 hours). MLS 
16028. 


CLEAN 
STARTER HOME 


a 




Cosy two bedroom home on _ 
dead and street. Nice fireplace 
In fhe living room and a beau¬ 
tiful shaded backyard for sum- 
evenings. Ideal starter or 
retirement. Priced to move et 
$39,900. MLS 15970. 

386-679$ BILL SIDHU 477-5382 


$39,800 


PRIVATE SALE 
$48,900 

S droom no basement homa, 
tached oarage, lot 70x100'. 
~ Id. Sidney. All offers con- 
Phone 479-398$ 


1//Bdiern 

HOMESud 


2,11 ACRES 
METCHOSIN 
2 BEDROOMS 
$64,000.00 

..... Is a comfortable 2 bedroom 
family home with large famllv 
kitchen, large dining room, living 
room with haatllator fireplace and 
a full basament, ready tor develop¬ 
ing. Drlve-ln garage, single car¬ 
port, end a sundack oft the living 
room complete the property. 2.11 
acres are lightly treed, affording 
privacy, quiet, but still room for a 
horse or two. (NSW MLS). Phone 
now for appointment tp view: 

Neil R. MacDonald 
386-3494 (24 hrs.) 


WATERFRONT 

PROPERTIES 


SIDNEY 

Located In the Maryland area of 
S. Sidney It this wall built 3-BR 
split level on e large sunny lot. 
Beautifully landscaped end has e 
bountlfgl qarden Including a vari¬ 
ety of fruit trees. Ideal tor retir¬ 
ement or small family. $62,500. 
MLS No. 16023. 

ARDMORE 

New Tudor-atyle 3-BR, 2V»- bath¬ 
room home of qualify with 
finished RR end additional rooms 
roughed In at lower level. On '-7 
acre located on Glenelg, a quiet 
cul de $ec off Bradleydyne. 
$82,500. MLS 15216. 

384-8124 G. PERODEAU 656-4525 
384-8124 JOHN BELL 477-2562 
PEMBERTON HOLMES LTD. 
1000 Government St. 


WATERFRONT 
28 CHOICES 

1 STOP SHOPPING FOR 
WATERFRONT HOMES 
AND LOTS. PRICE? > 
FROM 5 3 7,00 0 to 
S325.000. CALL ERIC, 
LORRAINE OR MI¬ 
CHAEL. 

THE ZIEGLERS 

592-1768 OR 595-2904 
CANADA TRUST 
595-5171 


WATERFRONT 

PROPERTY 

l acre of treed land with a 
lovely building site with a 
view of Ladysmith Harbour. 
Priced for a quick sale at 
522.500. For further informa¬ 
tion call PATRICK SNOW 
or DON LAYMAN. 386-7545. 
Island Homes Ltd. 


HHHHmniiiiiiiiiiiiiKiiiiiiiiiiiiilii 
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Properties 


Royal Trust 

w 


MANN 


NEW LISTING 
$64,500.00 

Lovely 3 B.R. full basement home 
on a quiet cul de sac. Brick and 
wrought Iron have been used ex¬ 
tensively to bring extra warmth to 
this abode. The Bsmt has a large 
completed rec room and extra 
bedroom. Loads of room for park¬ 
in? ,12 J he carport and separate 
27 x16 Garage. Good value here at 
$61,500 MLS 16058. Call Wllf and 
— ■ 

MT. TOLMIE 
$57,500.00 

3 Bedrooms on main. 4th Bedroom 
down in this good family home. 
Bright living room with fireplace 
and new wall to well, kitchen has 
B.l. dishwasher, garburator and 
large Sundeck off. Full Bsmt. tea 
lures utility plus large Rec Rm 
and D.l. Garage. Popular area 
Convenient to shopping, schools 

Cal, WiVing*®?' 0 " - ^ LS 16057 

Wilf Cotton and 
Terry Eden 
386-3494 (24 hrs.) 


3400 


DOUGLAS STREET 
384-8001 


oa 


, OUSE 

...BUTUS AVE. 

_ORO BAY 

THURS., FRI., SAT. 

2-4 P.M. 

2-bdrm. rancher, 


151,923 


JAMES BAY 
$42,500 


$40,900 

2 BDRM oK 70X160 fenced lot, with 
fruit treesX Recently painted In 
and out. Ne\ W.W. in LR.. Work¬ 
shop, separate, garage. 967 Bray. 
478-2467, 478-242^ 

CLOSE TO LANSdpWNE SCHOOL 
Low taxes, 2 bedrooms, 1,200 sq. 
ft. full basement, $15,300. 479-3458. 


i Older 3-Bdrm. __ .... 

with full basement and fireplace 


character home 


Is the full price for this 
brand new architecturally 
designed home, located in a 
quiet and exclusive cul-de- 
sac. convenient to schools, 
shopping and parkland. This 
beautiful home features 
three-bedrooms. Hi baths, 
deluxe stove and 'fridge and 
quality wall-to-wall 
ing. It also has a 
separata and the front 


amenities for leisure livinq 
2 blocks from one of Victoria's 
best sandy beaches. Must be 
sold, owner transferred. Prlc# 
reduced to $67,500. M L S. 

JOHN MORRY 

384-8001 592-9770 


Is 1 he full 
naar i (including 


58,798 


down payment 
11 legal fees) 


OPEN HOUSE 
SAT. 1-4 
350 

- Marigold 

Are you looking for <a tastefully re¬ 
decorated 2-bedroom home on an 
easv-care lot. close to schools, bus 
and stores? Houses in this area 
sell quickly, don't let this one es¬ 
cape vou, too! Asking $47,400. MLS 
15526. 

.... LORNE PEASLAND 
BUS. 598-5144 RES. 384-9515 

OPEN HOUSE 
SAT. 1-4 

2725 JACKLIN RD. 
LANGFORD 
A Lot of House 
Big Workshop 
Huge Lot 

You've got to s«to this well redeco¬ 
rated home with 2 bedrooms and 
basement. A total of 1230 sq. ft. on 
the main floor, 720 sa. ft. of seoa- 
rate workshop, and a 60x276 lot. 
Close to schools, and shoooing. It 
won’t last lortq. Listed for iusf 
$47,900. MLS 16012. 

KEN MANN 

BUS. 5*8-5144 RES. 477-6773 

OPEN HOUSE 

SAT. 1-4 
917 FORSHAW 
UP-DOWN DUPLEX 
Uo 'and down Duolex with addi¬ 
tional in-law suite. Situated o v e r - 
looking Esqulmalt Gorge. View of 
Water and oark. Each suite Is 2 
hr, ww, appliances and drapes. 
Quiet street, fully developed. Ter¬ 
rific value. 

$69,500 

KEN MANN 477-6773 

STAN PELLANO 598-5427 

BUS. 598-5144 

SIDNEY AREA 
$54,900 

VALUE-PACKED 
COMFORTABLE 
SEE NOW 

MAIN FLOOR HAS 3 BED 
ROOMS, ROOMY KITCHEN WITH 
EATING AREA. LARGE BRIGHT 
LIVING RM. AND DINING RM . j 
FEATURE FIREPLACE. FULL 
BASEMENT HAS ROUGH-IN 
REC. ROOM, NICELY FINISHED 
4TH BEDROOM. 2 PC. VANITY 
BATHROOM AND LAUNDRY 
AREA. 

LORNE PEASLAND 

BUS.: 598-5144 RES.: 384-9515 


£ 


COLWOOD ESTATES 

Spotless, 3-bdrm. home 

qolf course. Sunken L.R. with i «. D ~ * 

F.P., 4th bdrm. and laundry In i less the H.C. Government 
lower level. Large lot, well i 9 n H Morl^ace or Grant if 
landscaped, $67,500. M.L.S. , , , 01 an1, 11 

Call:__ (applicable. 

Make Your 
Appointment Now 

For a private showing by- 
calling Terry Forbes or Bob 
Battle at 
479-8511 


R-3 zoned. . 

$325 monthly. Drive bv 128 Rendat 
than call GLENN NICHOLLS or 

SS3K. 

BANFIELD PARK 

Character 2 storey, family homa' 
with 3 badrooms uo, llvlna. dlnlna 
room and kitchen on the main. 
This home is older but well main¬ 
tained with 100 amp service, coo- 
oer plumbing, good furance. Lots 
of albow room here with 1,170 sa. 
ft. plus full cement basement, ask¬ 
ing $42,900. MLS 15984. Quickly i 
carpet- call JDELLA fARFf 592-2431. 241' 

carport j ' ' $57,900 

Pr° lcs * Modern, large. 2 to 3 bedroom. 1 

view home on aulet cul de sac i 
offers vou the finest in living. 
Used brick floor to celling fire¬ 
place in LR. sundeck from patio 
doors off DR, is gracious tor en¬ 
tertaining. Family rm 21x13, work¬ 
shop. laundry rm and much more. 
Vendor Is transferred and open to 
offers on $57,900. MLS 15577 
Quickly call ADELLA ZARFT 
592-2431 or 24 hrs. 478-9607. 


HOW TO/WHITE 


CT/ASSIFIKD ACTION AD 


1395 Hillside 

EXPANSIVE 
OCEAN VIEWS 
5 PARK-LIKE ACRES 

IMMACULATE 4 BEDROOM 
HOME, LARGE WRAPAROUND 
SUNDECK, IN-LAW SUITE OR 
MORE FAMILY ACCOMMO¬ 
DATION, 2-BEDROOM GUEST 
COTTAGE, BEACH ACCESS 
ACROSS ROAD. 

This lovely 7-vr.-old home has 
extra large kitchen, beautiful in 
line living roqm and dining room. 
All good size bedrooms. Fantastic 
views across Juan de Fuca to Port 
Angeles and Olympics. All this 
only 4 miles from Sooke Village. 
Asking $96,500. For Information 
call Pat Therrlan, 642-5138 or 
386-6331. 


WATERFRONT 

Fantastic unobstructed views of I 
the water. Island and Mt. Baker i 
from this verv well-maintained i 
home that has 4 BRS. Large D.R. I 
and L.R. wllh F.P. Weli-apoolnted; 
large kitchen, full basament. House 
length deck overlooking garden , - 
and water. Lighted solid steps to 
weTl-landscapoo lower qarden and, 
beach. Only $89,500. Please don't 
ask for drive bvs — vou must see 
this home. New M.L.S. Call Hazel 
Campbell, 386-6164 or 592-0632. 

CASTLE PROPERTIES __ 

10 MILE POINT. COSY REVERSE 
plan 3-bedroom home. $87,500. Bv 
owner. 477-6093. 


ill CONDOMINIUMS 
and TOWN1IOUSES 

WALTHAM 

HOUSE 

1101 HILDA ST. 

Bright, spacious 2-bdrm con¬ 
dominium suites. Ideal location 
dost to all amenities. From $42,500. , 

Open to VieW -A 
Mon.-Sat. 1:30-4:30 

CLARENCE 

HOUSE 

139 CLARENCE ST. 

5 ONLY 

Deluxe 1250 sq. (t. 2-bedroom 
suites, unsurpassed views. Indoor 
swimming pool. Priced from 
$70,000 to $74,000. 

Open to View 
Mon.-Sat. 1:30-4:30 

EAST PARK 

Large, prestige 2 bdrm. suites 
1050 PARK BOULEVARD 
overlooking Beacon Hill Park from 
$43,450. 

Open to View 
Mon.-Sat. 1:30-4:30 

Whyte & 
Gower 

Oak Bay Properties Ltd. 

2227 Oak Bay Ave. 

592-2407 


-IT'S BEST to start vour ao 
with tha nama of the artlda or 
service vou have to offer, if 
vou have an apartment, room 1 
etc., for rant, or property for 
sale; start your ad with tnei 
location. 


TV vyr.. 

- : ■ 


Royal Trust 

w 


4082 SHELBOURNE ST. 
384-8001 

OPEN HOUSE 
THURS. and FRI. 1:30-4 
2573 EPWORTH STREET 

This newly listed home Is In a 
desirable area of Oak Bay and 
would be excellent for a re- 
t red couple or one first start¬ 
ing out. Features 2 bedrooms, 
larqe living room with fire- 
place and separate garage, 
storage space. Lots of potential 
for the handyman. Situated on 
a nice corner lot. Askinq price 
iust $49,500. In attendance: 
477-0191 JOHN LUND 384-9279 

ROCKLAND 

This crisp new listing is Indeed 
a dandy. Nearly 1900 sa. ft. of 
family living. 3 bedrooms, 
master ensuite, two 2-oce. 
baths, living room, dining 
room, kitchen, family room, 
full basement. Priced at 
$92,500. To view this exclusive 


SIDNEY 

863,500 

Charming, family home In 
Ideal location, 5 years young. 
L.R. with F.P. Dininq area 
with sfep-savinq kitchen, 3 
bedrooms and lVz baths. Full 
bsmt. with rec. rm. and lovely 
Franklin fireplace and extra 
bath down. Call: 

PETER TER VEER 
384-8001 479-1588 

GORGE AREA 
$57,900 

Lovely 3 bedroom, no-step 
home In hiqhly desirable area. 
Features LR with FP. Kitchen 
with separata eatinq area and 
separate family room. Sepa¬ 
rate aaraoe. Call: 

PETER TER VEER 
384-8001 479-1588 

NEW MLS 

GLEN LAKE AREA 

$64,000 

4 level split, 2000 sq. ft. of pro¬ 
fessionally finished home. Cut 
stone floor to ceiling FP, four 
bedrooms, 1 Vi baths, family 
room with character and rec 
room. Larqe enough for pool 
table., Property sparkles and 
qlearns inside and «tt. Just for 
you, see It now wtttl 
384 8001 JOHN MORRY 
384-8001 JOYCE MILLER 


RITHET'S 


!.i8 CONDOMINIUM* 

nnd TOWNHOUSE* 

TWENTY 
CONDOMINIUMS 

EVERGREEN 
HILL 

1188 YATES STREET 
Open to view 1 p.m.-4:30 p.m. 
every afternoon except Sunday. 

QUALITY 
CONSTRUCTION 

and 

DESIGN 

on a 

DOWNTOWN 

floor level with eelestory windows! | ATATIAM 

at the roof line, an open circular! LLA-/\ I I LAIN 

staircase to upper balcony, master. All residences art two bedrooms, 
suite and study and a lovely stone two bathroom and are priced from 
fireplace. Handy kitchen has $39,900 to $47,000. Financing is i 
breakfast area and utility rm. off. | available. Don't buy till you have 
There are 2 more bedrms. and i seen these. For viewing or infor- 
another bathrm. and lower qround , mation anytime call: 


Mill Bay Seaviews 
3 Bedrms. Plus Study 

This wide, treed half ac. property 
is on a quiet road. The contem¬ 
porary home has a lot of deck for 
outside living. The in-line living- 
dining rm. has open celling to 2nd 


YORKSHIRE 

HOUSE 

935 Fairfield Rd. 

4 only 2-bedroom homes remain 

S from $43,500. 

y construction—short walk to 
)wn and Beacon Hill Park. 

GRANDE 


OAKS 


Unique adult oriented townhouses. 
18 units on 2 acres featuring recre¬ 
ation house with sauna, swlrlpoo! 
and lounge. 

$58,000-$59,900. 

CANADA TRUST 


0 


for 

Real Estate 
Insurance 
Appraisals 

714 FORT 
382-4251 



TOWN 

AND 

COUNTRY 

REALTY 



OPEN HOUSE 

CHIMO 

CLOSE 

New home direct from builder, 3 
Bdrms, Vi baths, fir to calling 
F.P.'s — 3 pee. en suites. Immed. 
Poss. 10?4% Mtge. trades welcome, 
for further info. Ph. 386-6191 or 
view Chlmo PI. off Falrburn Rd. 
Thurs., Frl. and Sun. 1-4:30. Lots 
and Plans for Custom Buildina 
also available. 

HOMES BY 
KASAPI 

QUALITY CONSTRUCION 
FAMILY PRICES 
EST. 1955 
386-6191 

A. A. KASAPI 
592-6081 

L Marrington 385-0302 


■ff 1 PACE 

Properties Ltd. 

1640 Oak Bay Avt. 595-2413 


call 


477-0191 JOHN MOLYARD 384-4827 


of finished livinq 
.bedrooms, 2 

llv i- J — 


faml 


VIC WEST 
1744 sq. f 
area, 
bathrooms. 

has counter, sink, fridge" and 
stove Included In price. 5V? 
years old In immaculate condl- 
tlon. ,YWrd has many shrubs 
and fruit frees. Only $62,900. 
Phone: 

477-0191 JIM DONNELLY 652-2228 

TREED TRANQUILITY 

CHARMING QUALITY HOME 

Executive home, beautifully 
desiqned and built on almost 2 
acres of treed orooerty offer¬ 
ing peaceful seclusion. This 
umaye home has a centre 
court, seoarate bedroom wing 
and living room with Hoor-to- 
ceiling vtone fireplace, soa- 
rious dininq room and an ex- 
oertlv designed kitchen with 
all appliances included. Large 
potential family room olus a 
seoarate powered workshoo. 


3579 DOUGLAS STREET 
382-7276 


NEW HOMES 

Gordon Head from 569.900. 
Direct from Builder. 

Contact Gordon N. Berg¬ 
strom 

592-2449 477-2963 


2—BE CLEAR. Readers respond 
more quickly and favorably 
whan given complete, definite 
Information. Always Include tha 
price In your advei tisement. 


3-MAKE IT EASY for the reader- 
prospect to reach you. Always 
give your telephone number or 
your name and address. If you 
do not have regular hours, 
state a preferred time for the 
prospect to get In touch with 
you. 


I-Pi AY SAFE. You get the 
greatest reader attention bv 
using consecutive insertions. A 
six-day order Is best and costs 
less, and vou can, of course, 
stop vour ad as soon as you get 
the results you want. You pay 
only for tha days your ad 
appeared. Lower yearly rates 
are available to those who wish 
to keep their services or 
products before the public. 


5-PLACE YOURSELF in the 
reader's position and ask vour- 
self what you want to know 
about your offer. The answer 
vou give will make a good 
Want Ad. 

Don't allow th* reader to specu¬ 
late. 


rm. Good workshop and lots . 
storage. This is a quiet secluded 
area yet close to stores, Post Of¬ 
fice and schools. To View Call: 
GRAY LORENZEN, 652-1038. Price 
579,900. MALAHAT REALTY LTD. 
743-5525 Box 40, Mill Bay 


REALSPAN PROPERTIES LTD. 
388-6454 

J- F. Colwall R. I. Murphy 

5W-9821 592-7250 

B. Crothers 
652-2553 


$5,000 DOWN 

Quality built home bv master 
builder on large view lot. (100x150) 
at Cobble Hill. All services un- ( 
derground and new homes up to 
$150,000 in this area. This is full 

ASKING $51,500 

-...decorated best buy on Vane. Is. -- * 

r/wm down for only $65,000. MLS. A. Klanman 
5OT-9771 or 382-7276. 


COOK - 
MAPLEWOOD 
2 BEDROOMS 


CHERRY POINT 
WATERFRONT 

120' sandy beach, larqe, 1,250 sq. 
ft. home, full basement and 900 sq. 
ft. open upper floor. 3 bdrms., 3 
baths (2 roughed-in), 2 fireplaces 
— sundeck. Complete privacy. 
$74,500. $10,000 down. MLS. A. 
Klanman, 592-9771 or 382-7276 


convenient to shops, schools and 
bus. A solid, well kept home on a 
high rocky landscaped lot, 75x120. 
Must be sold; possession Is flexi¬ 
ble, to view phone Frank Beamish 
Realty Ltd., 385-5113 anytime. 


SHAWNIGAN LAKE, NEWLY DE- 
corated. furnished, with adjoining 
lot, and larqe qarden, two bed¬ 
rooms and could be three, corner 
Shawnlqan Mill Bay Rd. and Wall- 
bank Rd. two blocks from Villaae 
centre, lots of sale signs on it, and 
house for sate, phone Gordon, 
112-743-2911. 


NEW LISTING 
CORDOVA BAY 
PRICE $81,900 

Beautiful 9 year. 3 Br. home j J, 
in immaculate condition.! w, * h nook, 


OWNER MUST SELL! 
Beautiful 3-bedroom, no basement 
home. 1433 sq. ft. Features include 
— sunken living room with fire- 


«»qi ok wncm nviasino. i ,- ... and utility room, mini uc seen: 

An excellent fcuv at $125,000. j bpaciOUS Jiving !\x>m with Price $55,900. No triflers or real 


Truly a qracious ____ 
home with manv extras. P 
for an eopointment to view 
477-0191 BERNEIDATAY 
382-9485 


outstanding rock fireplace. 656^483 Apoin,man,s 

taVi op Bright kitchen with eatui" 

area. 2 rooms and bathroom $ 20,000 


CENTRAL 
SAANICH 
4 BEDROOMS 

Finished basement- All landscap¬ 
ing done. Eniov the country air 

and the excellent fishinq. 6770 6—GIVF YOUR prospect *<«,» 
Woodward Drive (off Wallace). .J fc OUR PROJ > p E(.' «Yery 
$64,900. _ _ . . inducement you can with good 

copy. Classified aclirn ad read¬ 
ers have the monfy nnd are 
already interested In buving the 
merchandise r or service you 
have to offer; fhe details and 
Information you give are the 
mosf important. 


METCHOSIN 
2 ACRES 
$65,000 

You'll fall In love with this sunny 
2 bdrm. rancher set In a grassy 
clearing beside a pond and backed 
by a slope of tall trees. On a quiet 
cul-de-sac and situated well off the 
road, this • yr. old home was built 
for tha present owner and has city 
water, paved driveway and sepa¬ 
rate workshop. LR (15.6x15.10) 
with F.P., hardwood floors, catha- 
dral ceilings. Properties like this 
are hard to find and sell fast. 
Phone today tor appointment to 
view. Office: 386-2911. 

M. MOORE — 478-248? 

J. LENNOX - 478-2563 
Homeflnders, Wall and Redekop 


CENTRAL SAANICH 
Magnificent panoramic views of 
Haro Strait and Mt. Baker from 
this bright and spacious ranch- 
style WF home sited on an easy- 
cara l-acre lot. This most attrac¬ 
tive and practical house has 3 
B.R.s, plus B.R.-study, sunny mod¬ 
ern kitchen with breakfast area, 
large cedar panelled F.R. with 
F.P., generously proportioned D.R. 
and custom quality finishing 
throughout. The price is a very at¬ 
tractive $133,000. For appts. to see 
this beautiful country home please 
cell: 

384-8124 JOHN BELL 477-2562 
384-8124 G. PERODEAU 656-4525 
PEMBBRTON HOLMES LTD. 

1Q00 Government Street 



1395 Hillside 



% 

Agencies Ud. 


I 


j finished 


full basement. 


j Some seaview. 8 j»er cent 
I Mtg. can be assumed. 

I HOWARD MITCHELL 

479-4818 

ISLAND HOMES LTD. 
386-7545 


F. HANLEY AGENCIES LTD 
3293 DOUGLAS STREET 
385-7761 


1 ACRE/2 HOUSES 

$78,500 r 

Saanich Peninsula 


2 bedroom float home. Cedar sid¬ 
ing, shake roof, 4 piece vanity 
bathroom. Wall-to-wall carpet 
throughout. Fridge, stove, drapes 
Included. Reasonable otters accept¬ 
ed. Ada Yeo, 598-6265. 


$59,900 

4 BEDROOMS 

This lovely 3 yr. old family home 
is situated on a quiet street of 
well-kept homes In Langtord. 
Large LR with white brick corner 
FP. 3 good size bedrooms. Master 
ensuite. Lower level has finished 
rec room, 4th bedroom and work¬ 
shop. Large sundeck and well 
treed fenced lot. View this home 
now and make vour otter. For in¬ 
formation call Pat Therrien at 
642-5138 or 386-6331. 

UPLANDS — OAK BAY 
IDEAL FAMILY HOME 
Good lookinQ, well planned nine 
rooms; four or live bedrooms, den, 
family room, triple plumbing (one 
ensuite) , two fireplaces, base¬ 
ment, patio, double qaraae. med 
ern ,semi-seclusion. $115,000. Just 
! celt Fred Marconi for further In¬ 
formation. ML 15402. 

MARCONI REALTY 386-3941 

GORGE AREA $45,SOO 
Price substantially reduced, pri¬ 
vate sale. Two bedroom home. Ex¬ 
pertly renovated, carpeting, kitch-i 
en cabinets and nook. Bright dou- 

. - ™ *• »Ta 


•—TO PLACE YOUR AD, call 386- 
2121, your direct line number ro 
fast Want Ad action. A courte¬ 
ous, efficient advisor will be 
glad to help you word and 
placa your order. And remem¬ 
ber. Classified Action Ads afford 
bring the desired results do so 
you the mosf complete covet 
age. lelephones are open 8:00 
e.m. to 6:00 p.m. for you daily. 
Monday througn Saturday call: 


OPEN HOUSE 
9040 E. SAANICH RD. 
SAT 1:30-4:30’ P.M. 

Rural setting and panoramic views 
are offered on this 1.01 acres of 
property. A solidly-built 2-bedroom 
home with full high basement for 
further development. Plus a small 
one-bedroom home that is present¬ 
ly rented. Ample parking plus a 
separate garage and workshop. 
$79,900. 

RUTH or STEVE SALAGA 
386-2911 or 479-5632 

Hometinders, Wall end Redekop 


ROYAL WOODS 

1005-1009 McKenzie 
(By Quadra) 

—heated indoor pool with 
sauna, whirl pool, exercise 
room and changing rooms. 

—Two deluxe recreation 
lounges 

—Tudor motif reading room 

—Hobby room, workshop 

-Championship-size billiard 
table 

—Tennis court 

OPEN HOUSE DAILY 10 
a.m.-4 p.m. 

(Except Sunday) 

Call 479-8886 or 479-1113 


THE SAVOY 

777 Blanshard at McLure 
Beautifully designed steel 
and concrete building with 
neighbors like the Empress, 
Executive House and Cha¬ 
teau Victoria. 

Four prestige suites still 
available. 

For appointment to view 
call. 


George Black 
Mike Ruddy 
Robert Young 


382-2426 

656-4089 

477-8749 




Park Pacific 


Investments 
383-4124, Anytime 



Park Pacific 


Investments Ltd. 
383-4124 anytime 


Nr 


EWSTEAD 
EALTY 
LTD. 


1637 Fort St. 


SAANICH PENINSULA 
PROPERTIES 

For all real estate requirements. 
Box 1235, Sidney, B.C. 656-4000 


WATERFRONT 

PROPERTIES 


3862121 


CORDOVA BAY 
SEA VIEW 

maculate, 3 bedroom. LR. kitch¬ 
en. eating area. FP, 1Va baths, den 
and rumpus room. Beautiful views. 
I MLS. $77,000. 

ELSIE O'BRIEN 
i 386-2911 or 477-5470 

Homeflndtrs. Wall and Redekop 


COUNTRY HOMES 
AND PROPERTIES 


L ‘™ 76x,w 'DEERLEAP HOUSE' 

n ~ V/EWS.I situate on 3VY acres of the finest 
Owner has bought, now offering vi#w p roperty Metchosin can otter, 
for quick sale, unusually, charm-1 Overlooks the golf course, Straits 

IZjorirJo S*^«*, *.• !•*". — 

; year-old home. Low cost living. 

I About $70.000. (Reduced.) 652-3733. 


GORGE 

WATERFRONT 

Quiet end peaceful, trees and 
water is all vour*, ready to move 
In is this 3-bedroom, 1Vi storey 
home. Beautifully appointed livinq 
room with fireplace, family dlnlnq 
room and sun room. Leaded glass 
doors, wall to wall over hardwood. 
Why pay mooraae for your boat? 
The vendor will finance. 

477 5705 ERNAELLSAY 477-1841 
BLOCK BROS. REALTY LTD. 

SHERI NGHAM 
POINT RD. 

9Vi ACRES 

Located approx. 15 miles bevond 
Sooke. 440 ft. of waterfront over¬ 
looking the Straits and Olympics 
Mtns. Perfect tread seclusion with 
soring water. — 

I me anytime. . 

] res. 442-3404, 

1 Ltd. 


OAK BAY 

31ose to Marina and Village. 
This one-bedroom apart¬ 
ment is set among treed 
gardens. F Fridge, 
stove, drapes included 
for only $34,000. Good fi¬ 
nancing. ML 15705. 

HARRY GRAY 
598-5166 477-9967 


Spencer 

Castle 

2910 COOK STREET 

A Unique 
Luxury Complex 

—4',j ACRES OF LANDSCAPED 
GROUNDS 

—GUEST HOUSE offering: 

7 en suite bdrms 

reception facilities 

large indoor swimming pool, 

saunas. 

—6 STOREY CONCRETE AND 
STEEL BLDG. 

-2 BDRM. 2 FULL BATti 
CORNER SUITES, 
minimum 1345 sq. ft. 
spectacular views 
BUY DIRECT FROM BUILDER 
OPEN THURS., FRI., SAT. 1-5 

For appointment call 384-401& 
598-1060, 595-4329 
Danzo and Franco Holdings Ltd. 


Castla Properties 




vmrroMfii 


lilt BLANSHARD 


WHY NOT LIST YOUR PRESENT 
HOME WITH ONE OF OUR PRO¬ 
FESSIONAL REALTORS? 

J. H. WWITTOME and CO. LTD. 


OPEN EVERY DAY 
Immaculate 2-bedroom, no base¬ 
ment. 3236 Happy Valley Rd., ask¬ 
ing $44,000 . 478-4016. 


HEAVEN STILL 
PROTECTS . . . 

the working man whan ha can still 
buv a 2 bedroom, basement home 
within walking distance of shoo-! almost 
ping and transportation f or ® im 9 ST 
I $44,900! Seva on the no-maln- 
388-4271 i ’enance. Sears-Tex exterior finish, 
recently installed roof and gutters 
plus wiring. There’s approx. 963 
sq. ft. of area for vour famllv: 
large kitchen with eatinq area, 
good sized living room with fire¬ 
place. Very low down payment 
could make this vour home. Call 
now: 

CLIFF HALAYKO 

385-7761 24 hrs. 4794390 Res. 


OPEN HOUSE 
SATURDAY 1:30-4:30 
9040 E. SAANICH RD. 

Just the right property for sen- 


YOUR OPPORTUNITY 
, To purchase three-bedroom, no¬ 
step bungalow located near Goroe 


ft"!''?' .«■ mo, M,■in-law >0 ! W«terw.v Enhanced tyl M- wl* 


this beautiful country livinq on one 
acre of ocean and mountain views, 
with 2 bdrm quality built home 
and I bdrm cottage. Separate 
garage and workshop. Possession 
almost Immediate If desired. 
Trades will be considered. Please 
call: 

RUTH or STEVE SALAGA 
386-2911 or 479-5632 
Hometinders, Wall and Radakop 


OPEN HOUSE 
9-6 ALL WEEK 

282 MEMORIAL CRESCENT 
3-year-old 1800 sq. ft. luxury home, 
2 full bathrooms. Fairfield district, 
sea view, plumbed for suite In 
basement, 2 large patios, many 
extras, 895.000 . 386-3803. 


FOR SALE 
Charming 3-bedroom home. 3374 
Quadra St., larqe livinq room, 
kitchen with breakfast nook, newlv 
decorated, wall-to-wall caroatlng. 
K asement. qarage and carport. Lot 
501x208;. $57,900. Apply 


rooms of English desiqn. Potential 
is unlimited. To view call 

NORMA SAUNDERS 
478-5561 478-9182 

BLOCK BROS. REALTY LTD. 


•O', - , lubd vision powlblimtil w 4,7 i M,r « is ‘ corntombf, M^lroom 

Priced ,0 sell a M9.M0 YOJR 47*1719 or 47W49 or 477-7729._ „ mllv |, rge kHche „, 

condomMum sullo consldor^ 00 by BUILDER. 3 BEDROOM dlnlna room, living room, large 
o*^Li«Ti? r 'L.-i homes with ensuite and double 'family room, or third bedroom, 

RATHER REALTY LTD. 384-0212* carport, electric heat. 4359 Tor-, lots of growing area on almost 2 
quay Avenue, 1702 San Juan. Ooem acres of industrial zoned land, low 
to view. Saturday and Sundav 1-4. taxes, close to all schools. 20 min- 
‘ 383-1569. - *- *- - - 


FOR SALE BY BUILDER 
TWO SEAVIEW HOMES, SIDNEY 
AREA, OPEN HOUSE, EVERY 
DAY EXCEPT MONDAY, 10 

a.m.-3 p.m. 

8567 Bexley. 1,480 sq. ft., $79,500. 

•505 Blockside,. 

477-8644. 


Weekdays 9-3:30. Phone 


, 2,890 sq. ft. $123,000, 


. CITY. 2 BEDROOMS $43,700 
19x15 living rm. Each bedrm., 
13x11. 2 vr. roof, furnace, wiring, 
caroefs. 

Rvan Properties Ltd., 182-8135 


PENTHOUSE REALTY 

LTD. 

203495 Fort St. 3864762 


BY BUILDER 

Approximately 1500 so. ft. of luxu¬ 
ry Ifvlno. Cedar ceilings through 
living, dlnlnq. kitchen and, family, 
room. 3 large bedrooms, master HOUSE FOR SALE BY OWNER. 

bath £*4!o n9 38649U <nd 3 '° C *'I Mants Dh0 "* * M#f * A3 *- 3143 - No | 


asking $67,000. 


SANDY BEACH 
FAIRFIELD 
Gentle slope to wide beach. Large 
lot 62x185. Renovated 2-bedroom 
bunqalow with part basement and 
modern services, outstanding 
water views. Only $79,900 .MLS. 
385-2471 JACK BETTS 477-4042 
Johnston and Co. Ltd. 


> acres, piped water 


a nondcraftc. 
thls attractive lot 
Housing. 642-5043. 


t $48,000. Or 
ed log home 
Ive Tot. SO-L 


for you on 
ID Timber 


SIDNEY REALTY LTD. 
Real Estate — Insurance 
Serving the Saanich Peninsula 
656-3928 


WATERFRONT 
2 exceptional homes. See our ad¬ 
vertisement under column 250, 
Canada Trust. 

THE ZIEGLERS 
595-5171 592-1768 

Canada Trust 


TRANSFER 
CAUSES 
RELUCTANT 
SALE IN 
GORDON HEAD 

1300 sq. ft. of beautiful townhouse 
with cedar exterior. 2 bedrooms. 
I'.? baths, spacious living room 
with fireplace and good-sized din¬ 
ing room — glass doors off both to 
balcony and patio respectively. 
Nice, bright kitchen, ground-level 
famllv room and utility room pro¬ 
fessionally finished featuring a 
mirrored wall. Large entry hall 
opening into DBL carport. A great 
buy at $63,500. Don't hositate. call: 

THE ZIEGLERS 

595-2904 595-5171 592-1768 

_ Canada Trust 

BEACON HILL 

Delightful one-bedroom con¬ 
dominium in 3-year-old building. 
Close to park. Vendor will carry 
financino for qualified buyer. Why 
not see It today? $32,900. 

R. O. (BOB) HUGHES 
Bus. 595-2961 Ras. 592-2128 

NATIONAL TRUST CO. 


ORCHARD 

HOUSE 

Studio from $21,000 

1 Bedroom from $26,500 

2 Bedroom from $36,000 

Open 2-8 Daily 
Saturday 1-6 
Sunday 1-6 

647 Michigan St. 
382-8231 382-8232 

JACK MEAKS 
OAK BAY REALTY DE 



"The Professional People'* 


TRY YOUR OFFER 
1560 sq. ft. of family livinq, 3 bed¬ 
rooms (master 20x12). 1% baths, 
main floor laundry room, livinq 
and rec rooms both 20x12. Private 
patio, garden, work storaoe area. 
Double parking at door. End unit, 
washer, dryer, range and frldae. 
Offers to $51,500. To view 595-8863. 


TRADE YOUR HOME 
New deluxe 2-bedroom suite with 
fireplace near Cook St. and park. 
Owner will buy your home or 
duplex. What offers? Tad Bowden 
Realty. 383-5524. 


BY OWNER WATERFRONT. 4 
bedroom, plus self-contained 1 bed¬ 
room mother-in-law sulfa and par¬ 
tial basament. Cordova Bay Rd. 
Unobstructed view. Walk out back 
door onto sand. *110,000. Phone 
658-5949. 


WATERFRONT 

Th# price on this ad which ap¬ 
peared on March 9th, In tha Colo¬ 
nist and Timas was priced In error 
at S85.J00. Tha correct price Is 
$89,900. Cesfle Properties Ltd. 


A MUST TO SEE 
1 -bed room condominium, wall-to- 
wall carpet, arched doorways, tif¬ 
fany lamps, concrete construction, 
covered parking, cfc ‘ 

$35,500. 386-1600. 


town. 


BY OWNER, 3-BEDROOM TOWN 
house, IVj baths, completely redec¬ 
orated tboroughout, hot water heat, 
swimming pool, close to schools 
and shopping. $36,500. 385-5513. 


$23,000 

Vary large Immaculate bachelor 
suit# for sale, fop floor, many 
extras. Worth seeing. 383-2888 or 
S85-74&. No agents. 


SUNNY SUITE 

Best bargain In town. $23,000. 
Hillside-Quadra. 1 BR Con¬ 
dominium. newly decorated, 
new drapes, new wall-to-wall. 
Appliances. Balcony, Thar- 
mopane windows. Immediate 
possession. To view call FRED 
MORGAN at 598-3321. 


CONDOMINIUM 

1 roomy bedroom, with nice living 
room, ln-llna dining room, cabinet 
electric kitchen. Available to ten¬ 
ants is swirl pool, gamas room, 
work shop. Located corner Quedre 
and Inverness on bus Una and 
near shopping. Price $30,900. Good 
financing. 

BOB GIBSON W. McCARTER 
658-5153 592-3970 

HENDERSON REALTY - 385-9741 


„ *' A RARE OCCASION" 

Two superior studio one-bedroom 
apartment homes now available. 
Tremendous buy at $37,000 and 
$38,000 In a sfeel and concrete 
building in centre of town. 777 
Blanshard at McLure. To view call 

Par ,«?, a , c , lflc investments, 383-im 
or 479-1113. _ 

REDUCED FOR QUICK SALE BY 
owner, 1 bedroom condominium, 10 
mlnutas from city centra, stores 
and bus r'—- 1 
slon t 
attar i 


jtes from cl tv centra, stores 

■w V 

r 5 p.m. 


ROYAL WOODS LUXURY CON- 

ifflia^ioes*5i6if ,n ' pr,v-tr 
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SDatlp Colonist Victoria, B.C., Thurs., March 11, 1976 


CONDOMINIUMS 
and TOWNHOUSE® 



Affordable Quality 

HAMPSTEAD 

HOUSE 

—2 Bedrooms 
—Most have IV* * beth* 

—Carpets by Jordans 
—Extra large balconies 
(some glassed in) 

—Separate dining 
—Double sinks 
—Controlled entry 
—Sun roof 
—Much much more 

OPEN DAILY 

(Mon^to Saturday) 

1:30-4:30 p.m. 

Priced from $35,500. 

QUIET LOCATION 
955 DINGLEY DELL 

(The Gorge off Selkirk) 

SID HASLAM 477-1094 or GRAY 
LAITE 650-5267, OFFICE 382-9191 

$33,900 

2 BEDROOMS 

Best buy In town—brand new 
?-bedroom suites (some with en- 
euite). comes with appliances, 
drapes, etc. Priced from $33,900 
(ML) — open to offers. Act now- 
must be sold to close out project. 
Visit Display Suite No. 3, 848 Es¬ 
quimau Road. Open Wed., Frl., 
and Sat. 1:30-4:30 or view by ap¬ 
pointment bv calling HERB 
McDANNOLD 382-9191 or 658-8844. 

Canada Permanent 
Trust Company 

DELUXE 
TOWN HOUSE 
PARKLIKE 
SETTING 
LOVELY VIEWS 

Features: 

—only 2 unit* 

—no strata council 
—no monthly assessment 
—quiet street — oak trees „ 
—beautiful mounfain and city view 
—3 bedrooms — IV* baths 
—large fireplace in living room 
—luxurious carpeting 
—large bright kitchen with eating 
area off sunny balcony. 

—large storage room 
—laundry area equipped with 
washer and dryer 
—office 

—covered parking , . 

—end unit with concrete block wall 
seperatinq adjacent unit 
—asking $59,900 

BARRY BOWES 

383-1540 388-6424 

LOOKING FOR A 
BRICK BUILDING 

If so you may also be Interested 

in: 

1 — vour own private washer and 

2— equity equipped u-shaped kitch- 

3— mo soaure feet plus 2 balco¬ 
nies 

4— top floor—corner sulfa 

5— IV? bathrooms 

6— 2 large bedrooms 

7— oxtra large dining room 

8— covered parking 

9— plus — the owners' own per¬ 
sonal touch 

Irreplaceable at $49,500 
BARRY BOWES 

383-1540 388-6424 

BAYSHORP REALTY LTD. 

IS 

FARMER 

' r 

825 BAY ST. 382-2134 

CHATEAUNEUF 
1149 Rockland 

The quality condominium of 
2-bedroom homes is now 
open for viewing Mon.-Sat., 

1-6 p.m. 

GORDON HEAD 
TOWNHOUSE 

1,200 sq. ft. in an end unit plus full 
high basement. Two large bed¬ 
rooms with double glass windows. 
Living room has fireplace and 
thermo patio doors to sundeck. 
Dining area, lovely bright kitchen 
with eating area, IV* bath. Private 
fenced yard, covered carport. 
Price $56,500. Phone anytime: 

EILEEN FELDMAN 
477-0191 477-1995 

Royal Trust Real Estate Dept. 


$40,900 


$33,900 


Quality 2-BR condominium, close 
to town, low monthly maintenance 
of $26.07 plus $10 extra for covered 
parking per month. Bldg, offers 
such amenities as sauna, whirl¬ 
pool, workshop, coin laundry, rec¬ 
reation room, sun roof. Lovely city 
and water views. A BEST BUY! 

GAIL JENKINS. 478-5561, 478-6458 
BLOCK BROS. REALTY LTD. 


ESQUIMALT AREA 
$31,900 

Great valua is here for you In this 
2-vear-old condominium. Wall-to- 
wall carpeting, fridge and stove, 
fireplace, stereo and all furniture 
remains. Law taxes and mainte¬ 
nance. 

477-5705 ERNA ELLSAY 477-1841 
BLOCK BROS. REAL TY LT D. 

3 BDRMS. 


What a buyl Swimming pool, large 
patio, dining room and lots of 
storage space. Established unit 
very close fo all amenities. MLS. 
Call now. GLENN NICHOLLS or 
GERRY FINNIGAN, 592-2431 or 
59P-7689. Lansdowne Properties 
Ltd._ 

ESQUIMALT 

$29,900 

Best In town is this 2-bedroom, 2- 
vear-old condominium, family ori¬ 
entated. Stove and fridge included 
477-1841 ANNE EDGINGTON 

477-4531 

BLOC K BROS REALTY LTD 

GORDON HEAD 

Choice 1 -bedroom condominium, 
fully furnished with excellent fur¬ 
niture. Only 9 months old, south¬ 
ern exposure. Now vacant, owner 
in California. Priced at only 
$37,500. You should see this exclu¬ 
sive quickly. Dial: 

477-0191 JOHN MOL YARD 384-4827 

Royal Trust Real Estate Dept. 
TOWNHOUSE TASTEFULLY DE- 
corated 1,200 sq. ft. end unit of 
only 7 units. Three bedrooms, 
large living room, dining room, all 
appliances. Private fenced yard 
and garden on quiet cul-de-sac 
Low $10 assessment $49,500. 
386-0320._ 

LARGE 3 BEDROOM TOWN- 
house with private fenced yard. 
Double carport, part basement 
Living room with fireplace, family 
kitchen, 11* baths, laundry room, 
palio $54,000. 477-0229 after 6. No 
agents. _ 

LUXURY PENTHOUSE 
ocean views, central location, 
almost new. Living room wifh- 
flreplace, dining room, ? bed¬ 
rooms, 2 full bathrooms. $89,000 or 
best offer. 477-0229 after 6. No 
ag ents. 

FOR SALE BY OWNER: 2 
Spencer Castle condominiums, 
both occupied by dependable ren¬ 
tals, choice 4th floor corner suites, 
all appliances, wall-to-wall carpet 
and drapes, swim pool and sauna 
In compltx. 388-7311 or 652-1558. 

OAK BAY — ONE-BEDROOM 
:o-operatica suite, waterfront, ideal 
location, Prlca $38,000. Phona 592 
3920 or 386-6552. F. C. Hully. Real 
Estate. 620 Vie*. 


556 CONDOMINIUMS 
and TOWNHOUSE® 

TOWNHOUSE 
BURNSIDE - GORGE 
FAMILY UNIT 

Thrae bedrooms, swimming pool. 
Situated in a very convenient area 
close to schools, park, transoor- 
ail and arana. 


tation, shopping rr 
MAIN FLOOR 


Consisting of a through hall, liv¬ 
ing room and dinette with oak 
floors. Kitchen with fridge, and 
stove. Utility are*. Sliding doors 
off the living room to open area 
and two-pce. plumbing. 

UPPER FLOOR 

Thrae bedrooms and foucpce. 
bathroom. 

PRICE $36,500 

To view call C. CARPENTER or 
WALLY HELLIESEN. B.C Land 
and Insurance Agency Ltd., 530 
Broughton Street, 388-5555. 

263 GARAGES FOR SALE, 
RENT OR WANTED 

WANTED TO RENT SMALL 
sforaae shed or slnqle-car qarage. 
Lanqford-Colwood arta for dead 
storage, 478-9229. __ 

WANTED, GARAGE - TO RENT 

for 6 months to work on car. 

4 77-9128 befo re 5._ 

AUTOMOTIVE AND BOAT 
storage, month to month, $30. 
Heated Indoors. 382-5522. 

265 HOUSES WANTED 
TO BUY 


KEYS 

TO PURCHASERS 

(OF YOUR HOME) 

KEY NO. 1—Requires starter 
home for young couple. Home 
should have 2 or 3 bedrooms and 
preferably a basement and 
priced in the middle thirties. 

KEY NO. 2—Requires 2 or 3 bed¬ 
room home In Fairfield or Oak 
Bay area in the price range of 
$45,000 to $62,000. 

KEY NO. 3—Requires large home 
or small building suitable for of¬ 
fices. 

KEY to the above Is "Victoria's 
KEY Realtor" 

595-5171 TOM McCLUSKEY 386-7320 | 

Canad a Trust _ j 

WANTED — SxS duplex, good 1 

area, close to town. 

WANTEb — Strata titled duplex, 

WAnYIe)'* -^"waterfront, modern ! 
home, Cordova Bay area, 3-4 
bedrooms, up to $150,000. 

WANTED — 2-5 acres suitable tor 
horses with character home. 

Uo to $$20,000. 

If your property is foe sale or you 
are thinking of seiiinq. oleasa call: 
TONY BROGAN 

995-5171 388-6275 (Pagar 2471) 

_ Canada Trust _ ; 

WANTED TO BUY 

A 4 Bdrm. home with at least 2 
baths — full bsmnt with Rec. 
room — large safe yard In the 
Willows school area In Oak Bay, 
priced up to $90,000. Must be in 
good condition. Please call Lillian 


Hendy 479-4938 or 479-1667 Office. 


CALL SHANE 

For quick, thorough and reliable 
service In marketing your home, 
commercial or industrial property 
quickly call SHANE BEFURT, 
388-6231 or 477-4738. 25-hour ser¬ 
vice. CENTURY 21, Island Pauli# 
Realty. _ 

SERIOUS BUYE R 

Looklnq tor older house with char¬ 
acter. Stained glass, beamed ceil¬ 
ings. old panelling, fireplaces. 
Fairfield preferred, but will con¬ 
sider any district. If you have 
such a house and are thinking of 
selling please call: 

Jo Lennox — 478-2563 
Marilyn Moore — 478-2482 
Office — 386-2911 

Homefinders. Wall and Redekoo 

WANTED 

2-bedroom cottage In the BRENT¬ 
WOOD area — preferably with 
fireplace and not too far from the 
water to occommodate transport 
of boat. Would any Interested 
home owner who Is willing to sell 
their property which may be suit¬ 
able for my dlent please call 
652-3103 JOAN HOPPER 592-2431 
La nsdowne P roperties Ltd. 

NEEDED AS SOON AS 
POSSIBLE 
WILL PAY CASH 
For older house needing re¬ 
pair. Leave phone number 
with answering machine. 
Phone 652-1562 anytime. 

LANGFORD 

This young couple is moving over 
from Vancouver during April and 
requires a 2 bedroom full base¬ 
ment home or a 3-bedroom one- 
level home. Must be located in 
Langford Price range: $45,000. 
Please call Bob Kohlruss, 598-7689. 
Castle Properties Ltd. 388-6164. 

RETIRED 

SERVICEMAN 

desires home within 15 min of 
town, 3 bdrms., full basement In 
$65,000. price ranqe. GERRY FIN¬ 
NIGAN 383-4739 Lansdowne Pro- 
perties Ltd. 592-2431. _ 

SIDNEY 

HILLSIDE AREA 

We urgently need two-bedroom 
homes tor out clients up to $50,000. 
For reliable service call STANE 
LAND 388-6231 or 384-0994. CEN¬ 
TURY 21. Island Pacific Realty. 

CASH FOR YOUFr 

HOME 

Investor will pay spot cash for any 
home, any area, up to $45,000. Call 
GLENN NICHOLLS. 592-2431 or 
598-7689 (24 hrs.) Lansdowne Pro¬ 
perties Ltd 

WANTED 

Mv clients are anxious to acquire 
a 2-3-bedroom home close in, price 
up to $50,000. Call 

ANNA CHANDLER 

384-6939 or 385-8784 

DOUGLAS REALTY LTD 

WE WILL BUY YOUR 
HOUSE 

for cash if it is suitable for rental. 
Please contract the Sales Super¬ 
visor of Homefinders, Wall and 
Redekop 

nS6-2»1t 

RETIRED 

EXECUTIVE 

Needs quality 3-bedroom home. 
Good residential location In Saan¬ 
ich Pen. All cash to vendor 
$75,000. Call HEIDI WHITE 
388-6231, 652-1828. CENTURY 21. 
ISLAND PACIFIC REALTY 


TRYING 


to purchase Is difficult for a young 
family. This one requires a 2-bed¬ 
room modern home in any good 
area but can only afford to spend 
up to $45,000. Please call Bob 
Kohlruss, 598-7689 or 386-6164. Cas¬ 
tle Propertie s Ltd. _ 

CASHBUYERS 

For 2- or 3-bedroom home with 
basement preferred. Two pur¬ 
chasers want newer homes close 
in. Phone VICTOR WONG. 

385-2458. Byron Price and As¬ 
sociates Ltd. 


URGENT 


Side-by-side duplex in good area. 
Wanted immediately. Cash. Irene 
Dalziel 386-6164 or 477-6380. Castle 
Properties Ltd. _ 

TORONTO COUPLE 

Want to relocate In Victoria area 
They need a 2 or 3 bedroom home 
in any reasonable area. Call Bob 
Kohlruss at Castle Properties Ltd. 
386-6164 or evnenings at 598-7689. 

INVESTOR 

Is looking for a 2 or 3-bedroom 
home. Must be suitable for rental. 
ALL CASH UP TO $60,000.00 Bob 
Kohlruss, 386-6164 or 598-7689 Castle 

Properties Ltd. __ 

WANTED: 2-3 BDRM HOUSE 

with 2nd bathrm in basement, any 
qood area, up to $55,000. Call IRM- 
GARD or HELEN at 388-6231 or 
658-5760. 386-6677. CENTURY 21, 
Island Pacific Realty Ltd. 
WANTED: CADBORO BAY AREA 
two or three bedroom home for 
client call BOB KEELING 388-6231 
or 383-3860. CENTURY 21. Island 

Pacifi c Raatty ._ 

PRIVATE 

Wanted reasonably priced older 
home. Will purchase for Immedi¬ 
ate cash._Phone 479-2209._ 

COUPLE RETIRING TO VICTO 
ria, would like to buy 2-3 bedroom 
home with dining room. Oc¬ 
cupancy May l 386-1801. 


565 HOUSES WANTED 
TO BUI' 


// 


HELP 


// 


I have a lady with two de¬ 
pendants age 9 and 18, 
who is trying to pur¬ 
chase her 1st home. She 
has $1,000 down payment 
and is willing to pay up 
to $.150 per month. Every 
• possibility considered. 
Please call. 

LEE WROBEL 
385-7761 24 hrs. 479-8385 Res. 

D. F. HANLEY AGENCIES 
LTD. 

568 LISTINGS WANTED 

"HEY THERE, 
YOU WITH THE 
STARS IN YOUR 
EYES!" 

Come down to Earth and 
have your real estate re¬ 
quirements professionally 
handled by: 

LEE WROBEL 
385-7761 24 hrs. 479-8385 Res. 

D. F. HANLEY 
AGENCIES LTD. 

TOM 

McCLUSKEY'S 
KEYS TO SELLING 
YOUR HOME 

KEY 1 — Hava your homa priced 
rlqht for today's market. 

KEY 2 — Arrange to use the eaui- 
ty in your home for vour next 
purchase and with no Interest 
charaes. 

KEY 3 — Avoid losing e sale 
because your purchasers' homa 
has not sold. 

KEY 4 — For further 0 Information 
call Tom McCluskey at: 

595-5171 Canada Trust 386-7320 


Shawnifar. Lake 74MM 

LIST YOUR 

SHAWNIGAN, COBBLE HILL 
OR MILL BAY PROPERTY 
_ with 

743-5311 JOHN ETTEMA 743-2607 
743-5331 MARIE MALBON 743-5145 
Call Collect Anytime 

NOW IS THE TIME 
TO SELL!! 

so that you may relocat# prior to 
the next school term — for fast, 
accurate aporaisal. guaranteed ad 
vertising and no obligation, please 

call: 

595-5171 DICK JAMES 592-2139 
CANADA TRUST 

571 LOTS FOR SALF. 


• 54 ACRE ONLY $7,500 

On the main road info Port 
Renfrew. Near to Hotel and 
Government Wharf. A fine 
corner lot facing South. Light 
tree and brush cover. As ho- 
mesite or possible commercial 
A good investment tor the fu¬ 
ture. Taxes $28.56. Call: 
URSULA E. S. LA LONDE at 
598 3344. 

JACK MEARS 

OAK BAY REALTY LTD. 

Gemini Road 

Off Rocky Point Road. This 3.49 
acres has sensational ocean views 
among expensive quality homes. 
MLS. $33,000. SID HASLAM, 

477 1994, or GRAY LAITE, 

656-5267. 

The Permanent 
Trust Company 

SHAWNIGAN LAKE 
Treed-quiet-town water — roved 
roads — cere, tested. 4 blocks to 
Lake, store, post office, laundry, 
schools, etc. Reasonable terms, 

discount If more than one taken by 
anyone. Go fo Shawnigan Mill Bav 
W- w»st 3 miles tr Wailbank 
Rd. (White house has "lots for 
sale" sign on it) turn 1 block to 
Wilmot Ave. and left again to La- 
Pl ' ph< "» 

_ Shawni gan Enterprises 

2 LOTS 

Metchosin 2.44 acres, 
$2.1.000. MLS 15119 and Ard¬ 
more .9 acre with drilled 
well. 5:19,900. MLS 15743. 

THE ZIEGLERS 
595-5171 592-1768 

Canada Trust 

Brentwood Bay 

Large lot, close to ocean, shop¬ 
ping and schools. Fully serviced. 
BA? R Y THORNDYCRAFT, 

477- 0141 or 477-8787. 

Canada Permanent 
Trust Company 

COBBLE~HILL 

I have two treed lots available. 
One is .84 of an acre and the other 
one is 48 of an acre. Domestic 
water and power to each lot. This 
js an existing subdivision with new 
homes. Asking $14,900 each. Call 
me now: 

JOHN LUKAZ—592-1908 or 385-9741 
HENDERSON REALTY LTD. MLS 

PROPOSED NEW 
SUBDIVISION 
10 ACRE LOTS 

Near Prospect Lake Roads, water 
and hydro, $85,000. Enquiries invif- 
•d- _ 477-4439 

VIEW LOT 

Side bv side approximately 13,000 
sq ft.. 4000 block Carey Rd. 
Otters tc $25,000 each 

BARB MacDOUGALL 

386-7231 383-4348 

BLOCK BROS. REALTY LTD 

SOOKE, TUGWELLRD. 
2.88 ACRES 

Mostly cleared with 122-toot front¬ 
age Vendor anxious and askinq 
$24,500. Please tall AL TASSIE, 
384-9069 or 385-5741. NANAIMO 
REALTY. 

FOR SALE BY OWNER ON SALT 
Spring Island beautiful treed sea- 
view l* acre lot On sewer. $15,800. 
658-5564. 

J 4-AC RE LOT, WELL TREED, 
lake view. S25.000. Shawnigan 
Lake, owner 112-743-2342 

CHOICE 2 ACRE LOT 898 KLA- 
hanie Dr. Metchosin otters. 

478- 3398. 


273 PROPERTY FOR SALK 

Jomes Boy 

11.600 square ft. R3L zoned 
land assembled for immedi¬ 
ate development. Adjacent 
7.200 sq. feet possibly avail¬ 
able. Offers to Oiris Stewart 
»r. Cliff Johnson. 

Marathon Holdings 
Ltd. 

388-5441 

INVESTMENT 

.ACREAGE 

Are vou looking for acreage to re¬ 
tire to up-island? How about over 
13 acres at less than $3500 per 
acre only six miles off the high¬ 
way near Saratoqa Beach. Full 
price $44,900. Trade your home in 
Victoria. 595-5171. 

BRIAN MARTIN 
Canada Trust 

URGENT! 

Do You Have 

A lot or land for rent or lease suit¬ 
able tor a Mobile Home? 

WOULD YOU LIKE 
To shara It with me and earn 
extra revenue of about $90 per 
month. Call me at Robin Hood 
Sales, 478-9912 or write Box 4102, 
victoria. B.C. _ 

UNLISTED PRIVATE 

47 acres partly cleared, larga 
creek, flat land- 3 miles from 
Duncan, $82,900. Phona 748-2414. 


273 PROPERTY FOR SALE 

FAIRFIELD, PRIME 
APARTMENT SITE. 
APPROX. 37.000 sq. ft. 
zoned R3 FOR FUR¬ 
THER INFORMATION 
PLEASE CALL COLIN 
CRAVEN 3864)827 or 
GORDON ELLIS 
' 592-0079 or OFFICE 
385-5741. 

Nanaimo Realty (Vic.) Ltd. 
“FIRST TIMEOFFERED 

Downtown. 2.36 acres. Present zon¬ 
ing Is liaht-lndustrial, proposed 
zoning Is for apartment. Present 
income: $48,879 per year. Short¬ 
term leases. Total price ‘$150,000. 
Terms. Call H. Hartwig, 388-9111 
8:30 to 4:30 w—kdayi. _ 

274 PROPERTY WANTED 

DISCREET SALES 
Your house can be sold 
quickly and quietly. “For 
Sale” sign not necessary. 
Call me now. Leave your 
number if I’m out. 

.TOE PERCIVAL 
477-8089 384*8101 

KNOWLES REALTY LTD. 

PROPERTY 

OWNERS 

Do you have a lot or property 
you've considered selling? Our 
firm has a number of builders and 
developers who could be Interested 
in vour property. Call ma to dis¬ 
cuss value: 

386-3231 BOB KERSHAW 592-6062 
BLOCK BROS. REALTY LTD. 

LOTS WANTED 

Require several lots In Saanich, 
Central Saanich, or Colwood- 
Metchosin area. Also require one 
lot for prestige home In Oak Bay. 
Queenswood or 10 Mile Pt. Call 
GEORGE WALL, 386-2955 or res. 
477-0543. Century 21, Mayfair Real¬ 
ty._ 

LOCAL DEVELOPMENT COM¬ 
PANY REQUIRES IMMEDIATELY 
— LOTS AND ACREAGE IN VIC¬ 
TORIA OR ITS SUBURBS 
PLEASE CALL: IRA FREED¬ 
MAN AT 598-3344. JACK MEARS 
OAK BAY REALTY LTD. 


ALL CASH 

Wa will pay you cash tor one lot 
or more, suitable tor building; or 
acreage of any size in Victoria 
area, suitable tor development. 
Phone now Kesapl Construction. 
386-6191. 

BUILDER WANT LOTS IN ANY 
area suitable for single family res¬ 
idence or duplex construction. Call 
GERRY FINNIGAN 383-4739 or 
GLENN NICHOLS 598-7689 
Lansdowne Properties Ltd. 
_ 592-2431 _ 

BIG BUYERS ARE WAITING 
for land anywhere. Consider sub¬ 
divisions, townhouses, apartments 
or your otter. Call now! Ammy 
592-7733 or 386-7721. Investors Syn¬ 
dicate Realty Ltd. 


592-3i01. 


YOUNG COUPLE WOULD LIKE 
city building lot. Phone 386-6424 
ev enings. 642-5655 days. _ 

280 ACREAGE FOR SALE 
AND WANTED 

GLEN LAKE AREA 

44.5 Acres undeveloped area ad¬ 
jacent to services. Parts have 
good'view. Under existing restric¬ 
tions could be developed into 4 

10-acre lots. This property could 
prove a valuable Investment. 
Priced to sell at $150,000. Vendors 
open to offer and terms. 

Call: 385-9741 anytime 

FRED SUTTON 652-1867 

BILL McCARTER 592-3970 

BOB GIBSON 658-5153 

HENDERSON REALTY LTD. 

COBBLE H!LL 
22.4 ACRES 
$62,900 

Reduced from $68,500 for quick 
sale on this lovely level and rolling 
acreage with second growth 
timber. Ideal for homestead, hobby 
farm or investment. For more in¬ 
formation phone Freddy Starke, 
286-6154 or 479-3866. 

CAS TLE PR OPE RTIE S 

10 ACRES — 
HIGHLANDS 

Take a look at this well-treed 
Droperfy on cul-de-sac with stream 
running through property for that 
secluded homaslta In 7-mlle circle. 
Askinq $46,000 with terms or what 
have vou to trade. 

DAVID BILL1NGHAM 598-1177 
BAYSHORE REALTY LTD. 
_ 388 -6424_ 

FIVE OR SIX ACRES' 

Six miles from Duncan. Rolling 
property with light trees. Ideal for 
mobile home or hobby farming. 
Asking $22,900. IRENE DALZIEL. 

?^E ?_ CASTLE PR0 - 

FlVE ACRES 

Adjoining Cowichan Golf Course 
and on main highway. Mostly 
cleared. Askinq S‘9,500 Make an 
offer. Irene Dalziel. 386-6164 or 
477-6380, Castle Properties. 

WANTED TO LEASE: VACANT 
buiiding lot or larger prooertv In 
Caoital Region Area. Reolv Post 
Office Box 904, Victoria. 

285 UP-ISLAND 
PROPERTIES 

COWICHAN BAY 
WATERFRONT COTTAGE 

No. 217 on Cowichan Bay Road 
in the village. Living room, 2 
bedrooms, large sunny kitchen. 
3-pce. modern bathroom. Store 
room or garage, large deck 
This is a lease with Govern¬ 
ment of B.C. for 10 years. 
Nine years left at $206.00 per 
year. Taxes $165.04. This prop¬ 
erty is on Municipal water and 
sewer. Askinq $19,300. Urgent 
*•& Call: URSULA E. S. LA 
LONDE at 598-3344. 

JACK MEARS 

OAK BAY REALTY LTD. 


NEW 


1 /3 ACRE 


MLS 15301 

$32,500 will buy this 2-bedroom, no 
basement bungalow on 2/3 acre 
lot. located on Vanland Road, 3 
miles north of MILL BAY Pacific 
66 Service Station. Turn In at the 
antique store on the right. Low 
down payment if qualified. For 
full particulars iusf call: 

384-8124 MR. GREENE 3854)795 
PEMBERTON HOLMES LTD 
1000 Government Street 

EXECUTIVE •■A FRAME” 

25 minutes from Victoria, this 2300 
sq. ft. 3-BDRM home has views of 
Shawnigan Lake Loads og storage 
space. Top quality carpet and 
finishing throughout, 5 sundecks. 
concrete driveway, sauna bath and 
many more extras. Asking $82,900 
with good terms available for fur- 
tber information call DON OAKES 

47S1s88 ° r 8 C ‘ Land (Lan ® ,ord) 


Well maintained, soacious. 3 bdrm. 
home on aporox. 1-3 of an acre lot 
some SEA VIEWS. 5 miles 
• Duncan. " e * r Cowichan 

Bav. Asking $544)00. New MLS. 

JOHN NORTON 
386-2911 or 388-6162 
Homefinders, Wall and Redekop 


|»0«1I*S0II 

■ REA LTV CTO 


•OX )M. PARK8VILLE, B.C. 

_ 248-3216 752-6964 

BEAUTIFUL VIEW LOT WITH 
water service In subdivision of ex¬ 
pensive homes. North on Island 
Highway and right to Cowichan 
Bay Road, then right onto St. 
Catherines drive at Douglas Hill. 
$21,500. 384-1101 or 477-5554. 

BETWEEN MILL BAY AND 
Shawnigan Lake, 2Va acres. Trees, 
pasture and stream. Superbly built 


PARKSVILLE. LOVELY LARGE 
treed lot close to town, fully ser¬ 
viced bv sewer, water, paving. 
Priced to sail at $12,000. Phone 
477-4171 Of 477-1046. _ 

EAGLE REALTY LTD. 

Box 1060, Perksvllle, B.C. 
Telephone 248-4191 


UP-ISLAND 

PROPERTIES 


FOR SALE 


Beautiful 2,000 square ft. home, 
finished in rough cedar. Three bed. 
rooms, two bathrooms and powder 
room. Huge 24x22 ft. living room, 
flanked on two sides by 7 ft. win¬ 
dows, large cut-stone fireplace ac¬ 
centuated by vaulted ceiling. Cozy 
den oft living room has matching 
cut-stone fireplace on smaller 
scale. Big kitchen, dining room 
and work area. The house Is sur¬ 
rounded by a cathedral forest of 
cedar, arbutus and several varie¬ 
ties of coniferous trees. 

The property features a complete 
cross-country riding course with 
jumps, including a '5-acre meadow 
and duck pond. A 30x15 ft. kennel 
with individual dog runs is situat¬ 
ed near the house. 

This paradise Is Ideally suited to 
horse and dog fanciers or a family 
seeking a truly distinctive country 
home. 

May be seen on weekends. $175,000 
with easy terms. 291-6780 after 
6:00 p.m. 

HOUSE 

AUCTION 

SAT. 11-3:00 
MILL BAY 

Turn on Frayna Rd. and follow 
signs. 

Vendor Is Desperate 
and Will Sacrifice 
to Highest Bidder 

Features Include quality new 
home, 1,300 plus sq. ft., lovely 
seavlew on approx. 0.6 acres, 3 
bdrms, 2 baths, 2 fireplaces, toll 
basement, wall-to-wall carpets and 
sundeck. Drop by and make a bid. 
GLENN NICHOLLS 598-7689 or 
GERRY FINNIGAN 383-4739. 
Lansdowne Properties Ltd . 

Sensational 
Waterfront 
Exclusive Estate 
Top Quality 
Construction 

Main house 3.100 sq. ft. with 2'* 
baths, swsarata panelled den, 
sunroom 50x12, 2 fireplaces and 
much, much more and iusf 5 years 
old. Guest cottage, 2 bedrooms 
fully self-contained on Its own 
point. Approximately 400 feet of 
the finest waterfront on the island, 
located near Ladysmith. Please 
phone tor details. Irreplaceable at 
$300,000. New MLS. GRAY LAITE 
656-5267; SID HASLAM 477-1994 or 
Office 382-9191. 

CANADA PERMANENT 
TRUST COMPANY _ 

INVESTMENT 

ACREAGE 

Are vou looking for acreage to re¬ 
tire to up-lsland? How about over 
13 acres at less than $3500 per 
acre only six miles off the high¬ 
way near Saratoga Beach. Full 
price $44,900. Trade vour home in 
Victoria. 595-5171. 

BRIAN MARTIN 
Canada Trust 


290 FARMS FOR SALE 
AND WANTED 

4 ACRES 

... of farmland In North Saanich 
with the large two storey Cape 
Cod home. It features a larga liv¬ 
ing room with fireplace, an enor¬ 
mous, efficient farm type kitchen 
with eating area, four bedrooms, 
two bathrooms, den, recreation 
area, etc., etc. All rooms of very 
generous size. Recently entirely 
renovated, including new shake 
roof. Ideal for horses or market 
garden. ML* 14668. Asking 
$144,500. 

656-4000 K. DOR ST 656-2427 
SAANICH PENINSULA 
PROPERTIES LTD., SIDNEY. 

293 OLLF ISLAND 
PROPERTIES 

“NORTH PENDER - 

ISLAND 

Moderate year round climate in 
Gulf Islands between Vancouver 
and Victoria. Very little precipita¬ 
tion in choice evergreen area. Ex¬ 
cellent boating, fishing and excit¬ 
ing skin diving. Where seclusion 
and quietness is a virtue. 

Over 800 sq. ft. panabode nestled 
among the evergreens. Delightful 
surroundings. For weekending or 
permanent living it's not too high 
at $34,000. 

Tremendous opportunity — One in 
a million oceanfront. road in, 
building site prepared, build some 
steps to plateau and point below 
for easy beach access. A snap at 
$25,500. Other oceanfronts from 
$17,500. Lake waterfront — small 
cabin, driveway on sewer line and 
water. $16,900. Nicely treed, flat, 
excellent location $15,000. Others 
from $11,500. 

Choose one of these — $6,500 — 
$17,500. All nicely treed, on water 
system. Some sewered and many 
have superb views. Various 
acreages available. 

Exceptional waterfront — 21 acres 
with 500' waterfront, clad with ar¬ 
butus and fir, arable land. A must- 
see for $75,000. Financing can be 
arranged. 25 acres with older 
home 375' easy access beach — 
Some cleared land — Asking 
$1104)00. 

Saturna Island 
Excellent low-priced lots on 
Tumbo Channel Road for 
$6,500 to $9,750 

Waterfront on cliffslde for $15,000 
Come to the "Bahamas of Cana¬ 
da." bv phoninq a Gulf Island Spe¬ 
cialist. Ted Dever, 629-3371 or 
629-3434 collact. 

Macaulay Nicholls Maitland 
and Co. Ltd. 

1730 Marine 926-6811 anytime 

TH ETTs~ISLAND 

view property — 10 acres. One of 
few properties on for sale at this 
flma. Slopes up to high area with 
areaf potential buildlnq site. Well 
treed with fir and Arbutus. Road 
♦rontaqe paved. Price $28,000. Call 
. Harry Pardee at 246-3093. 

THETIS ISLAND 

Inland lot. Vi acre plus. Paved 
road. Lots of trees. $8,500. Call 
Harry Pardee at 246-3093. 

H. W. DICKIE LIMITED 
70 Government Street 
Duncan. B.C. 

"WE SELL THE ISLAND" 


HORNBY 

$8,500 


Deaths and funerals ) 


5 DEATHS and FUNERAL 

ANN ABLE — In Victoria. B.C. on 
March 9th, 1976, Mr. Stephen An- 
nable. aged 90 year*, born in 
Horsley. Woodhouse, England 
and a resident of Victoria for the 
oast 33 years, late residence. 
Suite 4. 1030 Emoress Ave. He 
leaves his wife. Edith, at home: 
daughter. Linda; son. Willis; 4 
grandchildren and 6 great grand¬ 
children. 

Service will be held In the Sands 
Mortuary Limited, "Family Chaoel 
ol Memories", on Friday. March 
12th, 1976 at 3:15 p.m. Flowers 
gratefully declined. Those so desir¬ 
ing mav contribute to the B.C. 
Heart Foundation, 1008 Biansherd 
St., Victoria, B.C. 

SANDS — VICTORIA 


BAKER — In Victoria. B.C. on 
March 8. 1976. Mr. Richard 

Hawes Baker, aged 90 veers. 
Born in England and a resident 
of Victoria since 1944. Prede¬ 
ceased bv his wife, Ada. In 1958. 
Surviving are his daughters. 
Mrs. E. (Amv) Ismond. Grande 
Prairie, and Mrs. Elsie Norman 
of Lloydminlster. Sask; 6 grand¬ 
children, 13 great grandchildren. 
Funeral service will be held on 
Friday, March 12, 1976. at 11:00 
a.m. in Hayward's Thomson and 
Irving Chaoel. 1625 Quadra at Bat 
moral. Rev. H. Gleeson officiating 
followed bv interment in Roval 
Oak Burial Park. 

BRAILSFORO — Suddenly on 
March 8, 1976, in Victoria. Mrs. 
Bertha H. Brailsford, aged 83 
years, of 894 Leslie Drive, be¬ 
loved wife of Joshua Brailsford. 
Besides her husband, she leaves 
one son, Stan of Sooke; six 
daughters, Mrs. Joyce Thompson 
of California. Mrs. L. (Evelyn) 
Crate of Valemount, B.C., Mrs. 

L. (Grace) Koster of Toronto, 
Mrs. Alex (Marjorie) Smith of 
Victoria, Mrs. M. (Thelma) 
Browne of Salmon Arm, B.C. 
and Mrs. R. (Claire) Oberg of 
Victoria; 20 qrandchildren, five 
great-grandchildran; on* sister 
Trudy Haylor In Sussex, Eng¬ 
land. 

Funeral service In McCall Bros. 
FLORAL CHAPEL, Johnson and 
Vancouver Streets, on Thursday, 
March 11, at 2:00 p.m. with the 
Rev. H. Hunter officiating. 


AN 


Half acre building lot located in 
semi-developed area. Lot 192 Sand¬ 
piper Beach. A nice location for 
that summer retreat. Bob Kohlruss 
598-7689 or Castle Prop. 386-6164. 
Cast'e ProD 386-6164. 

RETIRE?” ISLAND? 

PEACEFUL $45,000 

A beautiful newly-built home on 
Salt Spring Island. 7 bedrooms. On 
the shores of Weston Lake, fish 
before breakfast. To view call Mr. 
R. Bourdin, 477-1841 or 642-4150. 
BLOCK BROS. REALTY LTD. 

DENMAN ISLAND 
LOVELY 1/2 ACRE 

Level, treed, no rock — iusf a 
stones throw from the oyster beds. 
$13,500. 

595-5171 DICK JAMES 592-2139 
Canada Trust 

DOGWOOD 

CONSTRUCTION 

We will build homes, cottages or 
extensions on any of the Gulf 
islands. Free estimates. 

604 -112— 247-8857 

FOR SALE BY OWNER ON SALT 
Spring Island beautiful treed sea¬ 
vlew V* acre lot. On sewer. $15,800. 
658-5564 . _ 

294 MAINLAND AND OUT 
OF PROVINCE 
PROPERTIES 

LARGE LAKE SHORE LOT WITH 
panoramic views In City of Kelow¬ 
na, all utllitlas. private road. 
$404X>0 farms considered. 477-2739 
or writ# 318 Poplar Point Rd. 
Kalowna B.C. 


BROTHERS — Suddenly at Victo¬ 
ria on March 9, 1976, Alexander 
William Brothers, formerly of 
Montreal. He is survived bv his 
loving wife Muriel at home; 
daughters. Ann Brown, Kingston. 
Ont., Barbara Phillips, Phoenix, 
Arizona and Marilyn Paterson. 
Prince George; 3 granddaugh¬ 
ters; 1 grandson. 

Private family service (McCall 
Bros.) Flowers gratefully declined. 
Donations, if desired, mav be 
made to the Heart Fund, 1008 
Blanshard St. 


BURCHILL — In hospital, altar a 
lengthy illness, on March 8th, 
1976, Rev. J. T. (Oonn) Burchill, 
age 80 years. Born in Clonakilty 
County, Cork, Ireland and had 
been a resident of view Royal, 
B.C. for the past 9 years, lata 
residence 135 Atkins Road. Pre¬ 
deceased by his wife, Henrietta, 
on June 17th, 1967. Survived by 
three married sons, Harry, 
Langford, B.C., Arnold, Burnaby, 
B.C. ana Derek,, Victoria, B.C. 
Tne late Rev. Burchill served 
with the R.A.F. as a Pilot in tne 
First World War and as a Prot¬ 
estant Chaplain with the 
k.l.A.F. during the Second 
World War, during his United 
Lnurch Ministry he was a mis¬ 
sionary teacher to People of Ki- 
spiox, B.C. from 1934 till 19 j/; 
he was a memoer of Goldstream 
Lodge No. 161, A.F. and A.M., 
B.C.R., Langford ,B.C. 

.service will be held in the Gor¬ 
don United Church, 935 Goldstream 
Ave., Langford, B.C. on f-riday, 
March 12th. 19/6 at 3:15 p.m. Rev 


oesiring may contribute to the 
Royal Jubilee Hospital Equipment 
Fund, 1900 Fort St., Victoria, B.C. 
Arrangements by the Sands Funer¬ 
al Chapel of Heather, Colwood, 
B.C. 

SANDS — COLWOOD 


Lodge Notice 

EMERGENT COM¬ 
MUNICATION of Goldstream 
Masonic Lodge 161 A. F. and A. 

M. B.C.R. will be held in the 
Temple 679 Goldstream Ave. 
Langford, Friday. Mar. 12 at 
2:30 p.m. for the purpose of at¬ 
tending the funeral of our late 
brother the Reverend J. T. 
(Oonn) Burchill at Gordon Unit¬ 
ed Church 935 Goldstream Ave. 
at 3:15 P.m. 

Members of Sister Lodges and 
soiournmg brothers are requested 
to attend. Regalia will be worn. A. 
n. stepnenson Secretary. 


BURNS — Daniel Burns, in hosoi- 
tal in Victoria on March 10. 1976. 
corn in Glasgow, Scotland and 
resident here since 1942 and for¬ 
merly of Trail. B.C. Predeceased 
bv his wife Bessie on March 18. 
1970, he leaves his daughter 
Marion and son-in-law Douglas 
McKenzie of Victoria and 
brothers Frank and Alex. He 
was a member of the St. An¬ 
drews and Caledonian Society 
and a member of Pro Patris 
Branch, R.C.L. He served in 
World War One with the High¬ 
land Light Infantry and was 
awarded the Military Medal for 
Bravery. 

Funeral service in McCall Bros. 
Chapel, Johnson and Vancouver 
Sts. on Friday. March 12 at 1:30 
p.m. with the Very Rev. Dr. J. L. 
W. McLean officiating. (Flowers 
gratefully declined). 


CHAPMAN — On March 6, 1976, 

Mr. Thomas Richard (Tom) 
Chapman, age 19 years. Born in I 
St. Jean, Quebec, and had been | 
resident of Langford, B.C., for ! 
the past six years, residing at t 
776 Revilo Road. He leaves his 
loving parents, Dick and Micky 
Chapman, at home, sister, Mrs. 

N. (Linda) Hickson, Lanqford- 
B.C.; qrandfathar, Mr. Frank 
Chapman. Sudbury, Ont., aunts I 
and uncles. The late Mr. Chap- I 
man was a member of Juan oe 
Fuca Hockey Association, and 
R.C.L. Prince Edward Branch 
No. 91, Lanqford, B.C. 

Services, under the auspices of 
The R.C.L. Prince Edward Branch 
No. 91, will be held in the Sands 
Funeral Chapel of Heather, Col¬ 
wood, B.C., on Thursday. March 
11, 1976, at 11:00 a m.. Rev. Henry 
Silvester officiating. 

SANDS—COLWOOD 


CLARKSON — On Mar. 8, 1976 at 
her residence, Mrs. Beatrice 
Clarkson, aged 84 years, beloved 
wife of Eric Clarkson of 741 
Cowper St. Born in England, 
Mrs. Clarkson is survived bv her 
husband, Eric, and nieces and 
nephews in England and the 
United States. 

Funeral service will be held at 3 
p.m. Thurs. Mar. 11th In St. Mar 
. tin's in the Field Anglican Church, 

1 550 Obed Ave. Rev. T. Williams 
and Canon S. J. Wlckens will offi¬ 
ciate. Flowers gratefully declined. 
Haywards Thomson & Irving in 
chargt of arrangements. 


CUNNINGHAM — In Victoria. 
B.C. on March 9th, 1976. Sandra 
Gail Cunningham, aged 31 years, 
born in Alert Bay, B.C., late 
residence, 5150 Del Monte Ave 
Dearly beloved daughter of Mr. 
and Mrs. Allan B. Cunningham. 
5150 Del Monte Ave., she also 
leaves her brother, sister-in-law 
and nephews, Ron, Pam, Randy 
and Troy Cunningham, Victoria, 
B.C. „ 

Memorial service in the Sands 
Mortuary Limited. "Family Chaoel 
of Memories" on Fridav. March 
12th. 1976 at 11:30 a.m. Arch¬ 
deacon A. E. Hendv officiating. 
Flowers gratefully declined. Those 
so desiring mav contribute to the 
Muscular Dystrophy Association 
1951 Cook St.. Victoria. B.C. 

SANDS - VICTORIA 


DELBROUCK—On March 9. 1974. 
at Resthaven Hospital, Sidney, 
Mr. Adrien M. Delbrouck, aged 
91 years, of 7005 Tomlinson, R.R. 
No. 2, Saanlchton, for marly of 
Griswold. Man. Ha leaves two 
sons, Paul and Emila of Saankh- 
ton; two daughters, Mrs. F. J. 
(Louise Jeanne) Greenhalgh of 
Sannichton and Mrs. Albert F. 
(Ida Olga) Burton of Vancouver; 
eight grandchildren. 

Mass will be celebrated In Our 
Ladv of Assumption Church. 7726 
W. Saanich Rd.. on Friday, March 
12, at 11:00 a m. with the Rev. R. 
C. Cunningham Celebrant. Accom- 
osnied to Souris, Manitoba for in¬ 
terment at Glenwood Cemetery. 
McCall Bros. Funeral Directors In 
charge of arrangements. 


EKINS — Alleen B. In Victoria. 
B.C.. on March 9. 1976 after a 
lennthv illness. Born in Water¬ 
ford, Ontario, aae 87 years. Be- 
lovd wife of Dr. William Eklns. 
Also surviving are her two sons, 
William of Houston, Texas and 
Walter ot Victoria; also a orand- 
son Walter of Toronto. 

Funeral Service will be held on 
Friday, March 12th at 3:30 p.m. in 
the Chapel ot First Memorial, 4725 
Falalse Drive. Flowers are qra- 
tefullv declined. Arrangements bv 
the Memorial Society of B.C. and 
FIRST MEMORIAL SERVICES 
LTD. 


5 DEATHS and FUNERAES 

FRANKS — (Nee Mercer) Nesta 
suddenly on March 6th, 1976. 
Born in N. Battleford Saskatche¬ 
wan. Survived by a son Gordon 
of New York, grandson Norman 
and a sister Gretna of Edmon¬ 
ton, and sister-in-law Edith of 
Victoria. 

Memorial Services will be held 
on Thurs., Mar. 11th. at 11:30 a.m. 
in Chapel of St. Mary's Anglican 
Church Elgin Rd. (cremation) 
Flowers are declined with thanks, 
donations may be made to the 
charity of choice. Arrangements 
by the Memorial Society ot B.C. 
and FIRST MEMORIAL SER¬ 
VICES LTD. 


LATREMOUILLE — Joseph in 
Victoria, B.C. on March 9th 1976. 
Born in Ottawa, Ont., age 91 
years. Predeceased by his loving 
wife Helena survived by sister 
Mrs. Margaret Weisner of Ore¬ 
gon, also nieces and nephews. 
Mass will be celebrated on Sat., 
Mar. 13th, at 12:10 noon in 
St Andrews Cathedral, Blanshard 
and View St. Flowers are declined 
with sincere thanks. Arrangements 
by the Memorial Society of B.C. 
and FIRST MEMORIAL SER¬ 
VICES LTD. 


KNOWLES - In Victoria, B.C. on 
March 8th, 1976, Mrs. Mabel 
Christina Knowles, widow of 
Anthony (Scotty) Knowles; aged 
83 years, born in Duncan. B.C. 
and a resident of Victoria for the 
past 79 years, late residence. 286 
Pallisier Ave She leaves her 
cousin, Mrs. Kitty Mills, Duncan, 

Service will be held in the Sands 
Mortuary Limited. "Memorial 
Chapel of Chimes", on Fridav, 
March 12th, 1976, at 10:30 a.m. 
Flowers grateluHy declined. Those 
so desiring may contribute to the 
G. R. Pearkes Clinic lor Handi- 
capped Children, 3970 Haro Rd , 
Victoria, B.C. 

SANDS — VICTORIA 


LAWFORD — In Victoria on 
March 10, 1976, Mrs. Dorothea 
Lawford, aqed 77 years, of 306 
Bessborouqh Avenue. She is sur¬ 
vived by her husband Noel 
Campbell Lawford and two sons, 
Dcuolas of Nanaimo and John of 
North Vancouver. 

Funeral service In the FAMILY 
CHAPEL of McCall Bros, on Fri¬ 
day, March 12 at 1:00 p.m. (Flow¬ 
ers gratefully declined). 


LECKENBY - On March 9. 1976 
at the Saanich Peninsula Hospi¬ 
tal. Percy Leckenby, aqed 75 
years. He is survived bv one 
sister. Miss K. Leckenby ot Eng¬ 
land. 

Funeral service In the FAMILY 
CHAPEL of McCall Bros, on Fri¬ 
dav, March 12 at 9:45 a.m. 


LEYLAND — Mabel Eliza Lev- 
land, on March 9, 1976, beloved 
wife of Edward Levland of 3287 
Quadra St., born in Yorkshire, 
England. Resident here for 26 
years. She also leaves one 
dauohter Wendy and son-in-law, 
Albert Johnson of Fernle; two 
qrandchildren, Greg and Albert 
Funeral service on Fridav, 
March 12 at 3:30 p.m at the Chris- 
tadelphian Hall. 1396 McKenzie 
Ave. with Mr. j. Brierlev conduct¬ 
ing the service. (No flowers by 
reauest. Donations may be made 
to the Jewish Relief Fund, c-o the 
Christadelphian Hall). McCall 
Bros. Funeral Directors In charqe 
of arrangements. 


MATCHAM — On March 7, 1976, 
In Victoria, B.C„ Albert (Bert) 
Ernest Matcham of 2701 Arbutus 
Rd. He Is survived by two 
daughters, Marion Jean ot Victo¬ 
ria and Margaret Wavarley of 
Halifax, N.S.; three grand¬ 
children of Halifax; three 
sisters, Mildred. Priscilla and 
Elsie; one brother, William of 
England, several nieces and 
nephews. He was a former 
member of the Oak Bay Camera 
Club, the Gordon Head Garden 
Ctob • nd .recently associated 
with the Victoria Credit Granters 
Association. 

Funeral servlca In McCall Bros. 
Chapel, Johnson and Vancouver 
Streets, on Thursday. March 11, at 
11:00 a.m. (Flowers gratefully de¬ 
clined. Friends, if desired, may 
don.ife to the charity of their 
choice.) 

ME ARON — In Victoria, B.C., on 
March 9, 1976, Mr. David 

Mearon. aged 78 years. Born in 
Aiymer, Quebec, an da resident 
of Victoria for the past 40 years, 
late residence 58 Kingham 
Place. He leaves his daughters, 
Mrs. Alvin K. (Eleanor) Lord, 
Victoria, and Mrs. Harry (Dick¬ 
ie) Wallis, Coquitlam, B.C.; four 
grandchildren; four great¬ 
grandchildren and his sister, 
Mrs. Hannah Christensen, Victo¬ 
ria. 

Service will be held In th# Sands 
Mortuary Limited "Family Chapel 
of Memories" on Thursday, March 
U' at 7 D.m., Padre Douglas 
Kendell officiating. Flowers gra¬ 
tefully declined. 

SANDS—VICTORIA 


MILNE — In Victoria, B.C., on 
March 7, 1976. Mr. Harry Milne, 
age 93 years. Born in Oak River. 
Man,, and had been a resident of 
Victoria for the past 12 years, 
late residence, 206-160 Govern¬ 
ment Street. He leaves his wife. 
Etlie; daughters, Mrs. H. Smart, 
Detroit, and Mrs. J. MacDowell. 
Ottawa, Ont., five grandchildren. 

. Service will be held in the Sands 
Mortuary Limited "Memorial 
Chapel of Chimes" on Thurs, 
March 11, 1976 at 1 p.m. Rev. R. 
H. Dobson officiating. 

SANDS—VICTORIA 


MOORE — In Victoria, B.C., on 
March 8, 1976, Mrs. Lilian Edith 
Longlev Moore, age 88 years. 
Born In Bearslead, Kent, Eng¬ 
land and had been a resident of 
Victoria for the past 7 years, 
late residence. 1230 Balmoral 
Road, formerly of New West¬ 
minster. B.C. and Sherbrooke, 
Quebec. She leaves her son, 
Edwin, and daughter-in-law. 
Julia; grandchildren. Irene and 
Robert, 3 great-grandchildren. 
Service will be held in Lady 
Chapel of Christ Church Cathedral, 
on Thursday, March 11, 1976 at 
10:00 a.m. Flowers gratefully de¬ 
clined. Those so desiring may for¬ 
ward flowers to a hospital ot their 
choice. Arangement bv the Sands 
Mortuary Limited. 

SANDS—VICTORIA 


OLSON — Passed away In Vernon, 
B.C. March 9, 1976. Clifford 

Floyd Olson of 1919 Billinas 
Road, Sooke, B.C. Eldest son of 
the late Capt. and Mrs. J. F. 
Olson. He is survived bv his lov¬ 
ing wife June, son and daughter- 
in-law JdTtn and Lorraine Rick- 
erby; two aranddauqhters, Mrs. 
Arlene Toms and Wendy Rlck- 
erby? one brother, Georqa B 
O'son; two sisters; Mrs. E. 
(Grace) Short and Mrs. J. 
(Hazel) Henderson; aunts, 
uncles and nieces. 

Private funeral services In Ver¬ 
non followed by cremation. 


RICHARDS — Ceredwyn Anne of 
Victoria, B.C. Suddenly in San 
Francisco on March 4, 1976. Aqe 
26 years. 

Memorial Service will be held 
Sat March 13th at 2:30 p.m. in the 
Chapel of First Memorial, 4725 
Falaise Dr . Victoria. Rev. John 
Travis officiating. Cremation 
Flowers gratefully declined. Ar- 
ranqements through First Memori¬ 
al Services Ltd. 


SINGER — Olive Viola In Victoria. 
B.C. on March 9th, 1976. Born in 
Orton, Ontario, September 3, 
1906. Survived by a daughter 
Mrs. Mona Scott of Vancouver 
and two arandchltdren. 

Memorial services will be held 
on Friday, March 12 at 1 p.m. in 
the Chapel ot First Memorial. 
Padre D. Kendell officiating (cre¬ 
mation). Flovfcrs are declined with 
thanks, donations mav be made to 
the charity of choice. Arrange¬ 
ments by the Memorial Society of 
B C and FIRST MEMORIAL SER¬ 
VICES LTD. 


THOMPSON—On March 8, 1976, In 
Victoria, Mrs. Jean M. Thomp¬ 
son aged 88 years of 163? Bel¬ 
mont Ave, born in Scotland, for- 
. merly of Seattle. Widow of Alex¬ 
ander C. Thompson, she leaves 
her daughter, Mrs. Mae McClos- 
key of Aberdeen, Washington, 
one grand-daughter, Patti Buck, 
one grandson William C. Buck of 
Tacoma. Waah.; three sisters, 
Ann Held, III., Marion Lalnq in 
Ohio and Maud Smith in Califor- 


CHAPEL of McCall Bros. . 
Thursday, Mar. 11, at 4:30 p.n . 
(Flowers gratefully declined. Do¬ 
nations, if desired, mav be made 
to the Shrlner's Crippled Chil¬ 
ean's Fund, care of Mr w. Clog 
gle. 541 Lartn Rd., Victoria.) 


8 A CARDS OF THANKS 


Since kindness and sympathy 
bring consolation in a time of sor¬ 
row. The many helpful acts, and 
understanding words, ot relatives, 
friends, and neighbors after the 
loss of our deaf wife and mother, 
Olive McLean. We are deeply 
grateful to Dr. Domke and Dr 
Raine, nursing staff of 4A Victo¬ 
ria General, residents of Hampton 
Court and especially friends and 
relatives ter their floral tributes 
and the sympathy of Rev. Dr. Ker- 
lev. 

Loving and kind In all her ways. 

Upriqht and lust, to the end of 
her days; 

Sincere and true, in her heart 
and mind, 

Beautiful memories, she left be¬ 
hind. 

—Ed McLean, Pat and family. 

» IN ME.MORI A.M 


BIGGS — In loving memory of 

Cherie Adele, who passed away 

March 10, 1975. 

Peacefully sleeping, resting at 
last. 

The world's weary trouble and 
trials are past. 

In silence she suffered, In pa¬ 
tience she bore. 

Til God called her home to suf¬ 
fer no more. 

—Mom, Dad and family. 


WEST—In loving memory of a 
beloved husband and father. 
Mervyn Earl (Bud) West, who 
passed awav March 11, 1972. 

Like falling leaves the years 
pass by; 

But love and memories never die. 
Precious forever our memories 
1 of you; 

Today, tomorrow and all life 
through. 

-Sadly missed by all. Jane, Bar¬ 
bara, Gary and Ronald. 


.THEY shall grow not old, 

AS WE WHO ARE LEFT GROW 
OLD, AGE SHALL NOT WEARY 
THEM, NOR THE YEARS CON¬ 
DEMN, AT THE GOING DOWN 
OF THE SUN, AND IN THE 
MORNING. Wl= WILL REMEM¬ 
BER THEM. 

WITH GRATITUDE SAND S 

10 FUNERAI DIRECTORS 



THURSDAY 

ROBINSON. Mr. James A. F. 

9:45 a m.—FAMILY CHAPEL 
MATCHAM, Mr. Albert (Bert) 
11:00 a.m.-FLORAL CHAPEL 
WYATT, Mr. Charles F. 

1:00 p.m.—FLORAL CHAPEL 
KINGSLEY, Capt. Harry 
2:00 p.m.—ST. LUKE'S CHURCH 
BRAILSFORD, Mrs. Bertha H. 

2:00 p.m.—FLORAL CHAPEL 
HENDERSON. Mrs. Verna 
3:00 p.m.—FIRST UNITED 
CHURCH CHAPEL 
CARSON, Mrs. Daisy 
Private 

3:30 p.m.—FAMILY CHAPEL 
THOMPSON, Mrs. Jean 
4:30 p.m.—FAMILY CHAPEL 
FRIDAY 

LECKENBY, Mr. Percy 
9:45 a.m—FAMILY CHAPEL 
PLOSHAY, Mrs Wanda 
10:00 a.m.-FLORAL CHAPEL 
| DELBROUCK, Mr. Adrien 
MASS 

11:00 a.m.—OUR LADY OF 
ASSUMPTION CHURCH 

McCALL ^BROS. 

Floral Funeral Chapels 
.‘185-4465 



SERVING 

VANCOUVER 

ISLAND 

we CARE 
Dedicated to servlca 
Sensible Prices 

SANDS FUNERAL 
CHAPELS 

VICTORIA 388-5155 
SIDNEY 656-2932 
COLWOOD 478-3821 
DUNCAN 746-5212 
LADYSMITH 245 2331 
NANAIMO 753-2032 
Your seven community Chapels, 
Independently Family Owned end 
Controlled. Sands since 1912. 



VICTORIA, 388-5155 
SIDNEY, 656-2932 
COLWOOD, 478-3821 
DUNCAN, 746-5212 
LADYSMITH, 245-2331 
NANAIMO, 753-2032 

Removal And 
Service Arrangement 

Covering Vancouver Island 

A Division of Sands 


#• 


Specializing in 
forwarding to or from 
anywhere 

WORLD WIDE FUNERAL 
INFORMATION SERVICE 
call collect 
or cable 

"Mortuary Victoria’’ 

A Division of Sonos 



I uneral Chapel* 

1625 Quadra St. 
384-2612 — 386-3505 
Superior Servi ce Since 1867 

CUNNINGHAM 
FUNERAL CHAPEL 
1155 Fort Street 

Phone 384-5512 or 384-8626 
Offering dignified moderate ser¬ 
vice tor all. Geo. S. Cunningham, 
owner, manager. _ - 

FIRST MEMORIAL SERVICES 
Serving the Public and Exclusive 
Undertakers tor the Memorial 
Society ot B.C. 6S8-S244. _ 

11 MOMMENTALS 

STEWART MONUMENTAL 
Works Ltd. 
ESTABLISHED 1896 
Memorial of Distinction 
Marble tireplace and tabletops 
1402 May St. _ 384-3452 

MORTIMER'S MONUMENTS 
ESTABLISHED 1877 
"The Finest in Craftsmanship" 
633 DAVID ST. 383-6421 


There is a link death 
cannot sever. 

Love and remembranca 

• last forever. 


13 MISCELLANEOUS 

MEMORIAL SOCltfY OF B.C. 
Brochure and full details 
from VICTORIA Branch 
727 Johnson street, Victoria 
385-5214 (24 hour) 
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RICOH 


To photograph something well, you 
must first get to know your camera wel 
— both its potential and its limitations, 
so you can use it to its best advantage 
And Ricoh cameras are worth getting 
to know a little better. So come on 
down and let our camera experts better 
acquaint you with these 3 choice 
models. At close-up, you'll like them 
even better. 

Ricoh TLS-EE: 

Reg. 259.99 

s.i.234.99 


This semi-professional model helps take some of the 
guesswork out of focussing and metering with its 
automatic exposure control and through-the-lens 
metering. Also features a handy self-timer and hot-shoe 
for flash. Accepts Pentax thread mount interchangeable 
lenses and comes complete with case and strap. 

* 

Cameras 


Ricoh 500G: 


A good camera for developing your photographic eye . It a 
compact automatic matering 35 mm. camera ninth easy-to-use 
rangefinder focussing; shutter speeds from H -1 '500 sec., 
including the B setting for time exposures; and a 40 mm. f 2.8 lens. 
Can be operated manually if desired Comes complete with soft 


n»g 89.99 


,79.99 


Sunpack at Auto 14 — 

Quick and Easy to Operate 

Ideal for carrying around and capturing those spur-of-the-moment 
indoor shots. Just point and shoot, ft's a compact electronic flesh 
unit for automatic flash exposures between 2 and 12 ft. 

It has provision for hot-shoe or PC connection and usee 2 "AA" 
penhght alkaline cells (not included). Has a guide number of 48 at 
ASA 100. 

tog. 29.99 


24.99. 


Use your Baycard, your good-for-so-many-things card. 


DAILY STORE HOURS 9:30 A M. TO 5:30 P.M. THURSDAY AND FRIDAY TO 9:30 P.M. 
PHONE 385-1311. FREE CUSTOMER PARKING 


,he $£ay 

FOCUSON 
THESE 
SAVINGS 
FROM 


NOTICE TO CREDITORS 
AND OTHERS 

In the matter of the Estate of ANNE 
COOPER, Deceased, lata of 1701 
Cedar Hill Cress Road, Victoria, 
8.C. 

NOTICE IS HEREBY GIVEN that 
creditors and others having claims 
against the estate of the abov# named 
deceased are hereby required to 
send them to the undersigned Ex¬ 
ecutor at 302-612 View Street, Vic¬ 
toria, British Columbia, betore the 
12th day of April, AD 1976, after 
which date the Executor will dis¬ 
tribute the said estate amongst the 
parties entitled thereto, having 
regard only to tha claims of which he 
then has notice 

IAN MAURICE HORNE 
Executor 
By his Solicitors 

MESSRS. HORNE, COUPAR & 
COMPANY 

SCHOOL DISTRICT NO. 4S 

(Cowlchan) 

NOTICE TO CONTRACTORS 

Sealed tenders marked "Tendor 
tor Mill Bay Gymnasium Construe 
lion" and bearing tha name of the 
tendering firm art Invited by the 
Board of School Truslees tor the 
revised construction of additions to 
Mill Bey Elementary School at Mill 
Bay, B.C. 

Working drawings, specifications, 
Instructions to bidders, and forms of 
tender may be obtained by 
GENERAL CONTRACTORS only, 
from the School'Board Maintenance 
Office, 2670 Jamas Street, Duncan, , 
B.C. on payment of a deposit of Fifty 
Dollars ($50.00) for each sat of work¬ 
ing drawings, ate. which will be 
returned on receipt of tha sets of : 
documents In good condition. Ap¬ 
plications for refunds will only b# 
received tor thirty (30) days after 
tha award of a contract. 

Bid Depository procedures and 
rules for Sub-Trades will be used, to 
close at tha Victoria Bid Depository, 
1075 Alston Street. Victoria, B.C . 
and at the Nanaimo Bid Depository, 
2732 Wilgress Road, Nanaimo, B.C , 
at 4:00 P.M., Thursday, April 1st, 
147*. Plans are on view at tha 
Construction Association of Vic¬ 
toria, the Nanaimo Construction As¬ 
sociation, and tha Construction As 
soclatlon and the Provincial Plan 
Viewing Room at Vancouver, B.C., 
the Construction Plan Serlvlces, 
Burnaby, B C„ and the Albernl Val¬ 
ley Construction Association at Port 
Albernl, B.C. 

A certified cheque or Bid Bond In 
the amount of Thirteen Thousand 
Dollars ($13,000.00) must accom¬ 
pany all tenders. A Performance 
Bond to bind the tenderer In tha 
amount of 50% of tha contract price, 
must be provided within fourteen 
days of a contract being awarded. 
This bond shall be approved by, and 
acceptable to the Owner and made 
out to School District No 65 
(Cowlchan) as owners 

II the tenderer defaults In ex 
ecuting the contract within six days 
following notification In writing of 
the award of the contract, then said 
Certified Cheque or Bid Bond will 
become the property of the Board of 
School Trustees, School District No 
65 (Cowlchan) 

Tenders must be In the hands of 
the undersigned by 2.00 P M , Mon¬ 
day, April 5th, 1976, at which time 
they will be opened in public The 
lowest or any tender will not neces¬ 
sarily be accepted, and the Board of 
School Trustees reserve tha right to 
re|ect any or all tenders without ex¬ 
planation. No tender ' will be ac 
repted having any qualifying 
clauses whatsoever 

W. P. Brown, 
Secretary-Treasurer, 

School District No 65 
(Cowlchan), 

2670 James St , 

Duncan, B C. 


OEFENCE CONSTRUCTION 
(1451) LIMITED 
Notice to Tondorers 
PROJECT: Design and Construct 11 
Married Quarters Houses and 
Combined Chapel, CPS Masset, 
B.C. File: MT 501 10, MT 550 10. 

Tender closing date tor the above 
referenced has been further ex¬ 
tended from 3 00 p m. Eastern Stan¬ 
dard Time, Thursday, March II. 
1976 to 3 00 Eastern Standard Time. 
Thursday, March 18, 197*.' 

N. J. Smith, Secretary. 
Defence Construction 
(1951) Limited, 

225 Metcalfe Street. 

Ottawa, Ontario. 

KIA 0K3 

NOTICE TO CREDITORS 
In Tho Matter of the Estate of 
HAZEL CLARK, Deceased, late 
of 1345 Monterey Avenue, Vic¬ 
toria, British Columbia. 

NOTICE is hereby given that 
creditors and others having claims 
against tha estate ot the above 
named deceased are hereby re¬ 
quired to send them to the under¬ 
signed Executor at 1057 Fort Street, 
Victoria, B.C . before the 15th day of 
April 1976, after which date the Ex¬ 
ecutor will distribute tha said estate 
amongst the persons entitled 
thereto, having regard only to the 
claims of which it shall then have 
received notice 

MONTREAL TRUST COM¬ 
PANY 
Executor 

By Craasa & Company 
Its Solicitors 


■ I BUSINESS TAX 
CITY OP VICTORIA 
Take notice that the first sitting of 
the Court of Revision to hear appeals 
pursuant to the 1976 Assessment Roll j 
for business tax purposes for the 
City of Victoria will be held in the 
City Hall, Centennial Square, Com¬ 
mittee Room No. 1, at the City of 
Victoria, commencing at 10:00 
o'clock In the forenoon, Monday. 
March 22, 1976, dated at Victoria, 
this 10th day of March, A D. 197*. 

The Corporation of 
The City of Victoria 

NOTICE TO CREDITORS 
In ttM Matter of the Estate of JOHN 
THOM CLARK, also known as 
JOHN TOM CLARK, Deceased, 
late of 1345 Monterey Avenue, 
Victoria, British Columbia. 

NOTICE Is hereby given that 
creditors and others having claims 
against the estate ot the above 
named deceased are hereby re¬ 
quired to send them to the under¬ 
signed Executor at 1057 Fort Street. 
Victoria, B.C., before the 15th day of 
April 1976. after which date the Ex¬ 
ecutor will distribute the said estate 
amongst the persons entitled 
thereto, having regard only to tha 
claims of which It shall then have . 
received notice. 

MONTREAL TRUST 

COMPANY 

Executor 

By Crease 8 Company, 
its Solicitors 


Capilano disaster mystery 
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NORTH VANCOVUER <CP> 
North Vancouver RCMP 
have ended their investigation 
of the massive fish kill at Ca- 
piiano fish hatches with nit 

BAILIFFS SALE 

PHOTOGRAPHIC PROCESSING 
EQUIPMENT, SUPPLIES, 
OFFICE EQUIPMENT 

The Federal Business Develop¬ 
ment Bank is offering tor sale on an 
"As Is—Where Is" basis: 

-* Bowens lllumltran slide 
duplicator 

— Nord Universal Processor 

— Nord Replenlsher with hoses and 
tanks 

— Durst colour enlarger 

— Kodak auto velox printer 

— Filing cabinets, counter 

— Tripods, stands, lighting equip¬ 
ment, etc. 

— Sundry equipment and supplies 

— Cameras - Mamlya, Nikormat 
and Rondo Movie 

Offers are subject to Provincial 
Sales Tax. 

Parties Interested In viewing 
should contact Ken Carlson at the 
Federal Business Development 
Bank, 850 Fort Street, Victoria. 
Phone 385-3375, where further Infor¬ 
mation can be obtained and arrange¬ 
ments made for viewing. All or any 
offers will not necessarily be ac¬ 
cepted. 


discovering the cause of the 
incident. 

More than 1.5 million fish 
were killed al the hatchery in 
October. 

In»p. G. J. Davis of the 
North Vancouver detachment 
said in a letter to Greater 
Vancouver Water District of¬ 
ficials that the investigation 


had failed lo him up proof of 
sabotage in the death of the 
fish. 

“Tests conducted through 
laboratories and the examina¬ 
tion of ail facts, circum¬ 
stantial and known, bring 
about the conclusion that sab¬ 
otage can. in all probability, 
be ruled out.’’ Davis said. 


„ On* hour „ 

mMTinizm . 

CERTIFIES 

THE MOST IN DRY CLEANING 

[Jreth a4 a (lower 
in jwit one hour 
8 LOCATIONS TO SERVE YOU 



,he ^ay ' 

Family Specials In The 

NONSUCH BUFFET 

Thursday Evening 5 p.m. to 8 p.m. 

For Adults: 

For Children: 

ROAST BEEF 

BAY BURGER 

with Yorkshire pudding, 
mashed potatoes. 

with ice cream, soft drink 

vegetable Tea or coffee 

1.99 

99‘ 


We re not geing to tell you how 
really good the picture Is on this Hitachi 
Solid State 20-Inch portable 
color T.V. 


Wa want you to ooma in and see that tor youraeH. 

But what we do want to tell you is that it s solid state performance 
means total savings for you. First of all. because it has no tubes 
you have none to replace. Secondly, its fully transistorized 
circuitry requires 50% less electric power than the old style 
vacuum tubes. So you save on operating costs And thirdly, 
it runs cooler eliminating heat that causes rapid wearing down of 
the set And that means you save on the cost of home repairs 
A three-way saving plus a price that's hard to beat All adds up to 
a top performer any week of the year But don t just take our word 
for it - come in and see for yourself 


*598 


Portable Stand. 24.95 

Horn# Entortainmont Cantr a 
Fourth Floor 


I 


Slot Mask Pictura 
Tuba with Praeiaion 
In-Una Gun 

You get a new degree of 

picture reliability with the 
Lummar Full Beam Color 
System For color beam* 
that are fuller and brighter 
than any conventional 
system 


MS 


Electro Automatic 
Picture Control 


l^ubsotVsTJay, Company, 


liutison'sJay. Company; 
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Reports from South Vietnam 


Poland pledges release 


Some guerrillas still restive 


Colonist • Los Angelas Times 

BANGKOK — Recent re¬ 
ports from South Vietnam ir>- 
dicate its new northern Com¬ 
munist rulers are having dis¬ 
ciplinary problems with at 
least a few old-line southern 
party members and guerrilla 
fighters. 

In the Saigon area, some 
middle-rank southem-bom 
party members have been 
forced into so-called self-cri¬ 
ticism programs. 

And in the Mekong Delta, 
which contained the over¬ 
whelming preponderance of 
southem-bom Viet Cong sol¬ 
diers at the time of Saigon's 
collapse last April, some of 
them have taken to the 
swamps and hideouts of old. 

These and similar reports 
have been received and cau¬ 
tiously accepted by at least 
two diplomatic sources in 
Bangkok. In addition to diplo¬ 
matic contacts, these sources 
also have access to refugee 
reports and to some clandes¬ 
tine information from South 
Vietnam. 

The sources emtihasize that 
Incidents such as those retri¬ 
ed are hardly more than a 
nuisance to the Northern Viet¬ 
namese, who have had little 
trouble imposing control over 
virtually all of South Vietnam. 

They do indicate, however, 
that the rivalry between the 
party in Hanoi and the old 
National Liberation Front of 
the south remains a disrup¬ 
tive force which will not dis¬ 
appear with reuni fiction — 
expected to be formally pro¬ 
claimed shortly after elec¬ 
tions are held in April. 

One Western diplomat noted 
that in the immediate after- y 
math of Saigon’s collapse, all' 
energies were devoted to con¬ 
solidating the victory. Now 
the Communist party’s politi¬ 
cal officers are catching up 
on deferred ideological 
chores, stirring resentment 


from some southem-bom 
party figures who rankle at 
the evident domination of 
Hanoi. 

"This was to be expected 
at some point, mid it is now 
starting." the diplomat said. 
"They (the northerners! are 
very methodical and didactic, 
and they always thought the 
NFL was pretty sloppy aliout 
a lot of things." 

The reports indicate lhat 
nothing resembling a party 
purge is under way. The in¬ 
stances that have been cited 
in some cases in cam fully 
worded letters from Saigon — 
are isolated and concern of¬ 
ficials unknown outside the 
party. Ail the reported cases 
have Ueien in tlie Saigon area. 

Reixirts that some Viet 
Cong soldiers in the delta 
have joined former South 
Vietnamese government sol¬ 
diers in a "new resistance" 
arouse more skepticism 
among observers. It is admit¬ 
ted. however, that such re- 
jiorts have begun to crop up 
in recent weeks and some are 
probably true, though the 
number of Viet Cong involved 
is insignificant. 

Hanoi radio, while seldom 
giving details, has repeatedly 
admitted the continuation of 
isolated clashes in the delta. 
The most troublesome area is 
along the Vietnam-Cambodia 
border. In this area, former 
Saigon government troops are 
known to have occasionally 
co-operated with Khmer 
Rouge forces from across the 
'border to fight North Viet¬ 
namese units disliked by both. 
It is quite possible that former 
Viet Cong troops have been 
swept into this battling on 
both sides. 

The Viet Cong forces in the 
delta always enjoyed a large 
measure of autonomy in re¬ 
gional military activities, and 
party discipline was less rigid 
than elsewhere. 


BONN (UPI) - Poland has 
renewed its pledge to allow 
more than 125,000 ethnic Ger¬ 
mans to leave in return for 
$900 million in credits and 
payments from West Ger¬ 
many. 


Poland Initially said It 
would allow the emigration in 
a repatriation agreement 
signed last October in War¬ 
saw and approved by the 
lower house of the West Ger¬ 
man parliament last month. 


But opposition Christian 
Democrats, who control the 
upper house of parliament, 
had demanded Polish clarifi¬ 
cation of the agreement before 
giving it final Ratification. It 
comes before them Friday. 



VICTORIA MEAT 
MARKET 

625 JOHNSON 
386-8491 

POULTRY FEATURE of the WEEK 

TURKEY QQC 

WINGLETS. OOt 

GROUND 

BEEF iw.u.UsJu. 

SIDE BACON 14Q 

Our own sugar cured, ■ 

klckory-anakad sllcad.| ■ ■ \0 |b. | 

MINUTE I QQ 

STEAKS.I .99m 


CHUCK STEAKS 

AND 

ROASTS 


ONE TIME 
ONLY! 

EUROPEAN 
VARIETY SAUSAGE 

• GARLIC • FARMER 

• UKRAINIAN • SALAMI 

• BAVARIAN SMOKIES* HUNTER 


SWISS SALAMI 


49 


C No Limit!! 


Dealers 

Welcome!! 


LANGFORD MEAT^ 
MARKET mm 

732 GOLDSTREAM tSfi 
478-9567 

Skinless M A 

WIENERS 49,? 

RUMP and ROUND 1 >|0 
STEAK ROASTS l/Kf». 
LUNCHEON Q 70C 

MEATS.™,... Oil SI 

CROSS RIB QOO 

ROASTS . 99t 


85 


We've Got 
Some more . . 

QUARTER 

POUNDERS 

4 4 02 burners in a boa seme 
with onions 

with m m m m A 

■ ■■ 

Choice .... %0W. 


Get ready for Spring with fabulous 


the ^£ay 

Shrub Values from the Bay's Garden Shop 


Thursday 

9:30a.m. 

DOOR OPENING 
SPECIALS 

On sale up to one hour while quan¬ 
tities laet. Personal ahopplng only... 
*orry, no delivery. 



Rhododendrons 

An evergreen flowering shrub with 
flowers in dense clusters. 1 Gal. size. 

1.99 

• is.— — AA— —- 

nWEnETS 

Ideal ground cover and excellent for 

rockeries. 4" pot. 89* 


Ideal lor rockerlea and borders. 1 
gallon size. ^ gg 

Rockiry Shnb Siiectioa 

Dwarf Bamboo. 

Small to medium size. 4” pot. 

1.29 

Groan Hkvoki Cypress. 

Dwarf, pyramidal grower. 1 gallon. 

1.99 

Polyanthus 

An early Spring flowering perennial. 

4pot 3/1.88 

Chamaeeyparfe PteHera 
A urea Nana Evorgraan 

V to 3' spread. Beautiful golden 
colour, globular form. ^ gg 

Dwarf Alberta Sprue# 

(Glauca Albertina Conlca). Narrow, 
conical form, dense fine green 
foliage. 9"-12". 1 gallon. 

3.19 



Landscape Specimens 



Weeping White Pine 
(Strobile Pendula) 

Graceful weeping pine 
with soft, silvery green 
foliage. 5 gallon size. 



Leylandi Cypres* 

A rapid upright grower 
with green foliage. 5 gal¬ 
lon size. 


Aucuba Picturata 

Very showy with deep 
green margin and bright 
gold yellow centre. Re¬ 
quires a shady or semi- 
shady location. 1 gallon 
size. 


11.99 


2.89 


Variegated Holly 

Glossy green with gold 
foliage. 2 gallon size. 

5.49 

Osmanthus llicifolius 

Variegated Japanese 
false holly. 1 gallon size. 

2.89 


Evergreen 

Selection 



Spreading Junipers 

Golden Pfitzer 

Is the most popular 
golden yellow leaved 
juniper. Grows to 4 ft. with 
12'-15' spread. 


Blue^fitzer 

Has blue/green foliage 
Grows to 5 ft. with 10'-15' 
spread. 1 gallon size. 


Eech, 


1.99 


Cypress 

Golden Threadiest 

Semi-spreading with 
slender threadlike 
branches of gold/yellow 
foliage. Grows 4 to 12 ft. 1 

Gal. size. 2.89 



Golden Biota 

Dense, dwarf oval-shaped 
evergreen with bright 
golden yellow colour in 
Summer, turning yel- 
low/green In Winter. 1 

gallon size. 2.99 


Flowering Shrub Selection 


Pterts 
Forest Flame 

Excellent grower with 
striking red new growth. 
Starts to blqem profusely 
at an early age. 1 gallon 
size. 



Andromeda 

Polifolia 

A very dwarf shrub with 
pink flowers in May and 
June. Sometimes used as 
ground cover. 1 gallon. 


Piarls 

Taiwanensis 

A handsome dwarf 
evergreen with pure white 
flowers In late Spring 2 
gallon size. 


Lavender 

Small shrub with fragrant 
lavender or purple 
flowers. 1 gallon size. 


Mock Orange 
(Philadelphus 
Virginal#) 

Dense evergreen of 
medium height and showy 
white fragrant flowers in 
May. 1 gallon size. 


1.99 


2.39 


4.99 


2.29 


Pyracantha 
Orange Glow 

Masses ol bright scarlet 
berries in Fall. Grows to 8 
to 10 ft. Very hardy. 1 gal¬ 
lon size 2 20 


Supply subject to nursery stock. Per¬ 
sonal shopping only, No deliveries. 




Fertilizers 

Green Valley Super 
Lawn Builder 12-4-8 

Contains iron plus other 
nutrients. Slow releasing. 
40-,b bag 5 3Q 

Milorganite Fertilizer 

Enriching soil conditioner. 
Stimulates growth in plants. 
50-lb. bag 0 a 40 

Green Valley Moss Killer 

Something no gardener 
should be without. 40-lb. 

4.99 

Green Valley Dolomite Lime 

Contains magnesium and 
calcium. Assists in the 
chemical reaction of soil and 
fertilizer. 50-lb. bag. 

2 49 

Garden Shop, 2nd Parkade Leve/. * 


Where competitive prices are a policy, not just a promise. 

^uilson'sBau Company. 


DAILY STORE HOURS 9:30 A.M. TO 5:30 P.M. 
THURSDAY AND FRIDAY TO 9:30 P.M. 
PHONE 385-1311. FREE CUSTOMER PARKING. 


/ 











































































Island 

Financial Centre 
435 Trunk Road 
Duncan 

Pb. 746 6181 





Vancouver Island’s Leading !Setcspaper Since 1858 


Fair , 
high 8 
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Weather Details 
On Page 2 
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Author of Allmand‘s anti-hanging report: 

Public ‘ vindictive, blood thirsty 9 


OTTAWA (CP) - Public 
opinion on capital punishment 
retributive and bloodthirsty” 
in a report by a Simon Fraser 
University criminologist in 
which government was ad¬ 
vised to ignore hardening atti¬ 
tudes toward crime and 
punishment. 

The report, coming on the 
eve of a parliamentary debate 
on abolition of capital punish¬ 
ment, said Canadian atti¬ 
tudes were almost as tough 
where hanging is concerned 


Opposition 
leader, 
clergy 
arrested 
bv Korea 


SEOUL iUPIi Authori¬ 
ties Wednesday announced 
the arrest of South Korean op¬ 
position leader Kim Dae-Jung 
and 10 other persons • six of 
them Christian clergymen 
on charges of trying to over¬ 
throw the government of 
President Park Chung-Hee. 

Nine other persons, includ¬ 
ing former president Posun 
Yun, 78, were booked for 
investigation but were not 
arrested, according to the an¬ 
nouncement by Suh Jong-Kak, 
director of the Seoul district 
prosecutor’s office. 

(In London, Amnesty Inter¬ 
national. the private civil 
rights, organization, said it 
had cabled Park a protest 
against the arrests and urged 
iheir release.) 

Kim, 51. and the 10 others 
were accused of violating a 
government decree of last 
May 13. making political op¬ 
position, or reports of it in the 
press, a crime. The decree 
provides for a minimum one 
year in prison but does not set 
a maximum sentence. 

The arrests stem from a 
proclamation demanding 
Park’s resignation read 
March 1 during a meeting in 
Seoul's Myongdong Catholic 
Cathedral and allegedly 
signed by three opposition po¬ 
litical leaders and nine cler¬ 
gymen. 

Park placed South Korea 
under authoritarian rule after 
winning re-election to a third 
term in 1971. Kijn Dae-Jung 
was Park’s unsuccessful oppo¬ 
nent in the election with the 
backing of the opposition New 
Democratic party. 

Announcement of the 
arrests ended a nine-day news 
blackout on the March 1 proc¬ 
lamation and subsequent gov¬ 
ernment retaliation. 

Suh said Kim and two cler¬ 
gymen were the leaders of the 
alleged plot. 


as they were in the 1940s and 
1950s. 

The report, by Dr. Ezzat 
Fattah, chairman of the crim¬ 
inology department at Simon 
Fraser, was commissioned by 
Solicitor-General Warren All- 
mand and was made public 
this week. 

A note of introduction says 
the views of Fattah artnn’t 
necessarily those of Allmand. 

“Uninformed or irrational 
public opinion is not a jus¬ 
tification for bringing back 


the noose.” the report said. 
"A democratic government 
should not simply reflect unin- 
structeri opinion but should 
actively help to shape moral 
sentiments to rational com¬ 
mon ends . . . 

“Basing the final decision 
regarding the death penalty 
on public opinion would 
amount to basing economic 
policy on public feelings about 
the strength of the dollar, or 
basing foreign policy on pub¬ 


lic sentiments toward Russia 
or China . . .” 

The first Canadian public 
opinion poll on capital punish¬ 
ment was taken in 1943 and 
showed more than seven in 10 
Canadians in favor of hanging 
for murder and other serious 
crimes. This remained the 
case until the mid-1950s, when 
an abolitionist trend began to 
develop. By 1966, slightly 
more than one half of Canadi¬ 
ans were still in favor of 


hanging and abolitionist sen¬ 
timent had grown strongly. 

Attempts to have an aboli¬ 
tion bill passed in the Com¬ 
mons failed in 1966 but in 
1967, the present trial law, li¬ 
miting the death penalty to 
killers of police and prison 
guards, was passed. 

Fattah said the October 
crisis of 1970, and the murder 
of kidnapped Quebec labor 
minister Pierre Laporte, “rc- 

Con tinned on Page 2 
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Wide-eyed weeny world watcher 


Two-week-old Lori the loris perches on hand in 
Amsterdam's Artis Zoo Where it was born. Loris is 
nocturnal creature of lemur family, part of monkey 


group, and is found in 
been born in captivity. 


Scared fugitive ends 
three-hour house siege 


VANCOUVER (CP) - A 
man who identified himself as 
Glen Thomas Landers surren- 


Lebanon trying 
general amnesty 


BEIRUT (Reuter) — Army 
commander Gen. Hanna 
Saeed, speaking after a wave 
of army mutinies in Lebanon, 
declared a general amnesty 
for deserters Wednesday 
night. 

Before declaring the 
amnesty on national televi¬ 
sion. the general recommend¬ 
ed the government put “an 
immediate and radical end to 
the current events.” 

Political sources interpreted 
this as a warning the army 
would take action If the gov¬ 
ernment failed to heed the 
recommendation. 

The amnesty was an¬ 
nounced after Col. George 
Gharib. commander of Leban¬ 
on’s 1,000-man air force, 
called for a “general amnesty 
for military men except those 
who have committed 
murder." 

Gharib also called for a bal¬ 
ance between Moslems and 
Christians in the army. 

There were no precise fig¬ 
ures for the number of sol¬ 
diers in revolt. But available 
statistics suggest an approxi¬ 
mate figure of 1.000 mutineers 
out of an army of 15,000. 


Deserters took over three 
barracks Wednesday, two 
near the Israeli frontier and 
one in the northern |x>rt of 
Tripoli. 

Prime Minister Rashid 
Karami said the spreading 
mutinies threatened the army 
with disintegration which 
could lead to Lebanon’s parti¬ 
tion. 

Meanwhile, there was a new 
wave of kidnappings in 
Beirut. Political factions ab- 
duoted passers-by of the op- 
posite faith as hostages 
against the safe return of 
those seized by the other side. 


Birdland 

LONDON (l PI) — The 
Royal Society of Birds has 
just hired a new assistant 
manager, by name of A. Bird, 
lie joins a staff which In¬ 
cludes Barbara Buzzard, John 
Partridge, Celia Peacock, 
Helen Peacock and Dorothy 
Rook. 

!■>. vmm 


dered to police Wednesday 
following a three-hour siege in 
an east-cpd house. 

Police said the man was 
booked into the city jail under 
that name and police here 
were awaiting word from po¬ 
lice at Gloucester, Ont., to 
confirm the man's identity 
and to receive instructions on 
w hat to do with him. 

Glen Thomas Landers. 29. 
was one of seven prisoners 
who escaped from the Ottawa- 
Carleton Regional Detention 
Centre in June. 1975. During 
that incident two guards were 
shot — one wounded serious¬ 
ly. 

Three prisoners were recap¬ 
tured at once, including Barry 
Forsyth who was charged 
with attempted murdeir. and 
warrants for escaping custody 
were out for the others. 

The man who identified 
himself as Landers emerged 
from the house unarmed and 
before he was w’hisked away 
by police he talked to report¬ 
ers at the scene. 

He said he asked that rc- 
portera be present because he 
is to be sent to Ottawa and 
was afraid he would be bea¬ 
ten by police. 

He said he knew other peo¬ 
ple who. “when they were 
arrested, were beaten by the 
police and jail guard* so 
badly that they weren’t recog¬ 
nizable." 

Lander* said. “I asked thal 


reporters be here to take my 
picture . . . see what I look 
like today because I want to 
look the same when I appear 
in court in Ottawa.” 

Landers said he had been in 
Vancouver for about six 
months and had been in con¬ 
tact with his family. 

The incident was the second 
of its kind in Vancouver in 
five days. Guy Jean Bamier, 
36, has been charged with 
murder punishable by life im¬ 
prisonment and attempted 
murder following a siege in 
the city’s Kitsilano district 
last Friday in which a woman 
was shot to death and a man 
wounded. 


southeast Asia. Few have 

Cubans still 
in Angola 

WASHINGTON (UPI) - 
The United States is withhold¬ 
ing diplomatic recognition of 
the communist regime in An¬ 
gola because of the continued 
presence of some 12.000 
Cubans there, a state depart¬ 
ment official told U.S. 
Congress Wednesday. 
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Labor beaten 
on social cuts 


LONDON (AP) - Britain’s 
Labor government suffered a 
28-vote defeat In the House of 
Commons Wednesday nighl, 
bringing Conservative de¬ 
mands for it to resign or seek 
a vote of confidence. 

A government motion to cut 
spending on public services 
lost by 256 votes to 284. 

Left-wing Labor parliamen¬ 
tarians contributed to the de¬ 
feat. They had bitterly op¬ 
posed many of the cuts which 
hit hardest at education and 
stopped all spending on new 
hospitals. 

Prime Minister Harold Wil¬ 
son's government has an over¬ 
all majority of one in the Com¬ 
mons. It previously has de¬ 
pended on support from Scot¬ 
tish and Welsh nationalists. 
Liberals and Independents to 
pass its legislation. These 
members opposed the cuts 
along with the Conservatives. 

Margaret Thatcher. Conser¬ 
vative party leader, demand¬ 
ed the government either re¬ 
sign or seek a vote of con¬ 
fidence. 

Cabinet Minister Edward 
Short replied that Wilson 
“will consider the situation 
created by this vote tonight 
and will announce his inten¬ 
tion in due course." 


Shot with own guns in Angola 

Women execute 
Cuban 4 rapists’ 

LUSAKA. Zambia (Reuter) A female firing 
squad has killed 17 Cuban soldiers for rape and murder 
in war-torn Angola, says an Angolan guerrilla move¬ 
ment communique. 

It says raped women identified five of the 17 cap¬ 
tured Cubans as their violators. 

“They were tried for rape and murder,” the com¬ 
munique says. “All 17 were executed. The firing squad 
was composed entirely of women. The Cubans were 
shot with their own guns.” 

The communique was brought to Lusaka by a rep¬ 
resentative of Dr. Jonas Savimbi, leader of the pro- 
Western UNITA. the National Union for the Total In¬ 
dependence of Angola. 

It quotes an Angolan women’s leader. Miss Eunice 
Sapassa. as saying four women were raped early last 
week by 25 to 30 Cuban soldiers near a village between 
the towns of Huambo and Silva Porto. 

Five days lateV, the communique says, a UNITA 
military unit surrounded a 20-man Cuban patrol work¬ 
ing on an armored personnel carrier that had broken 
down. , 

Seventeen Cubans survived the encounter, and 
these were the men who died at the hands of the 
women's firing sqqari. 


‘Perfect,’ says PM 
to united provinces 


OTTAWA (CP) - While the 
constitutional controversy he 
started last weekend con¬ 
tinued in the provinces 
Wednesday, Prime Minister 
Trudeau said he was pleased 
premiers may get together on 
the issue. 

"Perfect, perfect,” Trudeau 
said, referring to moves by 
Quebec Premier Robert 
Bourassa to mount a united 
front of provincial govern¬ 
ments against any unilateral 
federal action to bring the 
constitution to Canada. 

By Tuesday, Bourassa had 
solicited support from all pre¬ 
miers but British Columbia’s 
William Bennett, and Wednes¬ 
day he completed the list by 
reaching Bennett at an un¬ 
disclosed holiday spot. 

B . C . Attorney-General 
Garde Gardom, who heads a 
cabinet committee studying 
the question of amending the 
constitution, said his govern¬ 
ment hoped the issue would 
only be resolved by a "con- 
s e n s u s throughout the 
country." 

And in Saskatchewan. Pre¬ 
mier Allan Blakeney told re¬ 
porters at his weekly news 
conference that constitutional 
amendment must be based on 
the consent of provincial gov¬ 
ernments. not on any federal 
law passed by Parliament 
where the bulk of members 
come from Ontario and Que¬ 
bec. 

Canada’s constitution, the 
109-year-old British North 
America Act. now can only be 
changed by the British Parlia¬ 
ment. For the last 50 years 
there have been a number of 


attempts to reach consensus 
on a domestic amending for¬ 
mula, but all have failed. 

Trudeau has said repeated¬ 
ly he wanted to bring the con¬ 
stitution home, but in the past 
he has maintained that he 
would not act unless there 
was agreement by all prov¬ 
inces on an amending formu¬ 
la. 

I-ast weekend, however, he 
said the federal government 
would act unilaterally if the 
provinces could not agree on 
ihe issue. The statement set 


off controversy, and the 
prime minister appeared to 
soften his stand Tuesday 
when he told the Commons he 
would not ask Parliament to 
act before he consulted the 
provinces. 

Although negotiations on the 
formula were near an end, he 
said, there appeared to be lit¬ 
tle chance of reaching hoped- 
for unanimous consent. 

At his news conference. Bla¬ 
keney said he considered the 

Continued on Page 2 


Protestant 
Ulster gun 


leader 

victim 


BELFAST (AP) - Two per¬ 
sons, one a prominent Protes¬ 
tant paramilitary leader, 
were killed Wednesday night 
by gunmen in Northern Ire¬ 
land, authorities said. 

Sammy Smyth, a leading 
spokesman for the Protestant 
Ulster Defence Association on 
policy and ideology, was shot 
ai his sister's home in North 
Belfast after answering a 
knock at the door, police said. 

Last week. Smyth said the 
UDA should talk with the 
mainly-Catholie Irish Republi¬ 
can Army following the fail¬ 
ure of Northern Ireland’s 78- 
member convention to work 
out a system of self-gover- 
ment. 


The murder followed a 
threat against Smyth’s life 
last week. An organization 
calling itself communist ac¬ 
cused him of being a fascist, 
and in a long statement sent 
to newspapers said: “He will 
not go unpunished." 

In the northeast town of 
Drumbeg, gunmen killed one 
man and wounded several 
others in a bar, authorities 
said. No further details were 
available. 

Meanwhile, the Irish gov¬ 
ernment in Dublin has sent a 
report to the Euroj>ean Court 
of Human Rights alleging tor¬ 
ture of suspected terrorists by 
British security forces in 
Ulster. 


Only one scream broke silence 


CAVALESE, Italy (Reuter) 
— A 14*year-old Italian girl, 
the only survivor of the 
world’s worst cable car disas¬ 
ter, said Wednesday she woke 
to the sound of her own 
screams after the death 
plunge in the Dolomite Moun¬ 
tains. 

The other 42 passengers in 
the crushed cable car were ei¬ 
ther dead or dying. 

Alessandra Piovesana, 
being treated for multiple 
fractures in this Dolomite ski 
resort. told doctors the 


packed cable car suddenly 
lurched backward as it ap¬ 
proached the ground station 
here. 

“Everybody was screaming 
and then it all went dark,” 
hospital officials quoted her 
as saying. 

Alessandra. in critical con¬ 
dition following an operation, 
said she woke up after the 
crash. 

"I couldn’t understand why 
I could hear only my own 
screams. There was no other 


sound—it was all quiet around 
me.” she said. 

Investigators hope Ales¬ 
sandra, whose two school 
friends were killed, might be 
able to. shed some light on the 
reason for the crash. 

EleN-en younafcgv were 
among the dead. 

Arturo Tanesini, director of 
the cable car company, told 
reporters he could not explain 
why the car's support cable 
snapped when the cabin was 
almost at the end of its jour¬ 
ney at dusk. 


"The support cable should 
not break. It’s incredible," he 
said. 

A pjlice spokesman said 
investigators had ruled out 
sabotage as the cause of the 
crash. 

Officials of Ihe cable car 
run, which was built 10 years 
ago by Hoelzl Co. of Merano. 
Italy, said it had been regu¬ 
larly maintained and had 
shown no signs of malfunc¬ 
tion. 

The wreckage of the cable 


car was roped off by police 
pending the arrival of an 
investigating magistrate to 
take charge of inquiries into 
the disaster. 

Only six of the 43 people on 
board survived the impact of 
the crash, made worse by the 
crushing weight of the support 
pylon's wheel assembly which 
was dragged down atop the 
cabin. 

Five of the six initial sur¬ 
vivors died soon after the 
crash. 
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Western Europe 

Inflation 
makes 
a new 
surge 


PARIS — After tour months 
of steady progress' in the 
struggle to bring down world 
inflation, consumer prices 
turned upward again in Jan¬ 
uary in Western Europe and 
“accelerated significantly.” 

This is the gloomy news in 
the latest statistical study on 
monthly consumer price 
trends issued by the Organiza¬ 
tion for Economic Coopera¬ 
tion and Development, head¬ 
quarters in Paris. It covers 
the 23 most industrialize^ na¬ 
tions of the world. 

Even though the consumer 
price trend continued a 
healthy downward direction in 
the United States, the average 
lor OECD as a whole was up 
from .5 per cent in December 
to .3 per cent in January. 

The gap in performance be¬ 
tween the United States and 
Europe widened considerably. 
The American price increases 
slowed down from .4 per cent 
in December to .2 per cent in 
January. In Europe they went 
the other way. from .7 per 
cent to 1.1 per dept in Jan¬ 
uary. 

This pul Europe back in the 
double-didgit inflationary rat¬ 
ings at the start of the new 
year, just when most govern¬ 
ments were beginning to 
breathe small sighs of relief 
that the worst seemed to be 
over. 

The OECD draws no conclu¬ 
sions from the monthly fig¬ 
ures as to whether this Is a 
reversal of trend, or only a 
brief seasonal setback. Sea¬ 
sonal factors played a role, 
but Without offering any In¬ 
terpretation of the figures, the 
OECD simply states: 

“In almost all other coun¬ 
tries, apart from the United 
States, a reacceleration of 
prices was substantial, re¬ 
flecting a reversal of favor¬ 
able seasonal factors, some 
accidental developments such 
as the potato shortage in 
Western Europe, and the be¬ 
ginning of a new round of ad¬ 
ministered price increases. 
The gradual strengthening of 
a number of commodity 
prices since late 1975 has also 
started to exert an influence.” 

By “administered price in¬ 
creases” the OECD is refer¬ 
ring to such things as rail and 
public transport, gasoline and 
fuel oil, electricity, telephone, 
postal and other charges, 
which in Europe are generally 
tixed by government decree 
or nationalized enterprises. 

Even West Germany, which 
has had the most enviable an¬ 
ti-inflation record in Europe, 
has been hit by the upward 
swing. In December, prices in 
Germany rose by only .3 per 
cent, but in January the jump 
was .8 per cent. The jump in 
the Netherlands was the 
highest in Europe — 15 per 
cent in January compared to 
.6 per cent in December. 

Great Britain managed to 
hold even on its excessively 
high inflation, with price in¬ 
creases averaging 1.3 per cent 
in both December and Jan¬ 
uary. The French inflationary 
rate, however, jumped up 
from .6 per cent to 1.1 per 
cent at the start of the new 
year. 


New tax treaty 
helps investors 

MANILA (Reuter) — Cana¬ 
da and the Philippines will 
sign a tax treaty and a 
foreign investments insurance 
treaty within two months, a, 
spokesman for’ the Canadian 
Embassy has said. The tax 
treaty aimed at preventing 
investors of either country to 
be taxed twice. 
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Parkdale 

MOTORS ^ LTD. 

2151 BLAN8HARD 
386-2277 

Dealer l.lof»c« N«. D-lMt 


We Try Harder 
Because We Care 



CAN ONE OF CANADAS 
MOST SUCCESSFUL 
INTERNATIONAL COMPANIES 
GET GLOBAL RECOGNITION 


YES. HOW? 


By changing our name we are now able to market our products throughout the world 
under one corporate name. This means instant recogiition no matter where we sett our 
products. 

Before we changed our name we sold our products as Northern Electric fa most of the 
world. But in the largest single telecommunications market of them all, the United States, we 
were unable to do so. 

In the United States the Northern Electric name was already being used by a 
manufacturer of electrical appliances. In addition, a competitive manufacturer there uses the 
name North Electric. Obvious elements of confusion for customers, suppliers and investors 
alike. 

To avoid such confusion we have changed our name to Northern Telecom; a name 
which projects more accurately the nature of our products and the world-wide industry we 
serve, n is the name by which we will be known wherever we design, manufacture or market 
our products. 

Through our plants and offices around the world, we design, manufacture and sell 
private and central office switching systems, electronic platforms for satellites, coaxial cables 
for cable TV, data transmission and business and personal communications apparatus. 

The majority of our products are conceived and designed by the more than 1,700 
people at Bell-Northern Research, our industrial research centre near Ottawa. Many of our 
products have established world standards for design, efficiency, reliability and cost 

WHAT DOES THIS MEAN TO YOU? 

We stimulated the economy lastyear through the $330,000,000 we paid our Canadian 
employees in salaries, wages and benefits. 

Educational and cultural activities were improved through Northern Telecom grants to 
organizations across Canada. 

It means we shared the Canadian tax burden with the more than $135,000,000we set 
aside for federal, provincial and municipal faxes last year. 

Also fast year we bought more than $300,000,000 worth of goods and services from 
other Canadian companies, creating additional employment 

Over the past 12 months we exported $65 million in Canadian-made products and 
in components for use in our factories outside 
Canada. 

We’re convinced that the 
future can belong to Canada 

—to a. of us. But we have to nOftHCfll 

We re doing our part ■ 

with this simple commitment: H M4 

to improve world telecom- — * wBWWWi ■ ■ 

munication systems so that all 
nations can better communi¬ 
cate with each other. NORTHERN TELECOM LIMITED, MONTREAL,QUEBEC 




Twenty-four manufacturing plants across Canada. Amherst, NS. Belleville. Ont, Brampton, Ont. Calgary, Alta. 13). Kingston. One, Lachine, Que. 14), LaSalle, Que., London, OnL, Lucerne, Que. 
Moncton, N.B . Montreal, Que, Montreal North, Que., Regina, Sask.. St Laurent Que., Saint John, N.B. 12), St John's, Nfld., Toronto, Ont, Winnipeg, Man. 

Prior to March 1 Northern Telecom Limited was known as Northern Electric Company, Limited. 
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RCMP officer 
receives award 


NANAIMO - Const. C. P. 
Bodnarchuk of the Nanaimo 
RCMP detachment Tuesday 
was presented with a special 
award of merit from the 
Order of St. John of Jerusa¬ 
lem, for his actions last No¬ 
vember in saving the life of a 
city man. The man tried to 
commit suicide by hanging in 
a Nanaimo hotel. 

The award was presented 
by Mayor Frank Ney and 
Gordon Wagner, head of Is¬ 
land Ambulance Service, Nan¬ 
aimo, representing the local 
St. John Ambulance branch. 

Bodnarchuk, son of Mr. and 
Mrs. William Bodnarchuk, of 
Wynard, Sask., and two other 
officers freed the man, and 
Bodnarchuk administered ar¬ 
tificial resuscitation and ex¬ 
ternal cardiac massage for an 
extended period. 

As noted in the citation, the 
man showed neither heart 


beat nor pulse and was not 
breathing at first. 

The man was later removed 
to hospital but not before 
breathing and heartbeat had 
been restored. 

Inspector D. J. Webster, of¬ 
ficer in charge of Nanaimo 
detachment, said during the 
ceremony that it is not often 
"we have the chance to pub¬ 
licly congratulate our 
members for their quick re¬ 
sponse to the community’s re¬ 
quests for help." 

"This afternoon, we have 
such an occasion. The actions 
of this watch, and particularly 
Const. Bodnarchuk, do merit 
respect and show very clearly 
the dedication and determina¬ 
tion of the general duty 
members to assist the pub¬ 
lic." ' ' • 

Ney added his personal con¬ 
gratulations and those of the 
entire community. 


Uniformity sought 
in hunting rules 


NANAIMO - Lack of uni¬ 
formity in hunting regulations 
and poor communication with 
the public should be resolved 
before the B.C. fish and wild¬ 
life branch publishes its regu¬ 
lations before 1976-77, says the 
regional director of the 
branch. 

In a letter sent to Van- 
c o u v e r Island regional 
boards. J. C. Lyons says the 
new regulations are being 
drafted. A number of 
firearms discharge bylaws 
have recently been enacted 
throughout the Island, but the 
bylaws lay down varying re¬ 
strictions, and no adequate 
means exists for informing 
bbth the hunting and non¬ 
hunting public about the laws 
in any particular area. 

Similar problems in the 
Fraser Valley were tackled 
by a multi-phase program two 
years ago, a program which 
has met with considerable 
success, said Lyons. 


That program included es¬ 
tablishment of local commit¬ 
tees to arrive at solutions to 
problems; development of a 
standard firearms discharge 
bylaw for all municipalities in 
the area; posting of all 
firearms discharge bounda¬ 
ries with standard signs ap¬ 
proved by the highways de¬ 
partment; the printing of a 
brochure outlining the pro¬ 
gram and containing maps 
showing status of the various 
hunting areas, and issuance of 
a special area hunting li¬ 
cence. 

While the special licence is 
not being suggested for the 
Island, other aspects of the 
program would work well 
here, says Lyons. 

He will meet with the re¬ 
gional board’s public safety 
committee to discuss the pro¬ 
gram. 




McGLINNE-SS 

SILK 
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Pharmacists will get more 
if Pharmacare pact passes 


McGUINNESS SILK TASSEL 
the good, 5 year old whisky that is so smooth 
with whatever mix. Just ask for Silk and... 


Silk’n Cola 


BODNARCHUK RECEIVING certificate of merit 
from Warner, who imulc tile presentation on behalf 
of the Order of St. John of Jerusalem. 


Service clubs respond 


NANAIMO — Mayor Frank 
Ney has received response 
from three city service clubs 
to his plea earlier for assis¬ 
tance in bearing the cost of 
providing shelters at several 
key bus stops in the city. 

The mayor called for ser¬ 
vice club participation in a 
program to provide shelters 


at bus stops at the post office. 
Harbour Park shopping 
centre, near senior citizens 
housing projects and other 
key locations. 

Tuesday, the mayor said 
that the Elks Clqb, the Sons of 
Norway Lodge and the Kins¬ 
men Club have all expressed 
interest in the project. 


Pharmacare provides free 


prescriptions to the elderly, 
the handicapped and people 
on welfare in B.C. 

The. minister also said he 
hoped delays in payments to 
druggists of about six weeks 
would be eliminated by the 
recent hiring of two new per¬ 
manent staff members and 
two temporary workers. 

Vander Zalm said the two 
temporary staff members 
might become permanent em¬ 


ployees arid it was anticipated 
that pharmacists would re¬ 
ceive Pharmacare payments 
within 30 days of providing 
the service. 

Delays in payments to the 
pharmacists were pointed out 
last week by Conservative 
leader Scott Wallace who said 
the government’s tardiness 
was forcing some phar¬ 
macists to borrow money to 
meet operating costs. 


By THE CANADIAN PRESS 

Pharmacists in B.C. would 
receive up to an additional 20 
cents for each Pharmacare 
prescription under a tentative 
agreement reached Tuesday 
with the provincial govern¬ 
ment. 

Human Resources Minister 
William Vander Zalm said 
after a one-hour meeting with 
representatives of the B.C. 
Professional Pharmacists’ So¬ 
ciety that the druggists’ fees 
would he boosted to $2.Z5 
from $2.55 for each prescrip¬ 
tion. 

The amount of the increase 
would vary depending on the 
individual prescription, he 
said. 

Under the agreement, 
which must lie ratified by the 
society members, the govern¬ 
ment would review the fee 
schedule in October, when the 
druggists are expected to ask 
for $3 a prescription fee. 


get together more often!’ 


“You really have good taste.” 


1 EXTREMELY URGENT SALE* 

THE MOST UNFORGETTABLE AND VALUABLE COLLECTION OF 

ORIENTAL RUGS 

RETAINED SHIPMENT ORDERED FOR IMMEDIATE DISPOSAL 
Th«M International High Standard Oriantal Ruga and Carpate ware apaclallv 
brought In tor the VANCOUVER HOME SHOW of 1976. (A rare opportunity to 
buy a breathtaking Unique Collection). 

BEING SOLD AT BARGAIN PRICES THAT MAY NOT BE REPEATED 
Many exceptional Items ot selected qualities o( high Investment calibre and other ex¬ 
clusive items featuring: 

Museum quality, Tabriz, Birds o( Paradise, a Unique Isfahan, Theran Picture Rug, Birth 
ol Christ. Imperial Klrman, Palace Quality Kashan, Fine Quality Naln, Large Ardabil. 
Breathtaking Hunting Rugs. Mashad, Blouch. Prayer Rugs. Kafkaz. Magnificent Royal 
Bokharas and Imperial Kashan in Large Sizes. Fine quality Jewels ol the Loom, Tree of 
Life. Saroukial. Pendic. Turani. Takhtataous. True Justice Story of Klnq Solomon 
described in pictures. Hutchlo Rugs. Bhadshawhe Rug and many more. This collection 
also includes many runners and authentic Kashmir Handmade (needle work) 
Tapestries. 

DON'T MISS A UNIQUE COLLECTION SUCH AS THIS. 

IT COULD BE CONSIDERED A WISE INVESTMENT. 

Evsry pl.ee I, a work of art and guarantaod hand knotted by the Maator Waavar. Sizaa (rom1'»"x2’ 
to 10'x14' approx. Runnora 2 x3’ to 3’x22' approx. 

nrn I mil mil Cavallar Min* 14* t 151* 

ntU L UN INN noom *"*»toi.a-iop.* 

<a htwai ami Smtay ad Monday M««4.y 10 i.a.-7 p.n. 


EATON’S 

For the 

Hard of Hearing 


Unitron hearing aids 
can help nerve deafness 
and understanding. We 
supply batteries at no 
charge for the Ufe of the 
Unitron rechargeable 
Hearing Aid at Eaton's. 

Fourth Floor 312-7141 




FRANKLIN FIREPLACES 
METAL FIREPLACES 

VAN. I8LE STOVE SHOP 

•45 Goldstream Av*. 

471-0322. Closed Mondays 

311 


Hurry, and get a great buy on a dependable 
Viking appliance! They're all guaranteed 
for satisfaction or your money refunded. 




‘ *; mrnm m •« ** f 


Viking 14.8 cu. ft. 
refrigerator 


Viking 12.1 cu. ft. 
freezer 


Viking convertible 
dishwasher 


Viking automatic 
2-speed washer 


399 " 

Economical 3 push-button dishwasher 
features 7 cycles; 2 wash levels; soft food dis¬ 
poser, faucet bypass valve; silverware basket 
and 2 detergent dispensers. In gold color, 10.00 
extra. 

Dishwashers, Dept. 256, Main Floor, 

Home Furnishings Building. 


519 " 

Guaranteed range has automatic preheat 
oven; no-tum speed broil; Infinite heat; 5-ring 
elements; delay, cook and . hold; recessed 
cooktop; and storage drawer. In gold color, 
10.00 extra. 

Ranges. Dept. 256. Main Floor. 

Home Furnishings Building. 


359 " 

Economical washer has 5 wash/rinse 
temperature combinations; 3 cycles (regular, 
permanent press, delicate); 3 water level 
selections; automatic load balance; safety lid 
switch and more. 

Washers, Depi. 257, Main Floor. 

Home Furnishings Building. 


469 " 

Frost-free refrigerator has 140 lbs. freezer 
capacity; four 10-position adjustable shelves; 
two freezer shelves; twin crispers; storage in 
both doors and polyester enamel interior. Gold 
color, 10.00 extra. 

Refrigerators, Dept. 259. Main Floor, 

Home Furnishings Building. 


279 " 

Reliable freezer has 424 lbs. storage capacity; 
basket and divider; interior light; sturdy 
polyurethane foam insulation ami lock and 
key. 

Freeiers, Dept. 259, Main Floor, 

Home Furnishings Building. 


Viking upright vacuum cleaner 

79 " 

Low profile vacuum features power driven 12' 
brush; convenient toe switch; 3-position handle and 
no-mar bumper 

Vacuum Cleaner,. Dept. 258. 

Mala Floor. Home Furuiiblng, Buildini 


Matching Viking dryer 

239 " 

Dryer features timed and automatic dry cycles; 
automatic permanent press/delicate cycle; and 
more. 

Dryers, Dept. 257, Main Floor, 

Home Furnishings Building. 


Viking canister vacuum cleaner 

114 " 

Versatile vacuum for rugs, bare floors, drapes and 
upholstery. Draws over 1800 cu. in of air per se¬ 
cond. 

Vacuum Cleaners, Dept. 258. 

Main Floor, Home Furnishings Building. 


Viking 17.8 cu. ft. cheat freeaar 

309 " 

Quality freezer has full 623 lbs. storage capacity; 
fast freeze section; basket; divider and much 
more. 

Freezers. Dept. 259, Main Floor, 

Home Furnishings Building. 


Don’t miss these Viking values. Use your handy Eaton’s account card 


EATON'S 


BUYLINE 388-4373. Store Information 382- 
7141. Store Hours Dally; 9:30 a m. to 5:30p.m. 
Thursday and Friday 9:30 a.m. to 9:00 p.m. 
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Nanaimo 

CUPE 

votes 
to strike 


NANAIMO - Nick Mieras, 
president of Local 606, Cana¬ 
dian Union of Public Employ¬ 
ees, said Wednesday that a 
membership vote of 89 per 
cent in favor of strike action 
indicates members ‘are no 
longer prepared to play 
around as the Mid-Island Em¬ 
ployers' Association has 
done." 

He said negotiations on be¬ 
half of 220 non-teaching staff 
of Nanaimo school district 
have gone on for about four 
months without positive re¬ 
sults. 

In another dispute involving 
the Employers’ Association. 
10 employees of the town of 
Ladysmith voted 80 per cent 
Tuesday night in favor of 
strike action to back contract 
demands. 

The Ladysmith workers are 
in one of four units of CUPE 
Local 401. The other units, 
which include employees of 
the city of Nanaimo. Nanaimo 
Region Board and Nanaimo 
Parks and Recreation Com¬ 
mission, have not held strike 
votes. 

The Canadian Press 
Wednesday distributed an er¬ 
roneous report that Local 401 
had voted in favor of striking. 

Stan Boshier, Local 401 rep¬ 
resentative, said the Ladys¬ 
mith vote was held to get the 
parties back to the bargaining 
table. Because a mediator Is 
still involved in negotiations, 
no strike could be launched. 


CPR admits 
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Replacing date 

for trestles 
known in ’70 


Calm weather helps herring fishermen 


Aluminum skiffs full of herring pull alongside pack¬ 
ers in Barkley Sound, as B.C. herring season enters 
its second week. It is average-to-good year for fish¬ 
ermen who are after herring roe, delicacy in Japan 
where it sells for $20 a pound. Until Wednesday, 


rare, calm weather on west ccast kept this season’s 
toll to one death in four sinkings. Last year's season, 
which lasts six weeks, was marred by lots of 10 men 
in 14 fishboat sinkings. 


Windstorm hits Nanaimo area 

Tugboat saves herring packer 


Hunting rules 
meetings set 

PORT ALBERNI - The re- 
gional director for the B.C. 
fish and wildlife branch will 
meet with the Alberni- 
Clayoquot Region Board in 
the near future, to discuss un¬ 
iformity in hunting regula¬ 
tions. Similar meetings are 
being arranged with other re¬ 
gional boards on Vancouver 
Island. 
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By FRED CURRIE 

Colonist Corrospondont 

NANAIMO — A 100-foot her¬ 
ring packer was resting in the 
protection of Nanaimo harbor 
Wednesday night, after it had 
been towed to^afety from the 


o^tet; 


wind-swept waters of Georgia 
Strait. 

The packer, which has not 
been identified, lost its steer¬ 
ing gear near Five Finger Is¬ 
land, about one and a half 
miles outside Departure Bay, 
during a major wind storm 


Council delays 
curfew move 


NANAIMO — City council 
here has delayed the making 
of a decision on implementa- 


Need for involvement 
by governments 

in recreation stressed 


QUAUCUM BEACH - One 
hundred fifty delegates to the 
174h annual Vancouver Island 
Recreation Commission con¬ 
ference held here recently 
heard guest speaker Dr. Ted 
Storey, chairman, department 
of recreology at University of 
Ottawa, stress the need for 
more involvement by all 
levels of government in recre¬ 
ation. 

Speaking to representatives 
from most Vancouver Island 
recreation commissions as 
well as recreation directors, 
Storey outlined his findings 
after years of study into rec¬ 
reation in Canada. He said 
that recreation holds Canada 
together and that every com¬ 
munity shares with the re¬ 
mainder of the ccountry the 
same problems, when at¬ 
tempting to make politicians, 
especially those at the munici¬ 
pal level, aware of the recrea¬ 
tional needs of the communi¬ 
ty. 

Storey said recreation com- 
missions can influence 
progressive improvements in 
the democratic system and 
that purposeful involvement 
of the people should not be 
taken too lightly by govern¬ 
ments. Recreation, he said, 
involves both the professional 
recreational director and the 
politician, and one cannot suc¬ 
ceed without the other. 

Commenting on the 
numbers of governmental 
agencies involved in recrea¬ 
tion, Storey said at the feder¬ 
al level there are 66 agencies, 
in B.C. about 20. and in his 
home province of Ontario, 56. 

The annual conference was 
organized by District 66 (Nan- 


oose Bay to Whiskey Creek to 
Bowser, recreation director 
Brian Storrier and the Dis¬ 
trict 69 Arena Commission. 


tion of a curfew until further 
study has been completed. 

The curfew for juveniles 
was approved in principal by 
aldermen at the last council 
meeting, but at that time, 
council said a decision would 
be made only after some 
study. 

Council is awaiting reports 
from the Nanaimo school 
board and, in addition, will 
* hear a verbal report from 
Jim Wescott, youth officer of 
the Burnaby school district. 
The district of Burnaby has 
had a curfew in effect for sev¬ 
eral months. 

Westcott will be Invited to 
address a .joint gathering of 
council and school board 
members here in the near fu¬ 
ture. 


which hit the area Wednesday 
afternoon. 

In a first rescue attempt, a 
passing commercial fishing 
boat put a line aboard the 
packer but the line snapped 
as the boats were buffeted by 
50 mile an hour winds gusting 
as high as 75. 

Meanwhile, a tugboat ar¬ 
rived on the scene. The Sea 
Comet put a heavy line 
aboard the packer and towed 
it to safety. 

During the same time, the 
Rescue Co-ordination Centre 
in Victoria reported the coast 
guard cutter Ready had a 
commercial fishboat in tow- 
heading for Nanoose Bay. 
Also, the rescue helicopter 
had been dispatched to search 
for an 18-foot pleasure craft 
which had come loose from 
its mooring during the storm. 

The windstorm was not 
completely unexpected, but 
its force was. The Victoria 
and Vancouver weather of¬ 
fices had issued gale warn¬ 
ings for the Nanaimo area as 
early as Wednesday morning, 
but had predicted wind in the 
region of 35 mileR an hour. 

Despite the high wind and 
rough sea, B.C. Ferries con¬ 
tinued to operate out of Nan¬ 
aimo and Horseshoe Bay, al¬ 
though a spokesman said 
Wednesday afternoon that 
vessels were running behind 
schedule. 

The wind caused a wide¬ 
spread power outage in the 


Cedar district for several 
hours Wednesday afternoop, 
but B.C. Hydro crews had 
power restored by the time 
darkness fell. 

The winds subsided to be¬ 
tween 25-30 miles an hour 
after dark, but were predicted 
to be brisk today in the Nan¬ 
aimo area and on Georgia 
Strait. 

There was no major dam¬ 
age and no injuries were re¬ 
ported during the storm. 


By DON COLLINS 

Colonist Reporter 

A Canadian Transport Com¬ 
mission hearing was told in 
Victoria Wednesday that CP 
Rail knew five years in ad¬ 
vance two railway trestles 
north of Parksville would 
have to be replaced by 1975 at 
the latest. 

They weren't replaced and 
CP halted its Esquimau and 
Nanaimo Railway service be¬ 
tween Parksville and Cour¬ 
tenay last July 1 on the 
grounds that the trestle* were 
unsafe. 

'Die hearing, which enters 
its fourth day in Victoria 
today after a four-day session 
at Qmrtenay, is dealing with 
a double application from CP. 
The company wants permis¬ 
sion to officially suspend ser¬ 
vice between Parksville and 
Courtenay and to discontinue 
passenger service on the en¬ 
tire line from Courtenay to 
Victoria. 

While most of Wednesday 
was spent in technical testi¬ 
mony about methods of con¬ 
struction and costs, Nanaimo 
Mayor Frank Ney managed to 
give the proceedings a dash of 
color. 

During a late afternon ap¬ 
pearance Ney said the passen¬ 
ger service should not only be 
maintained, but doubled and 
pepped up to the point of ini¬ 
tiating "champagne flights." 

He also said the province 
should either subsidize or ex¬ 
propriate It. 

Before he got his turn, how¬ 
ever. CP’s Vancouver division 
engineer. Robert Kerr, dis¬ 
closed that the railway had 
known by 1970 the trestles 
wouldn’t be good for use 
beyond 1975. 

During questioning by B.C. 


government counsel Melvin 
Smith. Kerr said the trestles 
at French Creek and Sable 
River had been reconstructed 
in 1954 and 1956. He also said 
untreated timber could be ex¬ 
pected to last 15 or 16 years. 
Treated timber has a longer 
lifespan and had been used 
since to give the trestles what 
was considered necessary 
support until 1975. 

\Wien he admitted to Smith 
that this was known in 1970. 
the lawyer wanted to know if 
it wasn’t a "rather casual 


Goose Spit 
proposed 
for college 

OOMOX Establishment 
of a marine college on Goose 
Spit has been proposed by 
Oomox Aid. Ronald Ellis. 

Ellis said such a college 
could make use of existing fa¬ 
cilities at HMCS Quadra, a 
land-based naval training es¬ 
tablishment which receives 
little use in winter months. 

The college could provide 
courses in all areas of sea¬ 
manship, Ellis said. 

Ellis says the Goose Spit 
location, a short distance 
from downtown Comox, would 
be ideal and he points out that 
establishing the college would 
be a fairly easy task. 

A letter will be sent to Edu¬ 
cation Minister Pat McGeer 
outlining the proposal. 


Half-fare for natives stays 
a panel-baffling mystery 


The chairman of the Cana¬ 
dian Transport Commission 
panel hearing CP Rail’s appli¬ 
cation to end passenger ser¬ 
vice on Vancouver Island 
wants the railway to clear up 
the mystery surrounding the 
half-fare for Indians riding 
the E and N Railway. 

"I would like to suggest we 
get to the bottom of this," 
D. H. Jones said Tuesday 
after a CP official told him he 
had been unable to find a 
basis for the half-fare. 

"Before w r e make a judg¬ 
ment on this case (application 
to drop E and N service) we 


would like to know what the 
position of the railway is." 

Indian spokesmen had in¬ 
dicated at the hearing Mon¬ 
day that the half-fare was 
part of CP’s agreement in re¬ 
turn for Indian lands many 
years ago. 

The hearing was told many 
Indians seeking half-fare pas¬ 
sage on the E and N in past 
had been subjected to dis- 
i -imination by railway em¬ 
ployees asking them to prove 
they were Indians. 

Under questioning. Donald 
Colling*, CP’s passenger ser¬ 


vice chief in the Pacific Re¬ 
gion, said there appeared to 
be no record of the matter in 
Vancouver or at the railway’s 
Montreal headquarters. 

He was led to believe the 
half-fare had been initiated as 
a privilege rather than an 
agreement. 

The answer wasn’t enough 
for Jones, who said he 
thought the same question 
had been put to the railway 
during another application 
hearing in 1970. The railway's 
earlier attempt to end passen¬ 
ger service on the Island was 
rejected. 


Victoria is simply a whale of a place 


B* JON FERRY 

Coltnist Reporter 

Chances are that if you see 
one killer whale in Victoria 
waters, you’ll end up seeing 

50. 

That’s not because you’ve 
got whale vision but because 
the most frequently sighted 
whales in local waters travel 
together — all 50 to 55 of 
them. 

Whales, in fact, are family 
creatures, according to expert 
Michael Bigg of Nanaimo. 
They form pods which they do 
not like to shed. 

Three of these pods just 
happen to like the Victoria 
area as much as they like 
themselves. 

THEY HUNT and live to* 
gether like a wolf-pack and 
are "the most common group 
that Victorians see," Bigg 
told the Colonist Tuesday. 

Bigg should know. He and 
two other Nanaimo-based fed¬ 
eral marine biologists have 
already spent four years 
studying the creatures and 
will be reporting their find¬ 
ings to the government within 
the next few day*. 

These findings should form 
the basis of federal policy (to 
be enunciated in a public 


statement sometime next 
month) toward these lovable, 
controversial mamals. 

The biologists have discov¬ 
ered that between 115 and 120 
killer whales frequent Geor¬ 
gia Strait, Juan de Fuca 
Strait and Puget Sound. 

SOME 50 OF these whales 
are "transients" whose move¬ 
ments remain pretty much a 
mystery but who turn up in 
the jets of commercial cap- 
torsrfom time to time or in 
the binoculars of whale-spot¬ 
ters like Bigg and his pals. 

The other 65 to 70 are "resi¬ 
dents." They remain in these 
local waters, they have their 
favorite travel routes and wa¬ 
tering spots, and appear gen¬ 
erally more astute in avoiding 
capture in recent years. 

Of these "residents," the 
previously-mentioned three 
pods comprising between 50 
and 55 whales "travel mostly 
together," says Bigg. 

THEY GO OUT to un¬ 
defined locations off the west 
coast and then home in on the 
Georgia Strait, Juan de Fuca 
or Puget Sound. 

The remaining 15 resident 
whales travel as one pod but 
unlike the other* only move 



back and forth in Georgia 
Strait and Puget Sound, not in 
Juan de Fuca Strait. 

"It’s the first time we’ve 
ever gotten hard evidence of 
how- many animals' there are 
and where they go," a proud 
Bigg said Tuesday in an inter¬ 
view. 

To help arrive at this first 
whale census, Bigg and his 
fellow workers have devel¬ 
oped a way of "fingerprint¬ 
ing" whales. 

THEY DO THIS by pho¬ 
tographing the whales’ “sad 
die patches" and dorsal fins 
which display quite distinctive 
markings and scars (caused 
by running into logs and other 
debris). 

One thing about whale*, 
notes Bigg, is that they're not 


nationalistic. There’s really 
no such thing as American or 
Canadian whales. The 49th 
Parallel does not register in 
their travelling dorsal fins. 

However, Bigg did note that 
the five killer whales recently 
captured in Olympia, (Wash.) 
harbor and causing a public 
furor in the process — were 
members otf a brand new 
transient pod of eight crea¬ 
tures not included in the 
Biggs census. 

"We went down yesterday 
to look at them,” he said. 

LIKE THE WHALE cap¬ 
tured last year by whale en¬ 
trepreneur Bob Wright, of 
Sealand, the whales trapped 
in Olympia were probably 
very* rare visitors to the 
waters in which they were 
caught. 


Bigg said this perhaps ex¬ 
plained why they were not as 
adept as resident whales at 
eluding capture. 

Despite the coming report 
to the federal government, the 
Nanaimo men w i 1-1 continue 
until June their census of 
whales, at least in the Vlc- 
toria-Sooke area, to see 
whether they can discover 
further unenumerated whales. 

BIGG HAS PUT out a call 
for anyone who sights killer 
whales along the Victoria- 
Sooke coastline to phone him 
collect at Nanaimo (in office 
hours phone 758-5202; after 
hours phone. 758-6432) so that 
he and his friends can travel 
down with ^heir boat and pho¬ 
tograph the whales. 

The project should be com¬ 
pleted this summer. 


Bigg would not elaborate on 
what recommendations the 
federal government might 
come up with but he did note 
that he felt the killer whale 
was not "an endangered spe¬ 
cies here." 

However he said that so far 
there has been only one 
census — this recent one — 
and that the real test would 
be »a comparative census 
taken some few years hence. 

THE FORMER NDP provin¬ 
cial administration slapped an 
unconditional moratorium on 
whale capture. The Socreds 
have shown conflicting voices 
on the issue. 

Environment Minister 
James Nielsen said in Jan¬ 
uary that the NDP-lmposed 
ban would continue but that 
scientific groups would be 
able to take whales for "pur¬ 
poses that would benefit the 
species." 

Provincial Secretary Grace 
McCarthy said later tin? same 
month that an unconditional 
moratorium'would continue. 

The Colonist was later told 
that Mrs. McCarthy’s office 
had been given responsibility 
for the issue. 


lead-in to doing something 
about these structures?" 

Kerr said there had been 
"constant" planning since 
1971 for the replacement of 
both trestles and that tenders 
had been called. 

He had said earlier that a 
tender had been accepted in 
the case of one trestle, but 
that the contract was never 
signed. He said all bids on the 
second trestle were consid¬ 
ered too high. 

Since the company had five 
years’ warning, Smith won¬ 
dered what had been done 
about budgeting and arrang¬ 
ing for the necessary material 
and labor. 

Kerr said there had been 
planning but that no final 
commitments could be made 
unless there was "money in 
the pot.” 

"There has to be more than 
just money in the pot when 
you know the bridges are 
going to fall out in 1975 — it’s 
pretty crucial,’’ Smith said. 

In his presentation to the 
commission, Mayor Ney said , 
there should be two daily 
trips by the Dayliner to allow 
passengers to stop over in 
various cities and return 
home the same day. 

"More emphasis should be 
oriented to promotion — for 
example, champagne flights, 
music and more local adver¬ 
tising . . .” Ney said. 

He talked about booming 
populations in need of such 
service and said land grants 
originally given the railway 
far outweighed any passenger 
service loss it may have in¬ 
curred. 

Pointing out that the B.C. 
bus transportation system has 
been heavily subsidized by the 
province. Ney said: 

"If the E and N dayliner 
service is to be upgraded 
there is a strong case for call¬ 
ing upon the provincial gov¬ 
ernment to participate more 
in the subsidization of the ser¬ 
vice, or even expropriation of 
the passenger services." 

Ney’s promotion of his own 
city prompted a tongue-in- 
cheek reference from CP Rail 
counsel Norman Mullins to 
Nanaimo’s famous bathtub 
races. 

"Tell me, Mr. Ney, has it 
increased the rate of bathtubs 
on the E and N?" 

It gave Ney a chance to 
take a parting shot at the rail 
service. 

"We lind it easier to hit the 
32 miles across the straits,” 
he said. 


House fire 
kills man 


COURTENAY - A 69-year- 
old Saratoga Beach resident 
died in a fire which gutted his 
home during the night 
Wednesday. 

Attempts by neighbors to 
rescue Keith Kenneth Parson 
were unsuccessful, as they 
were driven from the home 
by smoke and flames. 

Neighbors Paul Henderson 
and Robert Seymour attempt¬ 
ed to rescue Parsons from his 
two-bedroom frame home be¬ 
fore arrival of the volunteer 
Courtenay fire department. 

Parsons’ body was found in 
his bed, and it is believed 
smoking in bed was cause of 
the fire. 

Firemen were at the scene 
for about three hours, and 
shortly after 6 a.m. they were 
again called to the scene to- 
quell a fire that had started in 
a garage attached to the 
smouldering ruins. 
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Canucks catch Black Hawks 


St. Louis captain Gary Unger gets a little special 
_ attention from Claire Alexander (2) of Toronto 

lTOll IHfHI Maple Leafs during Wednesday night action which 

marked, the 631si consecutive game in which Unger 
? had played. Unger’s performance broke the NHL 

rpcord record for consecutive games set by Andy Hebenton 

during the 1950s. Unger drew one assist as the dubs 
played to a 2-2 tie. 


Vancouver Canucks, getting 
expected help from Montreal 
Canadiens. caught Chicago 
Black Hawks on Wednesday 
night. 

Making the morft of the op¬ 
portunity presented by opposi¬ 
tion which has won only 12 
games this season ^nd started 
winless in 13 games, the Can¬ 
ucks kept Kansas City Scouts 
down with a 3-1 victory. 

Meanwhile, heading for the 
Vezina Trophy and the Na¬ 
tional Hockey League point 
record, Canadiens blasted 
past the skidding Hawks, 5-1. 

That left Canhcks and 
Hawks with 69 points each, 
but the Hawks have the edge 
of two games in hand. Howev¬ 
er, the Chicago club has lost 
five games in a row and has a 
slightly tougher schedule re¬ 
maining. 

Canucks, who were 2-3-2 on 
the seven-game road trip 
which ended Tuesday night in 
Los Angeles, needed a bit of 
time to get rid of travel kinks. 
But they got the 1-1 goal two 
seconds from the end of the 
first period when Bobby La- 
londe stole the puck, surged 
for second-period goals by 
rookie Rick Blight and Chris 
Oddleifson, and maintained 
the margin. 

Canadiens. scoring their t 
10th win in an unbeaten 
streak now at 11 games, got 
started early .on a power-play 
goal by Jacques. Lemaire, 
were 3-0 by the end of the 
first period and 5-0 when Cliff 
KonJl wrecked shutout hopes 
for Ken Dryden with less than 
eight minutes remaining. 

Guy Lafleur, becoming the 


McDill tops personal goal 
in powering Cougar victory 


By STAN COOPER 

Jeff McDill has had some 
big nights for Victoria Cou¬ 
gars this Western Canada 
Hockey League season but 
none to equal his efforts 
Wednesday at Memorial 
Arena. 

The husky rightwinger had 
a hand in six goals in helping 
his team to a 7-4 win over 
Regina Pats and in the 
process, McDill passed a per¬ 
sonal target of 50 goals, a fig¬ 
ure he set shortly after arriv¬ 
ing here last summer in a 
trade with Flin Flon 
Bombers. 

Firing three goals to run his 
season's total to 52. McDill 
also drew three assists to 
push his points mark to 110, 
exceeding his points total in 
112 games with the Bombers 
over the last pvo seasons. The 
Dauphin, Man., product man¬ 
aged 46 goals and 5$ assists 
while with the Bombers. . 

McDill, who has seven goals 
in his last five games and 14 
in his last 12, scored once in 
each period as the Cougars 
gradually wore down the 
Pats, on their annual six- 
game visit to B.C. 

The teams were deadlocked 
at 3-3 after the first period but 
McDill’s second goal, a smart 
wrist shot in the second min¬ 
ute of the middle period, put 
the Cougars ahead to stay. 
The Cats held a 5-4 lead after 
40 minutes and cemented the 
win with goals five minutes 
apart midway through the 
final period. 

McDill, who celebrates his 
20th birthday on March 16, set 
up linemate Jim Gustafson 
for the 6-4 tally, then capped 
the- scoring with a power-play 
goal, tipping in a Gustafson 
pass from behind the Regina 
net. 

A1 Hill, Tim William* — 
who equalled a team record 
, for defencemen by scoring his 
19th goal of the season — and 


W1STERN DIVISION 

P W L T F A Pit. 

New west. 66 48 14 4 414 297 100 

Kamloops 66 36 24 6 340 265 78 

Wed. Hat 62 34 20 • 324 264 76 

VICTORIA 64 31 26 7 296 289 69 

Edmonton 64 2S 35 4 287 333 54 

Catoary 65 20 43 2 254 348 42 

EASTERN DIVISION 

P W L T F A Pis. 
Saskatoon 65 41 W 9 354 236 89 

8randon 65 29 28 8 298 277 66 

Lethbridge 65 27 21 7 270 315 61 

Winnipeg 64 25 24 5 266 330 55 

Regina 66 20 38 8 254 307 48 

Flirt Flon 64 15 41 8 231 397 38 

Next games: Tonight — Flin 
Flon at Winnipeg, Calgary at Ed- 


Gregg Anderson also scored 
for the Cbugars, who moved 
to within seven points of 
third-place Medicine Hat 
Tigers in the Western Divi¬ 
sion. 

Curt Fraser, the other 
member of the Gustafson- 
McDill line, drew three as¬ 


sists to make it'an 11-point 
game for the trio. 

Ron Trafford, Drew Cal¬ 
lander, Rob Tudor and Dean 
Tidball scored for the Pats, 
who made good use of their 
powerplay, managing three 
goals with Cougars in the pen¬ 
alty box. 


Junior Boxers 
lose grudgingly 


London Boxing Club Juniors 
are on the sidelines in Victo¬ 
ria roan’s senior “B” basket¬ 
ball play today — grudgingly. 

A furious bid by the Juniors 
to force a third game in the 
best-of-three semi-final 
against London Boxing Club 
Seniors was wrecked Wednes¬ 
day night with just two sec¬ 
onds remaining by Jim MacK¬ 
ay- 

MacKay’s winning shot 


Blues win pair 

TAURANGA. New Zealand 
(Reuter) — Doc’s Blues, a 
touring Canadian women’s 
softball team ffom Van¬ 
couver, won by one-sided 
scores today in two exhibition 
games against club teams 
played during the New Zea¬ 
land women's championships. 
They defeated Wright car 
Royals, 12-0, and Ngamanu, 
14-1. 


capped a hectic final minute 
during which the lead 
changed hands four times. 

Steve Pescod gave the Jun¬ 
iors the lead with 52 seconds 
remaining and after Duff 
McCaghey had converted a 
pair of free throws for the Se¬ 
niors, Doug Calbeck made it 
60-59 for the Juniors with 13 
seconds left Then MacKay 
popped the winner for a 61-60 
win. 

Pescod and Calbeck shared 
scoring honors with 18 points 
each while McCaghey finished' 
with 15 and MacKay with 14. * 
The winners advance to the 
league final against the win¬ 
ner of James Bay-Oak Bay' 
series which continues tonight 
at 9 p.m. at Spectrum school 
with Oak Bay leading 1-0. , 

LBC JUNIORS (60) — Stove 
Rothwell. Stove Pescod 18, Thad 
Newman, Doug Cdlbeck 18, John 
McManaman 6, Ted Anderson 10, 
Kevin Worth 2, George Lomas. 

LBC SENIORS (61) — Jim 

MacKay 14, Duff McCaghey 15, 
Dave wirtenan 4, Mike Relmer, 
Bill Hlngley, Loris Corletto 2, Alf 
Hass 12, Danny Ireland 2, Mark 
Laverto 4, Rick Conolly 8. 


Argos raise prices 


TORONTO (CP) — Ticket 
prices for Toronto Argonauts 
home games have been in¬ 
creased by $1 across the 
board for the 1976 season, Bill 
Hodgson, owner of the Cana¬ 
dian Football League team, 
announced Wednesday. 

The increase bring? ticket 
prices to 34. 36. 38.50 and 39. 

Hodgson said the decision to 
increase ticket prices was 
made after the Exhibition Sta¬ 
dium Corp., operators of CXE 


Stadium, deeided 10-days ago 
to impose a 25-cent head tax 
for every fan entering the sta¬ 
dium. 

Hodgson said other factors 
leading to the increase in¬ 
clude a 10 per cent provincial 
tax and other inflated costs, 
especially travel. 

The Argos have offered to 
pay rental of 3400.000 for their 
10 home games this season, 
up from last year’s $300,000. 
No lease has neen signed for 
the 1976 season. 


The loss left Regina mired 
in fifth place in the Eastern 
Division and in 10th place 
over-all in the points race 
which will be used to deter¬ 
mine first-round opponents in 
the playoffs. 

Cougars, who maintained 
their three-point lead over 
Brandon Wheat Kings in the 
battle for fifth spot, will likely 
meet the Saskatchewan club 
in the first round, a best-of- 
nine series. 

Wheat Kings kepi pace with 
the Cats Ity scoring a 5-3 win 
over the visiting Winnipeg 
Clubs and in the only other 
game, Lethbridge Broncos 
romped to a 9-3 win over the 
visiting Edmonton Oil Kings. 

At Brandon, Wheat King 
winger Dale McMUlMn shat¬ 
tered a WCHL career assist 
record when he set up goals 
by Bill Derlago and Dan 
Bonar. The assists were the 
239th and 240th of McMullin’s 
five-season career, eclipsing 
the previous record of 238 set 
by former Flin Flon centre A1 
Hilller. 

REGINA 4, VICTORIA 7 
First ptriod: ‘ 

1 . V I c t o r I • , Andarson (23) 

'WtoJSVMfa (jo-mson, 
“STWcVchl. WIKI,ms (») 
Triflord (Tldwll) 
7 ‘5 7 ‘R*glna, Callander (Tudor) 

6. Regina, Tudor (Dumtoa, log) 
17:25 

Penalties — Gustafson (V) 15:07; 
Will (V) 17:25. 

^^Vtotoria!* McDill (51) (Ander- 
T WcSS?" WH*’ (22) (Fraser, 

^Ragllwi. Tidball (Tudor, Hertz) 

17:30. 

Penalties — Henderson (V) 4:34; 
McDill (V), Wappel CR) 8:40; D. 
Joly (R) 10:08; Ing (R) 13:39; 
Johnson (V), Henderson (V) 16:19; 
Ing (R) 18:08; Henderson (V) (tri¬ 
ple minor), WIrachowsky (Rf (dou¬ 
ble minor) 19:49. 

Third period: 

10. Victoria, Gustafson (37), 
(Fraser, McDill) 7:14. 

11. Victoria, McDill (52), (Gustaf¬ 
son, Fraser) 12:49. 

Penalties: Minor (R) 0:35, Wil¬ 
liams (V) 0:57, Tudor (R) 2:23, An¬ 
derson (R) 11:44, Johnson (V) 

13:49. WIrachowsky (R) (minor ani¬ 
mator) and Williams (V) (major) 
16:12. 

Shots on goal: 

By Regina 16 8 6 — 30 

By Victoria 14 18 11—43 

Goalkeepers: Rogers, Victoria, 
Anderson, Regina. 

Attendance: 2587. 

WINNIPEG (3) — Tom Roulston, 
Gerry Pion, Gord Blumenschlen; 
BRANDON (5) — Dan Bnar 2, Bill 
Derlago, Dale McMullion, Wayne 
Ramsay. Attendance: 1557. 

EDMONTON (3) — Terry 

McDonald, Ken Burdon, Rocky 
Maze; LETHBRIDGE (9) — Steve 
Tambellini 2, Gary Wagner 2, 
Darcy Regler, Dale Yakiwrhuk, 
Brian Pearce, Grant Eakin, Doug 
Gillespie. Attendance: 2630. 


first player in his league to 
get 100 points this season, 
broke a tie for the individual 
point lead by scoring his 44th 
goal and drawing his 57th 
assist. He is two points ahead 
of Bobby Clarke and four 
points ahead of Bill Barber in 
the Ross Trophy race. 

Individual highlight of the 
six Wednesday games was the 
setting of a consecutive-game 
record by Garry Unger. 

The high-scoring St. Louis 
centre, who drew an assist on 
the opening goal, appeared in 
his 631st consecutive game as 
the Blues played the Maple 
Leals to a 2-2 tie in a Toronto 
game. 

That erased the record set 
by Andy Hebenton. who never 
missed a game in his nine- 
seapon NHL career, which 
started in 1955 with New York 
Rangers and ended with Bos¬ 
ton Bruins. Hebenton, who 


KANSAS CITY 1, VANCOUVIR 3 
First par loo: 

1. Kansas City, Amason (18) 
(Charron, Burns) 15:52. 

2. Vancouver, Lalonde 02) 
(Pratt, Oddleifson) 19:58. 

Penalties — Durbano (KC), Sedl- 
bauer (V) (double minors) 1:23; 
Dailey (V) 3:20; Bergman (KC) 
9:37; Legace (KC) 11:20; Robitallie 
(V) 12:46; Legace (KC), Lalonde 
(V) 17:28. 

Second period: 

l. Vancouver, Blight (25) (Robi- 
taiile. Lever) 11:04. 

4. Vancouver, Oddleifson (13) 
(Gould, Monahan) 18:39. 

•Penalties t- Johnson (KC) 14;23; 
Croteau (KC) 16:21. 

Third period: 

No scoring. 

Penalties — Oddleifson (V). 
Bergman (KC) 7:26. 

Shots on goal .by: 

Kansas City 10 8 8-26 

Vancouver 18 18 9 — 45 

Goal — Herron, Kansas City; 
Smith, Vancouver. 

Attendance — 15412. 

BUFFALO 7, PITTSBURGH 6. 

First Period: 

1. Buffalo, Ramsoy (18) (Luca) 
1:46: 

2. Plttsburch, Gilbertson (21) 

(Stackhouse, Sc hock) 11:28. 

3. Buffalo, Martin (41) (Per¬ 
reault, Guevremont) 12:31. 

Penalties — Schoenfeld (B), Mac¬ 
Donald (P) 0:30; Burrows (P) 

15:08. 

Second Period: 

4. Pittsburgh, MacDonald (26) 

(Larouche. Apps) 8:13. 

5. Pittsburgh, K e h o e (25) 
(Schock, Stackhouse) 9:42. 

6. Pittsburgh, MacDonald (27) 

(Stackhouse. Pronovost) 11:01. 

7. Pittsburgh. K e h o e (26) 
(l^rocche, Hadfield) 11:24. 

T. Pittsburgh, Kehoe (27) 
(Larouche) 14:37. . 

Penalties — Ramsay (B) 6:24; 
Gare (B) 6:52; Schoenfeld (B) 

7:41; Fogolln (B) 10:20. 

Third Period: 

9. Buffalo, Ramsoy (19) (Gare) 
11:25. 

10. Buffalo, Lorentz (9) (Schoen¬ 
feld, Richard) 11:44. 

11. Buffalo, Robert (31) (Fogolln, 
Perreault) 12:38. 

12. Buffalo, Perreault (35) (Rob¬ 
ert, Schoenfeld) 15:05. 

13. Buffalo, Perreault (36) (Mar¬ 
tin. Robert) 19:39. 

Penalties — Wilkins (P) 15:14; 
Luce (B) 15:14. 

Shots on goal: 

Buffalo 11 11 18 — 40 

Pittsburgh . 15 If 6-* 

Goal — Smith, Buffalo; Plasse, 
Pittsburgh. Attendance — 10,045. 

ST. LOUIS 2, TORONTO * 

First Period 

No scoring. 

Penalties — Turnbull (T), Gas- 
soff (SL) 3:06; Alexander (T) 3:25. 
Second Period 

1. St. Louis, Butler (13). (Unger) 
10:27. 

2. Toronto. Thompson (39), 
(Sittler, McDonald) 10:40. 

3. St. Louis, Lefley (37), (Hess, 
S?nderson) 11:09. 

Penalties — Gassoff (SL), Wil¬ 
liams (T) (majors) 2:45; Boutette 
(T) 6:37; Hammarstrom (T), 

Hess (SL) (majors) 13:27; Ferguson 
(T) 16:23. 

Third Period 

4. Toronto, Williams (17), (Vali- 
quelte) 10:12. 

Penalties — Lefley (SL), Gassoff 
(SL) (major, misconduct), Turnbull 
(T) (major) 5:38. 

Shots on goal: 

St.- Louis 14 7 7—28 

Toronto 12 11 19—42 

Goal — Stantowski, St. Loufs; 
Thomas, Toronto. Attendance — 
16,389. 

DETROIT 3, CALIFORNIA 4. 

First Period 

1. Detroit, Bloom (10) (Cameron) 
3:16. 

2. Detroit. Harvey (11) (McKech- 
nie. Harper) 8:17. 

Penalties — Watson (DL Girard 
(Cal.) (minors, majors) 0:28, Ca¬ 
meron (D) (minor, major) MacAd* 
am (Cal) (major) 3:45, Stewart 
(Cal 7:09, Cameron (D), Bloom 
(D), 12:55, LaPoInte (D) 15:55. 

Second Period 
No scoring. 

Penalties — Cameron (D) 0:53, 
Hextall (O), Stewart (CaL) 3:18, 
Matonev (D) (minor, major). Pesut 
(Cal.) (major, misconduct) Watson 
(D), California bench, Stewart 
(Cal) 6:31, Lapointe (D) 8:04, Wat- 
son (D), Stewart (Cal) (minors, 
majors) 8:40, Hamel (D) 10:51, 
Hextall 40), Christie (Cal) 
(minors, majors) 13:38, Leblanc 
(D) 17:29, Stewart (Cal) 19:44. 

Third Period 

, 3. Detroit. Llbett (18) (McKech- 
nie, Harvey) 3:47. 

4. Calfornla, Girard (12) (Mer¬ 
rick, SMaourln) 4:22. 

5. California, Maruk (27) (Hamp¬ 
ton. Moxey) 5:53. 

6. California, MacAdam (29) 

> (AAaruk, Hampton) 6:22. 

7. California. Ahem (13) 
(Gardner, Moxey) 12:47. 

Penalties — Pesut (Cal) 2:31. 

. Jacobs (Cal) 7:46, Matonev (0) 
(major), Christie - (Ca| (maior), 
Aharn (Cal (game misconduct) 
12:58, LaPointe (D) 15:34, Hampton 
(Cal) 17:54, 

Shots on goal by 

Detroit 9 5 11-25 

California 6 6 14—26 

Goal — Rutherford, Detroit; Sim¬ 
mons, California. 

Attendance — 6.987. 

. ATLANTA 4, MINNESOTA 1 
First Period 

1. Atlanta, St. Sauveur (21)- 
(Kryskow) 8:47. 

Penalty — Quinn (A) 14:47. 

Second Period 

2. Minnesota, Jensen (2) 19:26. 
Penalties — None. 

Third Period 

3. Atlanta, Flett (20) (Comeou, 
Bennett) 4:20. 

4. Atlanta, Romanchych (13) 
(Vail. Clement) 6:56. 

5. Atlanta, Vail <15) (Clement, 
Qt'lnn) 14:46. 

Penalties — Jensen (M) 5:07; 
Eccelstone (A) 17:50. 

Shots on goal: 

Atlanta 16 7 12-25 

Minnesota 5 11 10-26 

Goal — Bo-ichard, Atlanta; 
LoPresti, Minnesota. Attendance — 
8280. • 


City hoop club stirs mild storm 


HAMILTON (CP) — Victo¬ 
ria Home Lumber, making 
use of a little-used clause in 
the Canadian Amateur Bas¬ 
ketball Association rules, ar¬ 
rived here with a bolstered 
team rtady to defend the Ca¬ 
nadian women’s basketball 
championship. 

British Columbia teams 
have won the title the last two 
years and are heavily favored 
to repeat here in the three- 
day tournament that begins 
with round-robin play today 
and Friday. 

The top two teams in the 
two four-team divisions ad¬ 
vance to the semi-finals Sat¬ 
urday with the two survivors 


meeting in the finale later in 
the day. 

The Victoria team, howev¬ 
er, has already stirred up a 
hornets’ nest by fielding an 
entry supplemented by three 
players who performed else¬ 
where in the province during 
the season — Sue Hoefer and 
Gail Klaver of Simon Fraser 
University, and Sherry Ste¬ 
venson erf the University of 
Victoria. 

The seven other entries are 
club teams without reinforce¬ 
ments. 

“I was under the impres¬ 
sion that you couldn’t pick up 
a player from another team,” 


said Earl Begg, coach of the 
Ontario champion Hamilton 
Bobcats, o 

He said he wasn’t aware of 
the situation until a week ago 
when the eligibility lists came 
in. B.C. first sent a list with 
nine players. The West Coast 
club then followed up w ith an¬ 
other roster, naming 10 
players. 

That's when Begg and Ha¬ 
milton manager Ray Jones 
started checking around and 
then the Victoria club showed 
up with a third list, this one 
containing 12 names. 

A check with the CABA dis¬ 
closed that everything was 


above the table. Begg said the 
B.C. Basketball Association 
apparently registers as a pro¬ 
vincial association, enabling 
the championship team to pad 
its roster with players regis¬ 
tered with the association. 

“As it is, Victoria is a-tre¬ 
mendously strong team.” 
says Begg. “They’ve got to be 
favorites to win the tour¬ 
nament. They already have 
three former national team 
members centre Mary Coutts, 
forward Angie Dobie and 
guard Wendy Grant on the 
team.” 

He s-aid Mrs. Dobie quit the 
nationals last year but if she 


played in 70 games each sea¬ 
son. was sent to the Western 
Hockey League by the Bruins 
and carried on to play more 
than 1000 consecutive profes¬ 
sional games before a family 
death ended his streak. 

Wildest of Wednesday’s 
games took place in Pitts¬ 
burgh, where the Penguins 
blew a 6-2 lead in the third 
period and lost, 6-7, to Buffalo 
Sabres. 

Penguins, three times tak¬ 
ing advantage of power-play 
chances, struck for five se¬ 
cond-period goals and seemed 
safely in command. But the 
Sabres, led by Gil Perreault, 
pulled it out with an 18-shot 
third period. 

Perreault who drew an 
assist on a first-period goal by 
Rick Martin, scored ^he tying 
goal at 15:05 and then shot the 
winner at 19:39. He also had 


MONTREAL 5, CHICAGO 1 
Flrtt Ptriod 

1. Montreal, Lemaire (18) (Shuft, 
Wilson) 5:15. 

2. Montreal, Risebrough 04) 
(Van Boxmeer, Robinson) 5:36. 

3. Montreal, Lafleur (44) (Sa- 
vard. Shut!) 16:48. 

Penalties — Telton (C) 3:18; 
Koroll (C) 13:05, VanBoxmeer (M) 
18:15. 

Second Period 

No scoring. 

Penalties — Martin (C), Wilson 
(M) 5:52; Lambert (M), Holt (C), 
White (C) 8:11; Russell (C) 11:20; 
. Boldirev (C) 13:30; Mahovllcb (M), 
Holt (C) 14:45. 

Third Period 

4. Montreal, Mahovlich (32) 3:03. 

5. Montreal, Shutt (36) (Lafleur. 
Mahovlich) 9:36. 

6. Chicago, Koroll (17) (Mlkito. 
Marks) 12:26. 

Penalty — Roberts (M) 6:26. 

Shots on goal: 

Montreal 16 17 9-42 

Chicago 8 7 11—26 

Goal — Dryden, Montreal: Espo- 
sito, Chicago. Attendance — 18,000 


an assist on a goal by Rene 
Robert which brought Sabres 
to 5-6. 

Pierre Larouche. the 20- 
year-old Pittsburgh centre, 
drew assists on three goals to 
«?t a record for second- 
season players. Hie has 39 
goals and 52 assists this sea- 
on, one more point than Mar¬ 
cel Dionne managed in his 
second NHL season. 

In other Wednesday games. 
Atlanta Flames moved closer v 
to clinching a playoff spot by 
taking the down-trodden Min¬ 
nesota North Stars, 4-1, and 
California Seals picked on tile 
struggling Detroit Red Wings. 
4-3. 


SMYTHE DIVISION 

P W L T F API). 

Chicago 67 26 24 17 203 209 69 

Vancouver 69 28 28 13 232 235 62 

St. Louis 68 24 32 12 209 242 60 

Minnesota 68 18 46 4 164 257 40 

Kansas City 67 12 45 10 157 285 24 

NORRIS DIVISION 

P W L T F A PIS. 
Montreal 69 50 9 10 288 147 110 

Los Angeles 68 32 29 7 220 226 71 

Pittsburgh 68 29 28 11 286 256 69 

Detroit 68 20 39 9 174 263 4S 

Washington 67 8 50 9 106 328 25 

PATRICK DIVISION 

P W L T F A PIS. 
Phifa. 67 43 10 14 295 178 100 

NY Isia. 68 37 17 14 260 160 88 

Atlanta 70 30 30 10 233 208 70 

NY Rangers 67 23 35 9 223 279 55 

ADAMS DIVISION 

P W L T F A Pts. 
Boston 66 42 13 11 258 195 95 

Buffalo 68 37 19 12 285 207 86 

Toronto 69 31 25 13 259 233 75 

California 70 25 36 9 222 244 59 

Next games: Tonight — New York 
Philadelphia; Toronto at Boston 
Rangers at Los Angeles; Buffalo at 


decided to train seriously 
could probably make the 
Olympic team. 

"I don’t think the other 
provinces realize what is hap-, 
pening here,” Begg said. "Ap¬ 
parently there is loophole in 
the CABA rules.” 

Victoria is matched against 
Alberta (Edmonton TBA). 
Manitoba (Winnipeg St Vital 
Grads) and Newfoundland 
(St John's Black Horse) in 
one division. The other is 
comprised of Ontario, Saskat¬ 
chewan (University of Re¬ 
gina), Quebec (Montreal Sta¬ 
tion 10 Raiders) and Nova 
Scotia (Halifax Seniors). 


Oit’s early return 
denied by Bruins 


BOSTON (AP) — Boston 
Bruins denied Wednesday a 
report that superstar Bobby 
Orr would return to the Na¬ 
tional Hocey League team this 
week. 

"I wish the report was cor¬ 
rect, but unfortunately it Isn’t 
true," managing director 
llnrry Sinden said. 

The Herald American re¬ 
ported Wednesday morning 
that Orr, sidelined since his 
fifth knee operation last Nov. 
29, was expected to return to 
the lineup against Toronto 


Maple Leafs here tonight or 
against the Canadiens in Mon¬ 
treal Saturday night. 

The 27-year-old Orr, a pe¬ 
rennial all-star defenceman 
until this season, recently 
spent a vacation Itr Florida. 
He worked but with the 
Bruins in practice Monday. 

The Herald American said 
that Orr’s name had been 
added to the travelling list tor 
the Bruin’s game in Montreal. 
Sinden showed a reporter tlii* 
list, which did not include 
Orr’s name. 


City schools sweep 
B. C. hoop openers 


VANCOUVER (Cl 3 ) — Vic- 

toria-area teams shone in' 
opening-day play Wednesday 
at the British Columbia high 
school girls basketball tour¬ 
nament. 

The three representatives 
from the provincial capital 
went undefeated in five round- 
robin games in the 16-team 
tournament which runs 
through Saturday. 

Pre-tourney favorite Victo¬ 
ria High Tigers performed as 
expected, winning their two 
“A" division round-robin 
games. 50-35 over Burnaby 
Central and 60-31 over Abbots¬ 
ford. 

Reynolds downed Vernon. 
44-30, in the ”C” division 
while Alt. Douglas won a pair 
in the “B” division. 50-32 over 
Trail and 54-47 over Menno- 
nite Educational Institute, the 
top rated Fraser Valley squad. 

The 16 teams have been di¬ 
vided into four divisions of 
four teams for two days of 
round-robin play that con¬ 
cludes today. The two team's 
with the best record in each 
division will advance to 
quarter-finals Friday. 

Shelley Godfrey and Sandy 
Lewis were the big guns for 
the defending champion — 


and District-champion Rich¬ 
mond handled Prince Rupert, 
57-33, led by Rhonda Good 
with 15 points and Jamie 
Alexander with 10. Luanne 
Hebb was high for the losers 
with 27. 

Salmon Arm led Cranbrook 
9-8 at half-time but opened up 
the second half and cruised to 
a 36-20 victory, sparked by 
Cathy-Ann Jameson with 20 
points. 


Chilliwack defeated New 
Westminster 49-38. Sue Peel 
was high scorer for Chilli¬ 
wack with 20 points while Sue 
Henderson replied with 17 for 
the losers. 

Victoria High will meet 
Dawson Creek and Mt. Doug¬ 
las will play Penticton today 
to finish their round-robin 
play while Reynolds will play 
Prince Rupert this morning 
and Richmond at 8:15 p.m. 


Nordique muscles 
tail to stop Jets 


Additional sport 
Pages 20, 21, 22 


Tigers. Miss Godfrey, tallied 
18 points against Burnaby 
Central and 16 against Ab¬ 
botsford while Miss Lewis net¬ 
ted 15 and 19 points, respec¬ 
tively. 

Rhonda Keller scored 20 
points to lead Reynolds, while 
Marie Morrison p^ced Mt. 
Douglas with 14 points against 
Trail and 18 against MEL • 

In other games. .Vancouver 


Crusader 

manager 


Canadian division 

P W L T F A Pis 

Winnipeg 70 47 21 2 306 2)4 96 
Quebec 67 39 24 4 289 262 82 

Calgary 68 34 30 4 256 235 72 

Edmonton 70 24 4) J 237 295 53 
Toronto 64 10 41 5 271 326 41 

x-ottawa 41 14 26 1 134 172 29 
EASTERN DIVISION 

P W L T F A Pts 
Cleveland 66 29 32 5 228 229 63 
Cincinnati 69 31 37 1 255 2M 63 
New England 68 28 34 6 213 249 62 
Indianapolis 66 26 37 8 192 206 55 
WESTERN DIVISION 

P W L T F A Pts 
Houston 65 42 23 0 267 215 84 

Phoenix • 66 33 27 6 244 224 72 

San Diego 66 32 30 4 255 2?3 68 
y-Minnesoto 59 30 25 4 211 212 64 
x, y—suspended from league. 

Quebec Nordiques tried ot 
soften up the speedier Win¬ 
nipeg Jets Wednesday night, 
but all they did was to win a 
few battles and lose the war. 

Nordiques, bigger and more 
physically aggressive, won all 
of the fights in a wild first- 
v period brawl, but the Jet.«L_ 
shrugged off the rough stuff 
and raced to a' 10-3 win. 

Result moves the Jets, who 
have the best record in the 
World Hockey Association, 14 
points ahead of the Nor¬ 
diques, second-place club in 
the Canadian Division. 

Trouble started just after 
the first period ended when 
Bill Prentice of the Nordiques 
began pushng with Ulf Nils¬ 
son. Bobby Hull became in¬ 
volved in a minor waty. but 
trouble broke out when Pierre 


Roy of Nordiques left the 
penalty box. 

When referee Ron Fournier 
got things straightened out, 
Nordiques drew four game 
misconduct, two misconduct 
and six major penalties 
while the Jets drew six 
majors, one misconduct and 
one game misconduct. 

Jets were 2-1 at the time, 
and they took advantage of 
power-play chances given by 
the brawl to score three quick 
goals in the second period. 
Nordiques got only one shot on 
goal in the third period and 
the Jets turned it into a rout. 

In other Wednesday games. 
Cleveland Crusaders bested 
Cincinnati Stingers. 5-2, and 
Phoenix Roadrunners edged 
New England Whalers, J t-2. 

QUEBEC (3) — Chris Bordeleaj 
(31st), Marc Tardif (60th), Steve 
Sutherland (IBthh- WINNIPEG (10) 
— Mats Lindt) (16th, 17th). Anders 
Hedberg (48th), Thommie Bergman 
(9tK), Norm Beaudln (15th), Willy 
Lindstrom (17th). Bobtv Huil 
(42nd), Peter Sullivan (31st), Ult 
Nilsson (37th), Veil Kefola (31st). 
Attendance: 10.251. 


PHOENIX (3) — Rob Ftorek 
(3?nd), Jim Bovd '20th), De’ Hall 
(37th); NEW ENGLAND (2) - 
Larry Pleau (25th 26th). Atten¬ 
dance 8120 . 

CINCINNATI 72) — Bryan Camp¬ 
bell (21st), Ball (5th); CLEVE¬ 
LAND (5) — Jerry Pinder (16th, 
17th), Jim Harrison (30th), Danny 
Gruen (20th), Ron Ward (29th). At¬ 
tendance 12,286. 


resigns Argentine lifts 

SVELAND (AP) — Jack X ■"* * O J 


CLEVELAND (AP) — Jack 
Vivian resigned as general 
manager of the World Hockey 
Association’s Cleveland Cru¬ 
saders on Wednesday night. 

Crusader owner Jay Moore 
and Vivian met earlier in ihe 
day with team represent¬ 
atives to try to convince the 
players not to wear black 
armbands in fheir game with 
Cincinnati Stingers here 
Wednesday night. 

The players say they wore 
the armbands to shew dissat¬ 
isfaction with management 
and protest a proposal to 
move Kansas City Scouts of 
the National Hockey League 
to Cleveland. 

Vivian, the only general 
manager in the Crusaders’ 
history', came here in 1973 
from Bowling Green Universi¬ 
ty- 


Hockey scores 

American 

Hershey. 5, Springfield 2. 

North American 
Erie 6. Beauce 5. 

Saskatchewan Junior 
Swift Current 11, Humboldt 4. 
(Swift Current leads beat-ot-seven 
quarter-final, 3*2). 


ban on driver 


BUENOS AIRES (Reuter) 
The Argentine government 
has lifted a seven-year driv¬ 
ing ban imposed on French 
race car driver Jean-Pierre 
Beltoise for his part in a 
crash that killed Italian 
driver Ignacio Giunti. 

A decree published Wednes¬ 
day said the ban was lifted at 
the request of several persons 
linked with local and interna¬ 
tional car racing activities. 

The ban was imposed two 
years ago against Beltoise, 
who also received a one-year 
suspended jail sentence. 

The sentence and ban fol¬ 
lowed a crash during the 1971 
City of Buenos Aires 1000- 
kilometre race for sports cars 
when Giunti's Ferrari crashed 
into Beltoise’s Matra gs the 
Frenchman was pushing his 
car across the track. 

Beltoise's car had run out of 
fuel and he was pushing it to 
the pits. Giunti, in the lead on 
the 38th lap of the race, came 


out of a hairpin turn behind 
several cars which prevented 
him from seeing the Matra 
until the last second. 


WRESTLING 
MEMORIAL ARENA 

TONIGHT, 8:00 p.m. 

mmmM m L 

SENE KtlNSXi « SH6FKID STOKE 
(Champions) 

008 LEO JONATHAN A GEORGE WELLS 
(ChaWongors) 


KHUISWBUYA n DENNIS 8TAMP 


Sky Hi I 


VB88 Fuji . , 


. Timi Sanaa 


4-MAN TAG TEAM 

Erie fmHdi. 

Iff VilUtt 


. 1 . 

vs. 

1 


. Katth Franks 


Tickets on iato at ARENA BOX 
OFFICE 83.50, 13.00 
Rush 33.50. Under 12. 32.00 
SoM at the door only 
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eiderdown 

shop 

Direct from our Victoria 
factory to you. 

SIEEP WITHOUT WEI6HT! 
ELIMINATE BEDMAKING 1 
VIRTUALLY NO LAUNDRY COST! 
PURE GOOSE DOWN QUILTS. PILLOWS 

"THE COMFORT SPECIALIST 

MOVED TO 

1728 Douglas St. 

Across from the Bay 


Princess Pat’s return 
from Cyprus in April 


Long, lonely watches on 17 
miles of demilitarized Cyprus 
territory are coming to an 


UMhmmL* 


The ensemble. & 
charming ' 
for 

special 
times. 


Fine tailoring and de¬ 
tailing in an ensem¬ 
ble so perfect for 
those special occa¬ 
sions, in lovely 
Crimplene. Easter 
styles are beautifully 
proportioned for the 
petite 5'4" or under. 
Flattering silhouettes 
that carry you off with 
poise and comfort. 
Come see us, soon. 

limited sizes 
and quantities. 


end for 430 Victoria-based days in a United Nations 

armed forces men. peacekeeping force there, sol- 

Catching memories of last diers from the Princess Pa- 
~| tricia’s Canadian Light In¬ 
fantry should be back in Vic¬ 
toria by mid-April. 

Since hostilities bn Cyprus 
in the fall of 1974, Canadian 
troops have been responsible 
for keeping peace along for¬ 
ward defensive lines running 
from the outskirts of Nicosia, 
through the old city and south 
for 17 miles to an outpost be¬ 
tween two villages, one Greek 
Cypriot and one Turkish Cy¬ 
priot. 

The line meanders through 
open fields, past deserted su¬ 
burban homes and along city 
alleys in the near-empty busi¬ 
ness district of the old city. 

While a small number of 
the Victoria men live in Quon- 
set huts in a small UN camp, 
most live at the other end of 
the line of patrol, right in Ni¬ 
cosia. They stay at the fash¬ 
ionable Ledra Hotel that, 
housed tourists in colorful cos¬ 
tumes before war flared on 
the Mediterranean island. 

Little color Is seen lliere 
now but Canadian Forces 
green. 

Other Canadian regiments 
will replace the Princess 
Pat’s after April. 


Hotel destroyed 

BELFAST (Reuter) A 
Roman Catholic-owned luxury 
restaurant was destroyed in 
an explosion after three guer¬ 
rillas had herded most of its 
staff into a storeroom at the 
back and locked them in. 

New Modes 

IN 

SELBY 



i of London, 
Main Floor. 




Jr 




dereta 

OF LONDON 





ARCH 
RESERVER 
AND 

EASY-GOERS 


The fashion 
shoes with 
the built-in 
comfort! 


Always at 


3 * 5*4 

1453 DOUGLAS ST. 


S 


I eather 

smartens 
the 

Spring scene Tv 




ELLEY’S HAS TAKEN A 
GROUP OF LUXURIOUS COATS 
FROM REGULAR STOCK FOR 
THIS WINTER CLEARANCE 
AND PRICED THEM AT 
SAVINGS UP TO 50% 

PIGSKIN. AS SHOWN 
REG. 209.98. NOW 
MARKED 
DOWN TO 
ONLY 


136 98 


fox collar extra 

Elley’s has a law aelactiona for man at 


»y 

similar savings. 



open daily 9 to 5 


Leather 

Fashions 

Ltd. 



738 Johnaon Streat — Phong 383-7834 
(in th# Johnson St. Parkado Complex) 


These coats are a 

. p- 

tremendous value! 
Choose yours today so 
you can have 
the style you like! 



On duty 
15001 
miles away 

Checking maps (above) be¬ 
fore leaving their compound 
at Nicosia are, from left, Pri¬ 
vates S. M. Mitchell, D. A. 
Fischer, and C. F. Riggs, all 
ot Victoria. And (at right) 
Victoria-bused Lieut. 1). C. 
Stevens (pointing) stands 
near comforting signpost that 
points to Victoria — 15,001 
miles and Sooke — 15,010. 




arm landers 


Dear Miss Landers: Many 
years ago, I used to marvel at 
people’s handshakes, particu¬ 
larly men’s. 

I met a great many top ex¬ 
ecutives and every once in a 
while Fd get a dishrag hand¬ 
shake or a “dead .fish’’ — no 
firmness or the feeling of 
“L’m glad to meet you.” 

Recently, it happened 
again. Docs handshaking re¬ 
veal anything of one’s charac¬ 
ter? Wondering. 

Dear Wondering: Charac¬ 
ter? No. But a handshake 
says a lot about a man’s 
knowledge of how to present 
himself. Those dishrags and 
dead fish register minus 10 on 
the meet-o-meters of “talent 
scouts” who are looking for a 
live wire to hire. 

□ 

Dear Ann lenders: You are 

our last hope. Please print 
this letter. Thousands of fami¬ 
lies will bless you. 

I promise, if it shows up in 
the paper I will mail copies to 


several people and I'll bet 
hundreds of others will also 
clip copies and send them 
(anonymously, of course) to 
friends and relatives in the 
frozen North. 

Dear Ones: We know it’s 
cold where you are and it’s 
lovely down here. 

If you come to visit us 
again this year will you 
please: 

(1) Help out with the gro¬ 
cery bill. 

(2) Remember I am not 
running a laundromat. When 
you wash your clothes, buy 
your own detergent, bleach, 
soap, etc. 

O) I don’t expect you to do 
my housework, but please 
keep your own room in order. 
And it would be nice if you 
laundered your own sheets, 
pillowcases and towels. 

(4) Don’t expect us to enter¬ 
tain you. YOU are on vaca¬ 
tion. WE aren't. If you want 
to eat at some nice restau¬ 


rants, invite us. We'd love to 
go. 

(5) Please — one family at 
a time. Don’t bring your sister 
and her husband or your best 
friends — or anybody else, for 
that matter. 

You always ask us why we 
don’t ever visit you. Well, to 
be perfectly honest, we can’t 
afford it. — Tired Of Being 
Broke. 

Denr Tired: Here’s your let¬ 
ter and I hope it will make 
life easier for a lot of people. 
I know from my mail that 
many of you can use some as¬ 
sistance. 


REGINALD STONE 

cordially invites you 
TO HIS ANNUAL 

ORGAN CONCERT 

at the 

McPherson playhouse 

Monday, March 22nd at 8 p.m. 

PROGRAM INCLUDES: 

RUTH CHAMPION, SOPRANO, plus organ duet 
and an old-time movie with organ accompaniment 

COMPLIMENTARY TICKETS AT 
SOUND OF MUSIC SALES LTD. 

1517 Quadra Street, 383-0239 

Home of The Conn Organ Exclusively 
Plan to Attend — 837 Seats Available! 


□ 

Dear Ann Landers: I am 

writing this in my own miser¬ 
able penmanship because I 
don’t want to dictate it to my 
secretary. She is the problem. 

I have read so many letters 
in your column from secre¬ 
taries who have trouble with 
the boss because he can't 
keep his hands to himself. It's 
the othfcr way around here. 

My secretary is always pat¬ 
ting my cheek, smoothing 
down my hair, holding my 
hand a little too long when 
she gives me a pen for my 
signature. It's embarrassing. 

She is 28 years old. very at¬ 
tractive, knows this office 
from A to Z. and is extremely 
competent. I’d hate to think of 
breaking in another secre¬ 
tary. How can I get her to 
keep her hands off me? 

P.S. This has been going on 
for five years. — In Urgent 
Need Of Advice. 

Dear Boss: If it’s been 
going on for five years the 
problem can’t be so urgent. 
Kwitcherkiddin.’ 


DUPERY CARE 


ccr 

COIT 

» m m in-numo uunsui 

ICO IT 386-6701 


FREE 

FREE 


Cleaning 

Alterations 

New Linings 

Flameproofing 

Pick-up. Deliver 
and Re-installation 
Estimates and 
In-home Consultation 


Bulletin 

board 


The monthly business meet¬ 
ing of Victoria council 1256, 
Knights of Columbus, will be 
held at 8 tonight in St. An¬ 
drew 's Cathedral activity 
centre. 1012 Pandora. 

n 

MINUS ONlf CLUB 

The Minus One Club will 
hold a get-together for wi¬ 
dowed. divorced or separated 
people at the Elks hall. Cor¬ 
morant. at 9 p.m. Friday. 
Lunch will be served. 

n 

FAMILY NIGHT 

The Foster Parents Associ- 
tion and the Parent Enca^. 
agement Program of the 
human resources department, 
in co-operation with the YW- 
YMCA are sponsoring a Fam¬ 
ily Night-Out series at SI a 
family for six evenings. For 
more information phone Faith 
Magwood at 598-5121. 

□ 

AUCTION 

Seven Saanich Peninsula 
community organizations are 
combining to hold an auction 
at the Saanichton fair grounds 
at 7 p.m. Saturday. The 
groups are active in operation 
of the annual Saanich Fair, 
and profits will he spent on 
improving facilities at the 
fairgrounds. 

o 

CAR WASH 

Junior Achievement is hold¬ 
ing a car wash from 9 a.m. to ' 
4:30 p.m. Saturday at the 
Simpson’s-Sears gas station, 
for SI.49. One-third of the pro¬ 
ceeds will be going to the G. 

R. Pearkes Clinic for Han¬ 
dicapped Children. 

D 

TEA 

Ladies’ Auxiliary to Trafal¬ 
gar branch. Royal Canadian 
Legion, will hold a tea from 2 
to 4 p.m. Saturday in the au¬ 
ditorium at 1417 Broad. 

n 

RUMMAGE SALE 

The Grace Maclnnis NDP 
Club is holding a rummage 
sale at 10 a.m. Saturday at 
1018 Blanshard. 

—o 

BOSE PRUNING 

Rose pruning demon¬ 
strations will be sponsored by 
the Victoria Horticultural So¬ 
ciety at 2 p.m. Saturday ai 
Windsor Park rose garden on 
Newport, and March 17 at 2 
p.m. at the Beacon Hill rose 
garden. 

n 

CLOTHING 

Nearly-new adults’ and chil¬ 
dren’s clothing will be sold by 
Metropolitan United Church 
women from 10 a.m. to noon 
Saturday in Pendray hall, 
Quadra and Johnson. 

n 

CASINO NIGHT 

Arbutus - Mount Douglas 
Band Auxiliary is holding a 
casino night from 8 to mid¬ 
night Saturday at the Cedar 
Hill Community Centre. 3220 
Cedar Hill Road. Tickets, ob¬ 
tainable from students and 
parents or at the door, are $1 
for adults and 50 cents for 
children and include draws. 
The casino night will raise 
money for band trips. 

G 

BOTTLE DRIVE 

The Group Committee for 
the Second Douglas Scouts. 
Cubs, and Beavers, will be 
holding a bottle drive from 9 
a.m. Saturday in the area 
bounded by Tillicum. Admi¬ 
rals and Gorge Roads. 

G 

HEALTH CARE 

Elderly people living in 
Fairfield arc invited to a 
series of eight sessions on 
health care. The program is 
sponsored by the St. John 
Ambulance Association under 
auspices of the Fairfield Ac¬ 
tivity Centre in Fairfield Unit¬ 
ed Church. Fairfield and 
Moss, starting at 2 p.m. Tues¬ 
day. Those interested may 
register at the centre today or 
Friday afternoon or by phon¬ 
ing 387-5117. 

D 

READING 

W. S. Merwin. American 
poet, and Pulitzer Prize and 
National hook award winner, 
author of The Carrier of Lad- 
. ders and a noted translator, 
will read at the University of 
Victoria at 4:30 p.m. Friday 
in Cornett 112. The reading, 
open to the puhlic. is spon¬ 
sored by the creative writing 
and department of English. 


Egg producers’ 
plight stressed 

PRINCE GEORGE (CP) - 
The Prince George Chamber 
•of Commerce is writing a let¬ 
ter to provincial Agriculture 
Minister Don Phillips, asking 
him to hold a public hearing 
here into the plight of north¬ 
ern egg producers. The pro 
ducers had their licences re¬ 
voked by the B.C. Egg Mar¬ 
keting Board recently for not 
paying levies to the board. 
Chamber presidenl Boh 
McFarlane said a lei lor to the 
board protesting its decision 
1 has remained unanswered. 
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ODEON l 


DOUBLE BILL STARTS TONIGHT | 


WARREN BEA 
THE PARALLAX VIEW 


•“•HUMECRONYN 
WILLIAM DANIELS *4D PAULA PRENTISS 

Mature Warning: Ocrwlonil Coaraa 

. s.c. r 


CUFF ROaCRTBON/MAX VON SVDOW 


ODEON 2 


TILLICUM CLOSED MON. TO THURS. 


. «Jf.l P CORMAS *4 BANAL M «DU R>N 
I A JOSEPH LOSE Y HU 

| GLENDA l/CKSON 
MICHAEL CAINE 


The Romantic 
Englishwoman 


ODEON 1 


HELMUT BERGER 

MATINEES 
FBI., SAT., SUN. 

1:M, 3:20, Si 10 
Nightly 7:OS, 9:OS 


MATURE 

Warning, *om» 
nudity and coart* 
language— (R. Mc¬ 
Donald). 


RSiiiiT 

A -mua rroitv 

1 Warning: occasional violence' 

I (R. McDonald) Ends 




The masterpiece of bizarre love 

that stunned France. 
A portrait of love and submission 
to disorder the senses. 


TheStoryOf 

0 


H AIDA 


An Allied Artists Release 

STARTS FRIDAYI 


Warning: Completely concerned 
with sex. (R. W. McDonald) 


^_ Bergman’s 


GENERAL 

NIGHTLY 7:00. 




nts::st hoc:: 

CINEMA 1 


INTERNATIONAL CLASSIC FILM FESTIVAL 

LUCHINO VISCONTI'S 


TICKETS AVAILABLE AT THE DOOR 


DEVIL 

WITHIN 


Pray for the 
Devil Within Her 
Before it 
preys on you! 


an R rstMd, rwthf kinky tato at survival 

Restricted: Warning — Some anditv and brut al viol ence. 
(R.W. McDonald. B.C. Dir) 


SHOWTIMES: 

2-22 7 *9 


saa-am • OmoMbImmm* 
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The year is 2024... 

a future you'll probably live to see. 


JOAN . EILEEN 
COLLINS ATKINS 

RALPH 'Zj! DONALD 
BATES PLEASENCE 




97 • FORT ST. 


AUCTION 

'1:30 P.M. 


Privately Owned 

1967 Fsrt "FiteM 

Small V-«, Auto, 


To be Soto at 1:15 p.m. 


Large Selection 

FURNITURE 

Including 

A-1- tot- 

wax i'Tween 

Dining Suite, etc. 
Mahog. Mirrored 
Back Sideboard 
Bunk Beda 
Wafl-to-Wall 
Carpeting 
Nr. New Port. Saw 
SmaH Lota 


PORK CHOPS . 10 iba. -18.90 

POHK STEAKS. 10 ib..-15.90 

GROUND BEEF . 10 m.,- 6.90 

PORK CUTLETS . 10 ib..-17.90 

BEEF SAUSAGE .io ib..- 6.90 

CHICKEN LEGS PORTION .io it*.-10.90 

CHICKEN BREASTS PORTION . io iba. - 11.90 

3-10 


CINKMA 


SHOWCASE 


WALTER 

MATTHAl 


Ur 


GENERAL 
Wanting - 


GEORGE 

W 7:05 MO 1:15 

WEEKDAYS AT 7:00 


FIR 
WEEK! 

E«n Han. 




WHERE THE STUDENT BoDy 

WAS A CHICK NAMED 
BRENDA 


New CBC talks 
ends strike 
after few hours 


TORONTO (OP) — Employ¬ 
ees continued to picket out¬ 
side two GBC buildings here 
Wednesday although the Ca¬ 
nadian Union of Public Em¬ 
ployees called off its 
24-hour strike at noon after’ 
only seven hours, a union of¬ 
ficial said. 

CUPE, protesting slow 
progress in oontract talks in 
Ottawa, ended the strike early 
when agreement was reached 
with the CBC to resume nego¬ 
tiations today. 


members of the union, includ¬ 
ing announcers and office 
workers, reported to work as 
usual. 

The union is seeking a 13.5- 
per-cent salary increase in 
the first year and 11 per cent 
in the second year of a two- 
year contract. 

The CBC has offered 12.5 
per cent the first year and 12 
per cent in the second, with 
base and overtime pay retro¬ 
active to July 6,1975. 


The talks broke off Feb. 27 
and the union has been with¬ 
out a CBC contract since last 
July. 

TTie strike involved CUPE 
Local 677, representing office 
professional staff, and Local 
667, representing production 
workers. The two locals have 
a membership of 1,300. 

Kent Mitchell, national rep¬ 
resentative for CUP1J, said 
the continuation of the* picket 
lines was “a dramatic indica¬ 
tion of members’ concern 
about the negotiations." 

He said that large numbers 
of employees—perhaps in the 
hundreds—were staying away 
from their jobs. 

A CBC spokesman con¬ 
firmed that two or three 
dozen people were on the 
picket lines Wednesday at the 
two CBC buildings. 

The spokesman said full 
service was maintained by su¬ 
pervisory personnel on both 
radio and television during 
the strike. He said some 


GILSON’S 

MEATS LTD. 

MAYFAIR CENTRE 3854742 

Effective Mon., Tuet., Wed., 



March 11, 12,13 



oust FH 

sa muss 

SIRLOIN STEAK. 

... 1.69 a. 

2.29 b. 

GROUND BEEF . 

.... 69C ft. 

75C a. 

PRIME RIB ROAST .... 

... 1.29 a. 

1.69 b 

CROSS RIB ROAST.... 

... 1.19 it 

1.59 b. 

RUMP ROAST. 

... 1.39it. 

1.79 b 

TIP ROAST . 

... 1.59 it. 

1.99 b 

POT ROAST BONELESS 

... 1.09 it 

1.19 b 

T-BONE. 

... 1.69 it 

1.39 m 

CHUCK STEAK . 

....89C it. 

99c b. 


BLOWS THE 
OFF LUST!” 


t.3Mr«i GARRETT 

rSAMUEL Z ARK0FF . wtoERlC M0NIE 
FiMNk STfVE KRANTZ o-f-Mh MICHAEL SCHULlZ 


m yatxb train 

JS3-WIJ 


..ANADI4N ADVERTISING ADVIS0RV BOARD 


Reianad m Conodo 
by Ambauodor Film 
Distributor* 


MATURE 


Student time short 
for jazz workshop 


"A warm and tender 
film that should be 
seen by everyone 
Definitely don't let this one 
let away from you " 


STARTS 

FRIDAYI 


Advertising is 
a guide to 
fashion. 




Warning: 

Brutal Violence 
-R. W McDonald 


Time is running out for stu¬ 
dents wishing to register for a 
jazz workshop March 20 with 
Paul Horn and his quintet. 

The all-day workshop, 
which starts at 9:30 a.m. and 
ends at 3:30 p.m., will include 
a two-hour concert with Horn, 
an internationally-recognized 
jazz flautist, and his group, as 
well as aftemoqn group ses¬ 
sions. 

The workshop, at Claremont 


High school, is open to junior 
and senior high school stu¬ 
dents. 

Cost is $4 and the registra¬ 
tion fee should be mailed to 
Claremont High School, 4980 
Wesley Road. Victoria. Che¬ 
ques should be made out to 
Claremont Senior High school. 


ACADEMY 
AWARD 
NOMINATIONS 

BEST PICTURE 

Best Actor • Best Actress 

Best Director 

Best Supporting Actor 

Best Screenplay 

ADAPTED FROM OTHER MATERIAL 

Best Cinematography ■ Best Editing 
Best Original Musical Score 


JACK NICHOLSON 


ONE FIIWOVER 
THE CUCKOO'S REST 


‘Tunfasy'Ti/ms 

presents y 

A MILOS FORMAS FILM JACK NICHOLSON mVNE FLEW OVER THE CUCKOOS NEST 
Wmg LOUISE FLETCHER and WILLIAM REDFIELD Screenplay LAWRENCE HAUBENand BO GOLDMAN 
Basal on the novel by KEN KLSEY ■ Director of Photography HASKELL WEXLER Musk -JACK NITZSCHE 
bv^psdkSM^ENTZ and MICHAEL DOUGLAS Directed by MILOS FORMAN _ 

IofMWMI 30UWOTMCK ALBUM AVAILABLE ON FANTASY RECOUPS AMO TAFtSl ■ A Tran M mefic« Company 

l : Vlolowoo and ooarwo langwagw; STARTS 


oould bo frightening for ctiMdron. 

-A- W McDonald. B.C. Dk «* Y«» mom FRIDAY! 


- FBBBZBRBfci ?- 

SIDES, A-1 1.05 ib. firmFHSUM*. 89* 
HIHDS. A-1 1,39k.. Brm FH HM» ia1.09 


AUCTION 

TUES..7P.M. 

Will Include 
Stamp Collection 
from the 

Mlee Florence Bradahaw 


and a Collection of 
Approx. 120 
“Royal Doulton" 
China Rgurtnee 
(Meetly Ankneh) 


386-330? 


KILSHAWS 

AUCTIONEERS LTD. 

1115 FORT ST. 
384-6441 

AUCTION 
FRI. 7 p.m. 

HOLLY BEOS 
CHESTS—DRESSERS 
MR. • MRS. 
BEDROOM STES. 
MAHOGANY SECRETAIRE 
CORNER CHINA CABINET 


NEW S USED 
CHESTERFIELO STES. 
A8 NEW HIOE-A-BED 
LOVESEAT 

COOMBE8 ARMCHAIR 
FRENCH PROVINCIAL 
DESK S CHEST 
SINGER CONSOLE 
SEW. MACHINE 


COLOR TV 
DINETTES 
MAHOQ. NEST OF 
TABLES 
REPRIGERATORS-RANGE8 
WALL-WALL CRTS. 
AREA CARPETS 
AS8T0. CHINA 
GLASS 8 ORNAMENTS 

A selection of ever 300 
One quality piece, on 
view deity ot 

KILSHAWS 
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Author of Allmand’s anti-hanging report: 

Public i vindictive , bloodthirsty 9 


OTTAWA (CP) - Public 
opinion on capital punishment 
was described as “vindictive, 
retributive and bloodthirsty" 
in a report by a Simon Fraser 
University criminologist in 
which government was ad¬ 
vised to Ignore hardening atti¬ 
tudes toward crime and 
punishment. 

The report, coming on the 
eve of a parliamentary debate 
on abolition of capital punish¬ 
ment, said Canadian atti¬ 
tudes were almost as tough 


Opposition 

leader, 

clergy 

Cv 

arrested 
by Korea 


SEOUL i UP1) Authori¬ 
ties Wednesday announced 
the arrest of Soulh Korean ot»- 
[>osition leader Kim Dae-Jung 
and 10 other persons six of 
them Christian clergymen 
on charges of trying to over¬ 
throw the government of 
President Park Chung-Hee. 

Nine other persons, includ¬ 
ing former president Posun 
Yun, 78. were booked for 
investigation but were not 
arrested, according to the an¬ 
nouncement by Suh Jong-foik, 
director of the Seoul district 
prosecutor's office. 

(In London, Amnesty Inter¬ 
national. the private civil 
rights organization, said it. 
had ( cabled Park a protest 
against the arrests and urged 
their release.) 

Kim, 51, and the 10 others 
were accused of violating a 
government decree of last 
May 13. making political op¬ 
position, or reports of it in the 
press, a crime. 

The arrests stem from a 
proclamation demanding 
Park's resignation read 
March 1 during a meeting in 
Seoul's Myongdong Catholic 
Cathedral and allegedly 
signed by three opposition po¬ 
litical leaders and nine cler¬ 
gymen. 

Park placed South Korea 
under authoritarian rule after 
winning re-election to a third 
term in 1971. Kim Dae-Jung 
was Park’s unsuccessful oppo¬ 
nent in the election with the 
backing of the opposition New 
Democratic party. 

Announcement of the 
arrests ended a nine-day news 
blackout on the March 1 proc¬ 
lamation and subsequent gov¬ 
ernment retaliation. 


where hanging is concerned 
as they were in the 1910s and 
1950s. 

The report, by Dr. Ezzat 
Fat tab, chairman of the crim¬ 
inology department at Simon 
Fraser, was commissioned by 
Solicitor-General Warren All- 
mand and was made public 
this week. 

A note of introduction says 
the views of Fat tali "aiirn’i 
necessarily those of Allmand. 

“Uninformed or irrational 
public ofrinion is not a jus¬ 


tification for bringing back 
the noose." the report said. 
"A democratic government 
should not simply reflect unin¬ 
structed opinion but should 
actively help to shape moral 
sentiments to rational com¬ 
mon ends . . . 

"Basing the final decision 
regarding the death penalty 
on public opinion would 
amount t» basing economic 
policy on public feelings about 
the strength of the dollar, or 
basing foreign policy on pub¬ 


lic sentiments toward Russia 
or China ..." 

The first Canadian public 
opinion poll on capital punish¬ 
ment was taken in 1943 and 
showed more than seven in 10 
Canadians in favor of hanging 
for murder and other serious 
crimes. This remained the 
case until the mid-1950s, when 
an abolitionist trend began to 
develop. By 19G(i, slightly 
more than one half of Canadi¬ 
ans were still in favor of 


hanging and abolitionist sen¬ 
timent had grown strongly. 

Attempts to have an aboli¬ 
tion bill passed in the Com¬ 
mons failed in 1966 but in 
1967. the present trial law. li¬ 
miting the death penalty to 
killers of police and prison 
guards, was passed. 

Fattah said the October 
crisis of 1970. and the murder 
of kidnapped Quebec labor 
minister Pierre Laporte, _"re- 

Contlnucd on Page 2 
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Wide-eyed weeny world watcher 


Two-week-old Lori the loris perches on hand in 
Amsterdam's Artis Zoo where it was born. Loris is 
nocturnal creature of lemur family, part of monkey 


group, and is found in 
been born in captivity. 


Scared fugitive ends 
three-hour house siege 


VANCOUVER (CP i A 
man who identified himself as 
Glen Thomas Landers surren- 


Lebanon trying 
general amnesty 


BEIRUT (Reuter) —■ Army 
commander Gen. Hanna 
Saeed, speaking after a wave 
of army mutinies in Lebanon, 
declared a general amnesty 
for deserters Wednesday 
night. 

Before declaring I he 
amnesty on national televi¬ 
sion. the general recommend¬ 
ed the government put "an 
immediate and radical end to 
the current events." 

Political sources interpreted 
this as a warning the army 
would take action if the gov¬ 
ernment failed to heed the 
recommendation. 

The amnesty was an¬ 
nounced after Col. George 
Gharib. commander of Leban¬ 
on's 1.000-man air force, 
called for a "general amnesty 
(or military men except those 
w ho have committed 
murder" 

Gharib also called for a bal¬ 
ance between Moslems and 
Christians in the army. 

There were no precise fig¬ 
ures for the number of sol¬ 
diers in revolt. But available 
statistics suggest an approxi¬ 
mate figure of 1.000 mutineers 
out of an army of 15,000. 


Deserters took over three 
barracks Wednesday, two 
near the Israeli frontier and 
one in the northern port or 
Tripoli. 

Prime Minister Rashid 
Karami said the spreading 
mutinies threatened the army 
with disintegration which 
could lead to Lebanon’s parti¬ 
tion. 

Meanwhile, there was a new 
wave of kidnappings in 
Beirut. Political factions ab¬ 
ducted passers-by of the op¬ 
posite laith as hostages 
against the safe return of 
those seized by the other side. 


Birdland 

LONDON (UPI) — The 
ftoyul Society ol Birds hits 
just hired n new assistant 
manager, by name ol A. Bird. 
He joins a staff which in¬ 
cludes Barbara Buzzard, John 
Partridge. Celia Peacock. 
Helen Peacock and Dorothy 
Book. 


dcred to police Wednesday 
follow ing a three-hour siege in 
an east-end house. 

Police said the man was 
booked into the city jail under 
that name and police here 
were awaiting word from po¬ 
lice at Gloucester, Ont.. to 
confirm the man’s identity 
and to receive instructions on 
what to do with him. 

Glen Thomas Landers, 29, 
was one of seven prisoners 
who escaped from the Ottawa- 
Carleton Regional Detention 
Centre in June, 1975. During 
that incident two guards were 
shot one wounded serious¬ 
ly. 

Three prisoners were recap¬ 
tured at once, including Barry 
Forsyth who was charged 
with attempted murder, and 
warrants for escaping custody 
were out for the others. 

The man who identified 
himself as Landers emerged 
from the house unarmed and 
before he was whisked away 
by police he talked to report¬ 
ers at the scene. 

He said he asked that re¬ 
porters be present because he 
is to be srnl to Ottawa and 
was afraid he would be bea¬ 
ten by police. 

He said he knew other peo¬ 
ple who. "when they were 
arrested, were beaten by the 
police and jail guards so 
badly that they weren't recog¬ 
nizable." 

Landers said, "f asked that 


reporters be here to take my 
picture . . . see w hat I look 
like today because 1 want to 
look the same when 1 appear 
in court in Ottawa." 

Landers said he had been in 
Vancouver for about six 
months and had been in con¬ 
tact with his family. 

The incident was the second 
of its kind in Vancouver in 
five days. Guy Jean Barnier, 
36, has been charged with 
murder punishable by life im¬ 
prisonment and attempted 
murder following a siege in 
the city’s Kitsilano district 
last Friday in which a woman 
was shot to death and a man 
wounded. 


southeast Asia. Few have 
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Labor beaten 
on social cuts 


LONDON (API - Britain's 
Labor government suffered a 
28-vote defeat in the House of 
Commons Wednesday night, 
bringing Conservative de¬ 
mands for it to resign or seek 
a vote of confidence. 

A government motion to cut 
spending on public services 
lost by 256 votes to 284. 

Left-wing Labor parliamen¬ 
tarians contributed to the de¬ 
feat. They had bitterly o|>- 
posed many of the cuts which 
hit hardest at education and 
stopped all spending on new 
hospitals. 

Prime Minister Harold Wil¬ 
son's government has an over¬ 
all majority of one in the Com¬ 
mons. It previously has dp- 
pended on support from Scot¬ 
tish and Welsh nationalists. 
Liberals and independents to 
pass its legislation. These 
members opposed the cuts 
along with the Conservatives. 

Margaret Thatcher. Conser¬ 
vative party leader, demand¬ 
ed the government either re¬ 
sign or seek a vote of con¬ 
fidence. 

Cabinet Minister Edward 
Short replied that Wilson 
"will consider the situation 
created by this vote tonight 
and will announce his inten¬ 
tion in due course." 


Shot with own guns in Angola 

Women execute 
Cuban ‘rapists’ 

LUSAKA. Zambia (Reuter) A female firing 
squad has killed 17 Cuban soldiers for rape and murder- 
in war-torn Angola, says an Angolan guerrilla move¬ 
ment communique. 

It says raped women identified five of the 17 cap¬ 
tured Cubans as their violators. 

"They wpre tried lor rape and murder." the com¬ 
munique say?. "All 17 were executed. The firing squad 
was composed entirely of women. The Cubans were 
shot with their own guns." 

The communique was brought to Lusaka by a rep¬ 
resentative of Dr. Jonas Savimbi, leader of the pro- 
Western UNITA. the National Union for the Total In¬ 
dependence of Angola. 

It quotes an Angolan women's leader. Miss Eunice 
Sapnssa. as saying four women were raped early last 
week by 25 to 30 Cuban soldiers near a village between 
the towns of Huambo and Silva Porto. 

Five days later, the communique says, a UNITA 
military unit surrounded a 20-man Cuban patrol work¬ 
ing on an armored personnel carrier that had broken 
down. 

Seventeen Cubans survived the encounter, and 
these were the men who died at the hands of the 
women's firing squad. 


‘Perfect,’ says PM 
to united provinces 


OTTAWA (CPt While the 
constitutional controversy he 
started last weekend con¬ 
tinued in the provinces 
Wednesday. Prime Minister 
Trudeau said he was pleased 
premiers may get together on 
the issue. 

"Perfect, perfect," Trudeau 
said, referring to moves by 
Quebec Premier Robert 
Bourassa to mount a united 
front of provincial govern¬ 
ments against any unilateral 
federal action to bring the 
constitution to Canada. 

By Tuesday. Bourassa had 
solicited support from all pre¬ 
miers but British Columbia's 
William Bennett, and Wednes¬ 
day he completed the list by 
reaching Bennett at an un¬ 
disclosed holiday spot. 

B . C . Attorney-General 
Garde Gardom. who heads a 
cabinet committee studying 
(he question of amending the 
constitution, said his govern¬ 
ment hoped the issue would 
only be resolved by a "con- 
s e n s u s throughout the 
country." 

And in Saskatchewan. Pre¬ 
mier Allan Blakeney told re¬ 
porters at his weekly news 
conference that constitutional 
amendment must be based on 
the consent of provincial gov¬ 
ernments, not on any federal 
law passed by Parliament 
jyhere the bulk of members 
come from Ontario and Que¬ 
bec. 

Canada’s constitution, the 
109-vear-old British North 
America Act, now can only be 
changed by the British Parlia¬ 
ment. For the last 50 years 
there have been a number of 


attempts to reach consensus 
on a domestic amending for¬ 
mula. but all have failed. 

Trudeau has said repeated¬ 
ly he wanted to bring the con¬ 
stitution homo, but in the past 
he has maintained that he 
would not act unless there 
was agreement by all prov¬ 
inces on an amending formu¬ 
la. 

Last weekend, however, he 
said the federal government 
would act unilaterally if the 
provinces could not agree on 
the issue. The statement set 


off controversy, and the 
prime minister appeared to 
soften his stand Tuesday 
when he told the Commons he 
would noi ask Parliament, to 
act before he consulted the 
provinces. 

Although negotiations on the 
formula were near an end, he 
said, there appeared to be lit¬ 
tle chance of reaching hoped- 
for unanimous consent. 

At his news conference. Bla¬ 
keney said he considered the 

Continued on Page 2 


Protestant 
Ulster gun 


leader 

victim 


BELFAST (AP) Two per¬ 
sons. one a prominent Protes¬ 
tant paramilitary leader, 
were* killed Wednesday night 
by gunmen in Northern Ire¬ 
land, authorities said. 

Sammy Smyth, a leading 
spokesman for the Protestant 
Ulster Defence Association on 
policy and ideology, was shot 
at his sister's home in North 
Belfast after answering a 
knock at the door, police said. 

Last week. Smyth said the 
UDA should talk with the 
mainly-Catholic Irish Republi¬ 
can Army following the fail¬ 
ure of Northern Ireland’s 78- 
member convention to work 
out a system of self-gover- 
ment. 


The murder followed a 
threat against Smyth's life 
Iasi week. An organization 
calling itself communist ac¬ 
cused him of being a fascist, 
and in a long statement sent 
to newspapers said: "He will 
not go unpunished.” 

In the northeast town of 
Drumbeg, gunmen killed one 
man and wounded several 
others in a bar, authorities 
said. No further details were 
available. 

Meanwhile, the Irish gov¬ 
ernment in Dublin has sent a 
report to the European Court 
of Human Rights alleging tor¬ 
ture of suspected terrorists by 
British security forces in 
Ulster. 


Only one scream broke silence 


CAVALESE. Italy (Reuter) 
A 14-year-old Italian girl, 
the only survivor of the 
world’s worst cable car disas¬ 
ter. said Wednesday she woke 
to the sound of her own 
screams after the death 
plunge in the Dolomite Moun¬ 
tains. 

The other 42 passengers in 
the crushed cable car were ei¬ 
ther dead or dying. 

Alessandra Piovesana, 
being treated for multiple 
fractures in this Dolomite ski 
resort. told doctors the 


packed cable car suddenly 
lurched backward as it ap¬ 
proached the ground station 
here. 

"Everybody was screaming 
and then it all went dark,” 
hospital officials quoted her 
as saying. 

Alessandra. in t vJjtb con¬ 
dition following an operation, 
said she woke up after the 
crash. 

"I couldn’t understand why 
I could hear only my own 
screams. There was no other 


sound—it was all quiet around 
me." she said. 

Investigators hope Ales¬ 
sandra, whose two school 
friends w'ere killed, might he 
able to shed some light on the 
reason for the crash. 

Eleven youngsters w e riq 
among the dead. 

Arturo Tanesini, director of 
Ihe cable car company, told 
reporters he could not explain 
why the car’s support cable 
snapped when the cabin was 
almost ar the end of its jour¬ 
ney al dusk. 


"The support cable should 
not break. It’s incredible," he 
said. 

A pdice spokesman said 
investigators had ruled out 
sabotage as the cause of the 
crash. 

Officials of the cable car 
run, which was built 10 years 
ago by Hoelzl Co. of Merano, 
Italy, said it had been regu¬ 
larly maintained and had 
shown no signs of* malfunc¬ 
tion. 

The wreckage of the cable 


car was roped off by police 
pending the arrival of an 
investigating magistrate to 
lake charge of inquiries into 
the disaster. 

Only six of the 43 people on 
hoard survived the impact of 
the crash, made worse by the 
crushing weight of the support 
pylon’s wheel assembly which 
was dragged down atop the 
cabin. 

Five ol the six initial sur¬ 
vivors died soon after the 

crash. 
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Civic status knocks again on region west door 



Col wood, Langford, and pos¬ 
sibly View Royal are can¬ 
didates, once again, for mu¬ 
nicipal status. 

Representatives of the re¬ 
gion's western sector are 
meeting today with Municipal 
Affairs Minister Hugh Curtis 
to reopen discussions on the 
subject. 

There have been unsuccess¬ 
ful drives for incorporation in 
the past, and a committee 
was established by the NDP 
government to study the ques¬ 
tion. Rut that committee has 
not met since last September. 


R. M. Emery, Col wood's 
director on the regional 
board, said Wednesday that 
"the time has come’ for the 
area to gain "closer control of 
our own destiny.” 

Continued governing of the 
area through the regional 
board was "asking too much 
of the region," he said. 

The area's population and 
business growth requires 
some system, not so much to 
control, as to avoid chaos, he 
said. A particular problem 
was the need for a road net¬ 
work, which would require 


provincial aid soon, he added. 

He predicted incorporation 
would be more acceptable to 
Colwood-Langford residents 
now than it was eight years 
ago when voters rejected the 
idea. More |>eople have 
moved into the area and they 
wanted more say in their 
local government, he said. 

View Royal, however, sepa¬ 
rated from Colwood-Langford 
by geography and interests, 
might be better accommo¬ 
dated as part of Saanich or 
Esquimalt, rather than a new 
municipality, he said. 


Tax dollar best spent 
on upgrading housing 


—Colonist photos by Ian McKaln 


Bubble window gives crewmen view of rugged coast 


By HUBERT BEYER 
Colonist Reporter 

There’s no better way to 
spend tax dollars than for the 
upgrading of existing housing, 
a group of tenants said 
Wednesday. 

A representative of a Van¬ 
couver real estate firm which 
wants to use tax dollars in 
that fashion agreed with the 
tenants. 

So did a representative of 
the Central Mortgage and 
Housing Corp., which controls 
the tax dollars. 

The meeting was arranged 
for the benefit of a Colonist 
reporter to "clarify a few 
points" regarding an article 
last week. 

The article stated that Clay 


Realty, a Vancouver firm 
which owns the 78-unit Nia¬ 
gara Garden Cburts in James 
Bay, is applying for federal 
furtds to upgrade their pre¬ 
mises. 

The funds are available 
under the federal govern¬ 
ment's Residential Rehabili¬ 
tation Assistance Program, 
RRAP for short. 

A maximum of $5,000 for 
each unit is available, half of 
which is forgivable by way of 
a grant. 

Effective interest on loans 
is 8 per cent, but any landlord 
taking advantage of this pro¬ 
gram must undertake to keep 
rents at a reasonable level. 

A number of tenants said 
they were upset about last 


Buffaloed on golden trail 


By JON FERRY 

Colonist Reporter 

Don't let cowboys fool you 
— riding a bucking frorse j s a 
piece of cake. 

The twisting, snapping sen¬ 
sation lasts only a few sec¬ 
onds. Then there's always 
that nice hard dirt to snuck 
down into. 

But riding a low-flying, 
bucking Buffalo — aircraft 
that is — is something else. 

It is literally a sickening, 
pajierbag-clutching night¬ 
mare. There is no escape 
from an endlessly lurching 
bottomless stomach pit. 

THIS, OF COURSE, is not 
to say that the Buffalo is a 
mean machine. 

It is a benevolent big bird 
with gently-turning propellers 
and a rteeourceful, retractable 
rearend rather like that of a 
B.C. ferry. 

The Buffalo aircraft from 
442 Search and Rescue Squad¬ 
ron, moreover, are more than 
simply good-natured — they 
are positive flying Florence 
Nightingales to sailor* and 
airmen in distress. 

They fly over stricken craft 
and with as much precision as 
the often fearful conditions 
allow, dispense liferafts, 
pumps and other lifesaving 
gear. 

THEY TEND TO fly low 
and slow, their windscreens 
spattered with salt spray and 
their tubular-bellied bodies all 
ajudder with turbulence — 
which, of course, is where the 
nightmare, at least for the un¬ 
initiated, comes in. 

The Buffalo aircraft which 
took off from Pat Bay Airport 
at 1:45 p.m. Wednesday was 
killing three birds with one 
stone — and how. 

Its six-man crew was on a 
training mission to hone their 
rescue skills, they were out to 
keep a check on the con¬ 
troversial B.C. herring fleet 
and they were also showing 
four Victoria newsmen the 
facts of flying life as far as 
the west coast of Vancouver 
Island was concerned. 

EACH YEAR AT this time, 
a lucrative herring-roe fishery 
goes into action for about six 
weeks, bringing fishboat 
owners up to $15,000 and an 
average $5,000 for the period. 

Crew members will earn be¬ 
tween $2,000 and $5,000 during 
the same time. 

The golden eggs in the her¬ 
ring bellies are the payloads 
that each year send men to a 
cold death in the waters just 
west of Vancouver island. 

The elusive ripe herring roe 
sells for up to $20 a pound in 
Japan where the Pacific cavi¬ 
ar. a product shunned in Can¬ 
ada, i* a delicacy. 



Buffalo—a bronc of a rescue craft 


THE TIME TO catch her¬ 
ring is just before they start 
to spawn when 10 per cent of 
the body weight of a given 
sample of herring is roe. 

Two kinds of fishermen par¬ 
ticipate in the annual race for 
herring roe. The gillnetters 
are highly-selective small op¬ 
erators who collect herring 
juit as they spawn, while 
seiners depend on volume and 
use automated equipment. 

Aboard was Major Denny 
Ryan, the convivial armed 
forces information man and 
shutterbug who coos with 
memories of Buffalo flights in 
a place called the Northwest 
Territories, and when in flight 


likes to crouch at a window 
overlooking the wing. 

•TVE GOT MORE pictures 
of** engines than anybody 
else," he boasts cheerfully. 

Takeoff is a grinding, shud¬ 
dering affair and the Buffalo 
wings Its way past James Is¬ 
land. past Oak Bay Marina, 
past the recently-wrecked 
seiner Brandy Wine off the 
Victoria Golf Club course, 
past Clover Point, out over 
Race Rocks and wind- 
whipped waters. 

The swell may look like dol¬ 
lops of snow on mountains of 
green glass but it’s nice and 
choppy. 

And Ryan is quick to re¬ 


mind us that to the west there 
are 4.000 miles before you hit 
land again. 

BY THE TIME we fly past 
much-logged Jordan River 
territory, the sun is becoming 
brighter, the mountains are 
starting to be snowcapped, 
the logs are washed up on the 
beaches like mounds of 
matchsticks, the seas are all 
shades from snot-green to 
pea-green, the surf starts to 
boil. 

The farther up the coast we 
go, the nicer it gets. 

The sea washes bluer, the 
sun beams brighter, the wa¬ 
terfalls tumble down the 
rocks in pursuit of sandy 
beaches. 

The Buffalo flies lower, dip¬ 
ping to 500 feet at 110 knots. 
The rot in this reporter’s ome¬ 
let-laden stomach is setting 
in. 

Apparently unaware of his 
fellow flyer's internal prob* 
lems, a crew-member re¬ 
marks with relish: "It’s a 
pretty mean sea out there," 
more than 50 knots of blow. 

WE ARE NEARING Barn- 
field now and past Cape Beale 



Herring fleet nestles in sheltered channels north of Tofino 


where seiner crewman Rusty 
Waters died recently when the 
Bruce I was wrecked on 
rocks. 

Last herring season 10 ships 
and 11 men went to their 
graves off the B.C. coast. 
Waters' death is so far the 
only one this year although 
four boats have been swal¬ 
lowed by the sea. 

Three other crew members 
of the Bruce I were rescued 
by a U.S. Coast Guard heli¬ 
copter which itself developed 
engine trouble and was forced 
to ditch in the sea. 

THE HELICOPTER'S own 
crew of four and the fisher¬ 
men were all taken to safety 
aboard a lifeboat. 

Also off Cape Beale this 
year were two Lower Main¬ 
land herring fishermen who 
were described as "lucky to 
be alive” when lifted from an 
open skiff 37 hours after their 
gillnetter capsized. 

The sea and the wind here 
mean business, and as a fur¬ 
ther grim reminder there 
below are the remnants of a 
Japanese freighter nestling up 
against some rocks like a toy- 
boat wrecked in a bathtub. 

We’re into Barkley Sound 
under the lee of logged-off, 
snowcapped mountains. 

Sea lions are playing and 
patches of milky water bear 
evidence of the presence of 
herring spawn. 

BY THE TIME we hit Long 
Beach there’s not a cloud in 
the sky, just a storm in the 
stomach of two or three of the 
white-faced newsmen. 

The herring fleet is- in sight 
at last. gillnetters and 
seiners, skiffs in tow, nets at 
the ready. 

The fleet has taken refuge 
from the churning seas off 
Clayoquot’ Sbund, four miles 
north of Tofino, in the shel¬ 
tered waters of Bedwell Sound 
and Cypress Bay. 

The scene is better than any 
picture postcard — tranquil 
waters, green mountain 
slopes leading to heavily 
snowpacked peaks and a 
bright sheen of sun cast over 
the whole fleet. It’s eagle 
country, all right. 

AS THE BUFFALO circles 
and recircles the fleet to take 
photo* and to check on a boat 
which appears aground, a 
horrible drama is churning 
and rechuming twisted rheto¬ 
ric in my gut. 

"I think his stomach is feel¬ 
ing like herring spawn right 
now.” quips somebody. 

The controversy-wracked 
fishing vessels bob and loll in 
the sun. Their golden prize 
arc the insides of herring. I 
•pill mine into a paper bag. 


But Langford’s director, E. 
B. Pallister. said he would try 
to keep an open mind on the 
issue "until some facts are 
in.” 

Like Pallister, Curtis, re¬ 
garded today’s meeting as 
"just an opener.” The area 
has a very large population to 
be without local government, 
and incorporation "is an ap¬ 
propriate next step,” Curtis 
said. 

But he added that "even if I 
could, and I can’t, I would not 
order it (incorporation) at 
this time." 


Metchosin would probably 
be left out of any new western 
municipality, because urban 
development is not planned 
there, he said. 

There were several possibil¬ 
ities for View Royal, he said. 
It could stay as it is. incorpo¬ 
rate with a new western mu¬ 
nicipality. join Esquimalt, or 
form its own municipality. 

He said he will offer his de¬ 
partment’s resources to the 
western communities to help 
them study the issues of in¬ 
corporation. 


week's story because it might 
jeopardize the program. 

They said the tenants 
suggested to the owners to 
investigate the possibility of 
getting RRAP money to up¬ 
grade the development. 

They said they had received 
great co-operation from the 
owners. t 

They would like to have im¬ 
provements done to their 
townhouses and the federal 
program was the best way to 
achieve that goal. 

Basil Davis of Clay Realty 
said the only way to keep 
rents at their present low 
level was to do the necessary 
repairs with cheap federal 
funds. 

The owners, he said, hadn’t 
taken a cent of profit out of 
the development for the past 
four yqjirs. 

If the repairs were* done 
with money secured from con¬ 
ventional loans, Davis said, 
rents would have to rise con¬ 
siderably. 

Asked why the firm hadn't 
undertaken the repairs during 
the past four years, Davis 
said: "We couldn't afford it.” 

Minimum repairs now are 
estimated at $180,000, he said, 
but with RRAP money, more 
than the absolute minimum 
could be done. 

Plans call for night lighting 
to improve safety, play¬ 
grounds for the 80 children 
living in the project, as well 
as repairs which include new 
roofs for all the buildings. 

Davis said by accepting 
RRAP money, his company 
was "locked into” present 
rent levels, which ranged 
from $120 for a bachelor suite 
to $185 for a two-bedroom 
townhouse. (Some two- 
bedroom townhouses are rent¬ 
ing for $156 a month). 

But Allen Clark of CMHC 
interjected that a clause in 
the agreement would allow 
rent increases, provided the 
owners could prove increased 
cost factors. 

Clark said if the company 
received the maximum of 
about $400,000 in RRAP 
money, $200,000 would be 
"free.” 


Sewage halt 
just year away 


The discharge of 5 million gallons of raw sewage a 
day just below the high-tide mark at Clover Point must 
stop within 16 months. 

That firm reminder was sent to the Capital Region 
Board Wednesday by William Venables, director of the 
provincial pollution control branch. 

Venables reminded the board that the 16-month 
deadline was “an order” under the Pollution Control 
Act and he expected to be given firm assurances that 
the work would be completed in time. 

An outfall in the planning stages for several years 
is to pipe sewage 6.400 feet out into the ocean. In addi¬ 
tion to the 5 million gallons now discharged at Clover 
Point, the new outfall will handle another 4 million 
gallons discharged near McMicking Point in Oak Bay. 

The project was delayed by lengthy arguments over 
cost-sharing between Saanich and Victoria, and there 
was no indication at Wednesday’s meeting whether the 
deadline can be met. 


Ferries stop 
in windstorm 


The day ended early for 
B.C. Ferries wind-and-wave 
buffeted ships Wednesday. 

High winds forced cancella¬ 
tion of 8 and 10 p.m. sailings 
from both Tsawwassen and 
Swartz bays, but the last 
ferry did not dock at Swartz 
Bay until 9:35. It started its 
run, which usually takes one 
hour and 40 minutes, at 6:30, 
a B.C. Ferries spokesman 
said. 

All Gulf Islands sailings 
from both terminals were also 
cancelled, as were 8:45 and 11 
p.m. sailings from Departure 
and Horseshoe bays. 

Winds were responsible for 
a power failure which delayed 
the 4 p.m. sailing from Kelsey 
Bay three hours, the spokes¬ 
man added. 

According to Victoria’s 
weather office, the biggest 
problem for the ferries was in 
Active Pass, where winds 
were blowing from the 
northwest at 50 knots, whip¬ 
ping up rough seas and heavy 
swells, at 6 p.m. 

At Tsawwassen winds were 


between ?>2 and 40 knots with 
rough seas, making docking 
difficult. 

The weather office spokes¬ 
man did not expect the winds 
g u s t i n g through Georgia 
Strait to subside before this 
morning. 

Near Nanaimo, heavy winds 
complicated efforts to rescue 
a 100-foot herring packer 
which lost its steering gear 
Wednesday afternoon. 

The packer was stranded 
without steering near Five 
Finger Island, about IVa miles 
outside Departure Bay. 

A passing commercial fish¬ 
ing boat put a line aboard the 
packer in an attempt to tow it 
to safety, but 50-mile-an-hour 
winds finally snapped the line. 

The tugboat Sea Comet, 
which meanwhile arrived at 
the scene, towed the packer to 
safety. 

The Rescue Co-ordination 
Centre in Victoria reported 
the coast guard cutter, 
Ready, had a commercial 
fishboat in tow headed for 
Nanoose Bay. 


Pupils ’ dream towns: 
Sunshine , ram, peace 


Colonist Roportor 

Ask an elementary school 
student a simple question like 
"Other than Victoria, where 
would you like to live?” and 
the answers will send grown¬ 
ups into laughter or tears. 

That question was posed to 
students in Grades 1 to 7 at 
Blanshard elementary and the 
variety of answers was amaz¬ 
ing. Spellings are left here as 
they appeared in the replies. 

For Grade 6 student Matth¬ 
ew Grisley, the answer was 
Quesnel, "because it has a lot 
of snow and I like snow.” 

Gordon chose another B.C. 
city — but for a different rea¬ 
son. 

"I would like to live in Ki- 
timat and see what it is like 
because I used to live there 
when I was a baby and I have 
heard a great dead of stories 
about it raining.” 

Lisa was one of many who 
opted for sunnier climes. 

"Other than Victoria, I 
would like to live in Hawaii 
because it is hotter their. You 
can collect shells, go swim¬ 
ming, surfing and it hardly . 
ever rains.” 


Roxanna provided another 
alternative to Victoria. She 
chose Penticton "because it is 
a very fun place to be. It has 
a hotels and park and swim¬ 
ming pools with hotels.” 

Sherry's answer left many 
scratching their heads. 

"I would like to live in Tha- 
siss (probably Tahsis on Van¬ 
couver Island) because it isn’t 
a city.” 

Principal Ron Be rod of 
Blanshard insisted on Jason’s 
answer being included. 

"Other than Victoria, I 
would like to live in Duncan 
because of the peacefulness 
there. But if I go to Duncan, I 
would like to have another 
principal like Mr. Be rod, be¬ 
cause he is one kind of a 
guy.” 

Ancestry played an impor¬ 
tant part in Sharon's answer. 

"I would like to live in Hong 
Kong because I am Chinese. I 
was bom in Victoria and I 
would like to see Hong Kong 
as a Chinese world.” 

There were many with a 
serious tone. 

"I would like to live in Nova 


Scotia,” Jim began, "because 
my dad lived their plus I want 
to grow up like my dad." 

Diane picked Ohio. 

"Why? Because I have a 
friend in Ohoi and he is lone¬ 
ly." 

Bonnie had her eyes on the 
future when she answered the 
question. 

"I would like to live in Hol¬ 
lywood because all the movie 
stars live there. And if I lived 
in Hollywood for a long time, 
I might become a movie 
star.” 

The final two shall remain 
nameless. 

• "Other than Victoria I 
would like to live in Van¬ 
couver with my dad, his Wife 
and four stepchildren. I think 
it will be niebi because I never 
saw my stepsisters or my 
baby stepbrother.” 

• "I would like to live In 
an unexjjlored land to get 
away from the conflict and 
high cost of living in the 
world. I would live alone in n 
cabin. I would live there and 
die there." 
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